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Minimally invasive therapy is evolving as a newly accepted modality for different 
surgical specialties. This is due to improvements in equipment and techniques of 
different procedures. Urology has been at the forefront of developing these mini- 
mally invasive surgical procedures. 

Laparoscopic urologic procedures are now the result of decades of improve- 
ments, starting with inspection, ablation, and reconstruction, and moving towards 
robotic-assisted and single-port techniques. The learning curve for each procedure 
is an important aspect of improvement and mastering. 

It is essential that beginners in laparoscopic urologic procedures know all the 
steps and laparoscopic anatomy for common, straightforward cases. They should 
master these procedures before doing more difficult ones. In each laparoscopic uro- 
logic procedure, there are some difficult steps that the surgeon must be aware of and 
understand how to deal with in order to accomplish the procedure safely. 

In this second book edition, the editors aim to collect the experience of world- 
wide experts in laparoscopic and robotic urologic procedures. The format of the 
chapters is easy-to-read, with an introduction and description of the difficulties, and 
then examples illustrated with pictures. The solutions that the authors have used to 
overcome difficulties are also discussed. Finally, a conclusion summarizes the chap- 
ter. The purpose of this book is to serve as a practical guide for residents, fellows, 
and urologists at the beginning of their experience in laparoscopy. It may also be 
useful to experienced laparoscopic urologists who wish to learn more about what 
their colleagues from different institutions and different countries are doing. 
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It is the editors’ hope that the illustrations, in addition to the website with sam- 


ples of video materials, will be a great help in fully understanding the material 
included in this book. 


In this introductory chapter, we provide comments to supplement the informa- 


tion provided in other chapters in order to enhance the book’s insights. 


Chapter 3: Difficulties in Anesthesia for Urologic Laparoscopy 


The urologist willing to start or advance in their laparoscopic procedure should develop 
a good relationship with the anesthetist. Communication with the anesthetist during 
lengthy laparoscopic surgery is important, especially during the initial learning curve. 
Careful preoperative general medical evaluation, especially for patients with pre- 
existing medical problems, is essential for a successful and safe post laparo- 
scopic outcome. 

Careful patient positioning and padding of pressure areas are important to avoid 
postoperative position-related complications. 


Chapter 4: Difficulties in Urologic Laparoscopic Instrumentation 


Detailed knowledge of all the necessary laparoscopic instruments should be 
completely mastered by the surgeon and the surgical team to prevent avoidable 
instrument problems. 

Access-related problems can be safely avoided with thorough surgical anatomi- 
cal knowledge and specific preparation for each case. 

Particular care is required when obtaining laparoscopic access in obese, thin, and 
pediatric cases. 

Good laparoscopic access should allow for easy visualization and reach of the 
target organs with ergonomic instrument handling. 


Chapter 7: Laparoscopic Radical Nephrectomy 


Preoperative preparation of vascular anatomy and a tumor in relation to adjacent 
structures is a helpful method to avoid difficulties. 

The use of all possible helpful equipment and respect for oncological principles 
is essential for safe surgery. 


Chapter 11: Robotic Partial Nephrectomy 


Robotic partial nephrectomy has the advantage of being minimally invasive and 
has proven the test of time to be technically efficient and oncologically safe. 
Different techniques to reduce warm ischemia time has been done using robotic 
approach. 


Chapter 9: Difficulties in Laparoscopic Live Donor Nephrectomy 


Preoperative planning with computed tomography (CT) angiography is essential 
for safe surgery. 
The editors prefer the transperitoneal access, which provides more operative room. 
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Hem-o-lok® (Teleflex Medical, Research Triangle Park, NC) clipping for the 
artery is safe and the editors use the endovascular stapler for the vein after com- 
plete kidney mobilization. 

Careful dissection of the ureter with the gonadal vessels is important to avoid 
ischemic damage to the ureter. 


Chapter 19: Robotic Assisted Kidney Transplantation (RAKT) 


In this chapter a new technique will be described which is robotic assisted kidney 
transplantation. 

Robotic assisted kidney transplantation is being attempted by several doctors and 
in several ways. The high cost of the technology is limiting the widespread use 
of it 


Chapter 12: Difficulties in Laparoscopic Adrenalectomy 


Both retroperitoneal and transperitoneal accesses are used; one must choose their 
preference according to experience and comfort level with the approach. 

In the transperitoneal approach, full mobilization of the spleen on the left side 
and the liver on the right side are important and helpful movements that will 
expose the adrenal efficiently. 

Thermal energy instruments are helpful tools for adrenal dissection and 
mobilization. 


Chapter 14: Difficulties in Laparoscopic Simple Prostatectomy 


This technique is definitely less invasive than open prostatectomy. 
Intraperitoneal, extraperitoneal, and transvesical techniques can be used in this 
procedure. 

Traction on the middle lobe with traction suture is helpful in facilitating the 
enucleation. 

The use of thermal energy devices, such as ultrasonic devices, can be helpful in 
minimizing oozing when enucleating the adenoma. 


Chapter 16: Difficulties in Robotic Radical Prostatectomy 


The transperitoneal approach is preferred because it provides a larger working 
space. 

The editors prefer the descending approach, in which seminal vesicles and vas 
are dissected first. 

Managing the dorsal vein complex can be done with suture as well as an endo- 
vascular stapler. 

Avoiding thermal sources in nerve sparing cases is essential for better potency 
outcomes. 

Currently more robotic-assisted radical prostatectomies are done in the USA, 
which suggests that they may replace standard laparoscopy. 
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Chapter 22: Difficulties in Laparoscopic Retroperitoneal Lymph Node 


Dissection 

This technique should be performed by experienced laparoscopic surgeons. 
This technique is far less invasive than open surgery, and the patient should be 
offered this option when an experienced surgeon is available. 


Chapter 24: Robotic Assisted Radical Cystectomy and Ileal Neobladder 
This procedure was found technically feasible but challenging, details of the tech- 


nique and possible difficulties will be addressed. 


Chapter 25: Difficulties in Laparoscopic Pyeloplasty 


The editors prefer transperitoneal access, which allows more operative room to 
suture, although the retroperitoneal route is quite acceptable if the surgeon feels 
comfortable with it. 

In thin individuals and on the left side, the transmesocolic approach is very 
helpful. 

Careful dissection of the ureteropelvic junction (UPJ) and handling of the impor- 
tant crossing vessels are essential. 

Traction suture on the pelvis can be a helpful trick for good exposure. 

Delicate handling of the UPJ is important while suturing to avoid ischemic injury 
due to tissue crushing. 

Pre- or intra-operative ureteral stenting is equally acceptable and depends on the 
surgeon’s experience. 


Chapter 20: Difficulties in Robotic Pyeloplasty 


The steps of robotic pyeloplasty are illustrated. 

The position of the patient as well as trocar sites are mentioned. 

The technique of dismembering the ureteropelvic junction are mentioned. 
The technique of suturing and well as stenting are illustrated. 


Chapter 26: Difficulties in Laparoscopic Surgery for Urinary Stones 


Most stone interventions utilize shockwave lithotripsy, percutaneous nephroli- 
thotomy or ureteroscopy, and to lesser extent laparoscopy, and, rarely, in some 
centers, open surgery. 

Complete stone removal with careful dissection of the ureter or renal pelvis and 
accurate incision are important technical issues in laparoscopic stone surgery to 
minimize postoperative difficulties and morbidities. 
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Chapter 31: Laparoscopic and Robotic Surgery for Female Pelvic Organ Prolapse 
This technique is used by urologists and gynecologists. The detailed steps will be 


revised and the technical difficulties will be described. 


Chapter 28: Laparoscopic and Robotic Surgery for Ureteral Stricture 
Ureteral reconstruction starting from pyeloplasty to Boari flap and ileal interposi- 


tion can be done laparoscopically and further facilitated by robotic technique. 


Chapter 32: Difficulties in Laparoscopic Pediatric Urologic Surgery 


It is important to know that not all laparoscopic surgeons will deal with pediatric 
cases. However, if one decides to take on pediatric cases, then knowledge of the 
detailed technical steps and instruments is crucial. 

Inserting trocars in children should be carefully assessed to avoid trocar-related 
injuries since children have small organ anatomy with shorter distances in com- 
parison to adults. 


Chapter 35: Difficulties in Laparoscopic Training, Mentoring, and Medico- 


Legal Issues 

If a surgeon is keen to learn laparoscopy and has the required skills, then it is not 
too late. 

Various worldwide courses of laparoscopy are very helpful in learning about 
laparoscopy, from beginner to advanced levels. 

Visiting experts or inviting them to your institution and assisting them while 
performing laparoscopic procedures can help one to learn important steps. 
These are just a few comments about some of the aspects of laparoscopic uro- 
logic procedures that the editors wanted to share with readers. It is our hope that, 
by adding them, readers will find the book more informative and helpful. 


Difficulties in Laparoscopic Access 


Hamdy M. Ibrahim, Hani S. Shaaban, Ahmed Al-Kandari, 
and Inderbir S. Gill 


Introduction 


Laparoscopic surgery has developed rapidly over the last few years, and many surgi- 
cal procedures formerly carried out through large abdominal incisions are now per- 
formed laparoscopically. Reduction of the trauma of access by avoidance of large 
wounds has been the driving force for such development [1]. However, the insertion 
of needles and trocars necessary for the pneumoperitoneum and the performance of 
the procedure are not without risk [2]. The technical modifications imposed by sur- 
gical laparoscopy are obvious (e.g., number and size of trocars, location of insertion 
sites, specimen retrieval), and therefore morbidity may be substantially modified. 
Complications such as retroperitoneal vascular injury, intestinal perforation, wound 
herniation, wound infection, abdominal wall hematoma, and trocar site mestastasis 
have been reported [3]. 

Laparoscopy currently plays a key role in urological surgery. Its applications are 
expanding with experience and evolving data confirming equivalent long-term out- 
come. Although significant port-site complications are uncommon, their occurrence 
impacts significantly on perioperative morbidity and rate of recovery. The incidence of 
such complications is inversely related to surgeon experience. Ports now utilize blade- 
less tips to reduce the incidence of vascular and visceral injuries, and subsequently 
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port-site herniation. Metastases occurring at the port site are preventable by adhering to 
certain measures. Whether performing standard or robot-assisted laparoscopy, port-site 
creation and maintenance is critical in ensuring minimal invasiveness in laparoscopic 
urological surgery. Although patient factors can be optimized perioperatively and port 
design continues to improve, it is clear that adequate training is central in the preven- 
tion, early recognition, and treatment of complications related to laparoscopic access 
[4]. Despite numerous recent technical advances in minimally invasive surgical tech- 
nique, the potential exists for serious morbidity during initial laparoscopic access. 
Laparoscopic access entry injuries are reported at rates of 0.05—0.3%. Such injuries 
likely occur more frequently than reported and carry a mortality rate as high as 13% [5, 
6]. Studies have shown that no trocar design, including safety shields and direct-view 
trocars, can completely prevent serious injuries [6-8]. Safe access depends on adhering 
to well-recognized principles of trocar insertion, knowledge of abdominal anatomy, 
and recognition of the hazards imposed by previous surgery [9]. 


Anatomical Considerations 


Abdominal wall anatomy should receive special attention prior to laparoscopy 
because many laparoscopic complications result from trocar placement. 


Abdominal Scars 


Previous surgery is associated with a greater than 20% risk of adhesions of bowel or 
omentum to the anterior abdominal wall. Of special concern are incisional scars 
immediately adjacent to the umbilicus because bowel adherent underneath the 
umbilicus may be at risk for injury, regardless of the technique used. In addition to 
location, the width and depth of the scar should be evaluated because a wide or 
retracted scar may be associated with an increased risk of intra-abdominal adhesion 
formation, although no data are available to support this observation. If the dome of 
the bladder is involved, there is increased risk of bladder injury at the time of supra- 
pubic trocar placement [10]. 


Abdominal Wall Thickness 


Although abdominal thickness correlates with patient weight, short stature or trun- 
cal obesity may increase abdominal wall thickness out of proportion to patient 
weight. Routine evaluation of the abdominal wall prior to laparoscopy is important 
because the success of trocar insertion may depend on altering the technique based 
on abdominal wall thickness [11]. 
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Umbilicus 


The umbilicus should be examined for signs of umbilical hernia. Techniques for 
trocar insertion should be adjusted, and closure of the defect should be considered. 
In the absence of incarcerated bowel, the skin over the hernia can be carefully 
incised and the peritoneal cavity entered using an open technique. 


Abdominal Wall Vessels 


The anterior abdominal wall contains two sets of bilateral vessels: the superficial 
and the inferior (deep) epigastric vessels. These arteries originate from the femoral 
and external iliac arteries, respectively, and are accompanied by a large vein in most 
cases. Immediately above the symphysis pubis, they are both located an average of 
5.5 cm from the midline and course either laterally or cephalad. In order to avoid 
injuring these vessels during lateral trocar placement, the superficial vessels should 
be visualized by transillumination and the inferior vessels should be laparoscopi- 
cally visualized whenever possible [12]. 


Port Design 


Port design has also improved significantly since the beginning of urological lapa- 
roscopy. Initially pyramidal cutting trocars were the mainstay. Trocars with shielded 
blades were then developed and are still the preferred port type in many centers. 
More recently, nonbladed trocars are increasingly being used as a growing number 
of studies suggest reduced complication rates. These ports spread muscle and fascia 
rather than incise it and theoretically allow spontaneous re-approximation after tro- 
car removal. A randomized prospective multicenter trial comparing radially expand- 
ing trocars to standard cutting trocars, in gastrointestinal surgery, has shown 
significantly reduced wound complications in the radial expansion group [13, 14]. 

Two primary entry systems are available in laparoscopy: the first-generation con- 
ventional entry method where the push-through spike principle is applied, and the 
second-generation entry method where the Archimedes spin principle is employed. 

Conventional entry, irrespective of make or model of instrument, requires two 
components, a central trocar with a sharp cutting, or pointed, distal end and an 
encasing cannula. Surgeons palm the access instrument with the dominant hand and 
apply considerable penetration force (PF), generated through the dominant upper 
arm muscles, axially at port site, to push the spike across different tissue layers 
towards the intended body cavity. Several versions, modifications, and models have 
attempted to render this entry system less hazardous while maintaining the spike 
and cannula design. 

The second-generation entry method uses the spin principle, where the entry instru- 
ment comprises a threaded cannula only, which ends in a notched blunt tip. No central 
trocar is required as a laparoscope is mounted into the cannula during insertion and 
removal. No axial PF is applied; tissue layers part radially and the visually guided can- 
nula pulls tissue up along its outside thread using Archimedes’ principle [15]. 
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Conventional primary port insertion requires application of considerable axial 
PF to the push through the trocar cannula access unit. The anterior abdominal wall 
dents towards the viscera; entry is blind and uncontrolled with the probability of 
overshoot. The compilation of these potentially dangerous performance shaping 
factors (PSFs) during primary port insertion renders access less forgiving and sets 
the stage for inadvertent injury. 

Second-generation entry systems cushion human error through system redesign 
and avoid integration of identified PSF. Error recognition is likely when mishaps 
occur and error recovery is possible before the situation evolves and harms the 
patient. When specific PSFs of conventional entry are eliminated during primary 
entry, port placement becomes less hazardous. Interactive and real-time visual entry 
avoids application of axial force at port site, requires no sharp or pointed trocars, 
and allows for controlled port placement [16]. 


Port Insertion Techniques 


Laparoscopic approaches to the urological organs and the prostate can be performed 
using the retroperitoneal or transperitoneal approach. Each approach has distinct 
advantages and disadvantages. Laparoscopic radical nephrectomy and adrenalec- 
tomy have been performed most commonly via the transperitoneal approach. In 
general, the retroperitoneal approach is used less frequently because the working 
space is smaller, landmarks are less easily identified, and the operative strategy 
requires a steeper learning curve. However, the retroperitoneal location of the kid- 
ney and adrenal allows a more direct approach without the need to mobilize or 
retract the viscera. In addition, it provides greater direct access to the vasculature 
and drainage systems of the urological organs [17]. 


The Transperitoneal Approach 


There are three main options for initial port insertion: closed access using the Verres 
needle, open Hasson technique, or use of an optical port. The site of insertion 
depends on the procedure and whether the site is approached trans- or retroperitone- 
ally. To avoid the epigastric vessels, the site is generally located lateral to the rectus 
abdominus or just below the tip of the 12th rib, respectively, in upper renal tract 
laparoscopy. In pelvic laparoscopy, the site is para- or infraumbilical, according to 
the type of approach. 


Closed Access 
Using the Veress Needle 


This procedure involves blind insertion of the Veress needle to create a pneumoperi- 
toneum. The needle design allows tactile feedback as it passes through various 
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layers of the abdominal wall. Intra-abdominal pressure is initially set at 15—20 mm 
Hg for primary port insertion, which is done via inserting a separate port-site sys- 
tem. In upper-tract laparoscopy with the patient in the flank position, the needle can 
be inserted in the iliac fossa or upper quadrant [18]. 

The insertion site should always be away from previous surgical scars to reduce 
the risk of visceral injury. The Veress needle is placed in the midclavicular line at the 
level of the umbilicus in patients without previous open abdominal surgery, while in 
those with previous open surgery the needle is placed in the ipsilateral abdominal 
quadrant farthest from the previous incision. After placing the Veress needle into the 
peritoneal cavity, insufflation to 15 mmHg pneumoperitoneum is established. 
Certain safety steps are used to confirm entry into the peritoneal cavity, including 
absence of gas or blood at aspiration of a syringe through the Veress needle, injec- 
tion of 5 cc saline that cannot be aspirated, low initial intraperitoneal pressure, and 
no rapid increase in intraperitoneal pressure at the commencement of insufflation. If 
any of these steps are not satisfactory, the Veress needle is removed and reinserted. 
No more than three attempts are made with the Veress needle. If still unsuccessful, 
open trocar placement or a nonbladed visualizing trocar entry technique is used for 
direct vision into the peritoneal cavity. Radially expandable sheaths are the most 
commonly used trocars [19, 20]. 


Open Access 
Using the Hasson Technique 


The open procedure is carried out as follows: A 1.5-cm semicircular incision in the 
inferior border of the umbilicus is made and the subcutaneous tissue dissected. The 
fascia is then grasped with two Kocher clamps and lifted to separate these layers 
from the underlying viscera. The fascia and peritoneum are incised with scissors to 
gain access to the peritoneal cavity. The fascial defect is secured by passing two 
single stitches on both sides of the incision, aiming to avoid any gas leak. Afterward, 
the Hasson’s blunt tip trocar is inserted and attached to both sutures. Subsequently, 
the insufflator is connected to the trocar and pneumoperitoneum is established [2]. 


Using the Bailez Technique 


A variation of the Hasson technique for laparoscopic access has been developed in 
children. Access to the peritoneal cavity is obtained using the following approach: a 
semicircumferential incision is made in the inferior part of the umbilicus and the 
umbilical skin lifted and dissection carried out underneath to expose the area of the 
umbilical scar where the peritoneum and the skin meet. On separating the skin from 
the peritoneum, the abdominal cavity is opened without an incision. The opening is 
sometimes enlarged with a hemostat to allow the introduction of a blunt nonarmed 
5- or 10-mm trocar into the peritoneal cavity without forceful manipulation 
(Fig. 2.1). The rest of the procedure is accomplished as usual. At the end of the 
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Fig. 2.1 (a) A semicircumferential incision is made in the inferior part of the umbilicus. (b) 
Umbilical skin lifted and dissection carried out underneath to expose the area of the umbilical scar. 
(c) Figure illustrating where the peritoneum and the skin meet. (d) The opening is sometimes 
enlarged with a hemostat. (e) The introduction of a blunt nonarmed 5 mm trocar 


procedure, the opening is closed with a polydioxanone figure-of-8 stitch and the 
skin reapproximated with 5-0 polyglactin subcuticular sutures [21]. 

The open technique using a peritoneal cut-down and trocar insertion under direct 
visualization is associated with fewer problems than blind insertion of the Veress nee- 
dle and primary trocar. Nevertheless, the Hasson technique, believed to be safer than 
blind insertion of the Veress needle, also carries the risk of potential complications. 
Hasson’s experience with open laparoscopic access demonstrates complications related 
to primary access in 0.5% of patients [22]. In an effort to decrease the complications 
associated with the introduction of the first trocar, many variations of the Hasson tech- 
nique have been proposed. Suggested alternatives include modifications to the tradi- 
tional open approach, as well as techniques using a blunt tip trocar, a visualizing trocar, 
and a finger to gain initial access to the peritoneal cavity [8, 23, 24]. Others have sug- 
gested using an alternative site of entry for laparoscopy in patients with previous 
abdominal surgery [25]. The incision made in the Hasson technique is done infraum- 
bilically where a considerable amount of subcutaneous fat can be encountered, while 
the technique described herein takes advantage of the fact that at the umbilicus the skin 
and peritoneum are in contact with each other without interposed fat. Therefore, this 
approach is believed to be advantageous for obese patients [21]. 
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Optical Access 


Optical access trocars have been developed as an alternative method of peritoneal 
entry. The theoretical advantage of these trocars is that each layer can be identified 
prior to transection. Two visual entry systems are available: one system retains the 
conventional trocar and cannula push-through design, where the visual trocar tran- 
sects abdominal myofascial layers by applying axial PF generated by the surgeon’s 
dominant upper body muscles, while the second visual cannula system applies 
radial PF generated by the surgeon’s much weaker dominant wrist muscles to part 
the abdominal myofascial layers. 


The First Disposable Visual Entry System 


This system retains a push-through trocar and cannula design where the spike prin- 
ciple recruits considerable PF thrust, denting tissues towards viscera. After pneu- 
moperitoneum is established with the Veress needle, the pressure is increased to 
20 mm Hg. A Visiport™ (Covidien, Mansfield, MA), a disposable device consists 
of an optical obturator with a blunt, clear window at its distal tip and a recessed 
knife blade. Following the skin incision and blunt dissection into the fascia, the 
trocar connected to a 0° laparoscope is inserted. Under constant visualization, it is 
moved into the abdomen by activating the retracted blade at the instrument tip. The 
subcutaneous fatty tissue, anterior fascia of the rectus muscles, rectus muscles, 
posterior fascia of the rectus muscles, transversalis fascia, and peritoneum are tra- 
versed with slight rotating movements and moderate pressure. The trigger is acti- 
vated when passing through fascia and peritoneum. The trocar advances by dilating 
the tissue planes and the correct position in the abdomen of the instrument can be 
recognized easily. After the peritoneal cavity is entered and pneumoperitoneum is 
started, the handpiece of the optical access trocar is removed and the 0° laparo- 
scope is replaced with a 30° endoscope. All secondary trocars are placed under 
direct vision [26]. 


The Second Reusable Visual Entry System 


The Endoscopic Threaded Imaging Port (EndoTIP™) (Karl Storz, Tuttlingen, 
Germany), is a reusable visual entry cannula that may be used as a primary and 
ancillary port and may be used to perform intra- or retroperitoneal operations. It 
consists of a stainless steel proximal valve and distal hollow cannula section. A 
single thread winds diagonally on the cannula’s outer surface, which ends distally 
in a blunt notched tip. EndoTIP™ is available in different lengths and diameters for 
different surgical applications. The reusable retaining ring, or Telescope Stopper 
(TS), keeps the mounted telescope from sliding out of focus during insertion. This 
system has no trocar and is a hollow threaded cannula with a blunt distal tip to 
engage abdominal tissue layers. It uses the Archimedes spin principle to tent tissue 


14 H.M. Ibrahim et al. 


away from viscera, while relaying clear real-time monitor images of the port site. In 
addition, the outer thread avoids overshoot and renders port insertion and removal 
incremental and less forceful [27]. Despite visualization of tissue layers, these ports 
cannot prevent serious injuries as outlined by the review of the Food and Drug 
Administration’s database by Sharp et al. [28] 


The Retroperitoneal Approach 


The retroperitoneoscopic approach to the kidney and adrenal has been described in 
detail previously [29, 30]. Briefly, patients are given gentle bowel preparation and 
are positioned on the operative table in the full 90° flank position with the table 
flexed and the kidney rest elevated. The technique used is a three-port approach. A 
1.5-cm incision is made at the tip of the 12th rib and the retroperitoneum is entered. 
A trocar-mounted 800-cc balloon is used to create a working space outside and 
posterior to Gerota’s fascia. A 10-mm 30° laparoscope is used to visualize proper 
dilation through the balloon. Following balloon deflation, a 10-mm blunt port is 
inserted and CO, pneumoretroperitoneum is established under high flow at a patient 
pressure of 15 mm Hg [17]. 

Two ancillary ports are then placed, of which the size depends on the indications; 
they may be 5 or 12 mm. One port is placed at the junction of the paraspinal muscles 
and the 12th rib, while the other is placed in the midaxillary line 2 cm above the 
anterior superior iliac crest. The psoas muscle is identified, the intermediate stratum 
of the transversalis fascia is divided, and the kidney and adrenal are retracted antero- 
medial. Mobilization remains completely posterior to the kidney and/or adrenal 
until vascular control is complete. Further steps involving ablative techniques, radi- 
cal or partial nephrectomy, ureterectomy, or adrenalectomy have been previously 
described [17, 31]. 


Laparoscopic Access Difficulties 


Factors that cause difficulties in laparoscopic entry to the peritoneal cavity or the 
retroperitoneal space are mainly related to patient factors and to some extent to 
surgeon factors. 


Patient Factors 


Obesity 

Obesity is an ever-increasing problem. A thick layer of adipose subcutaneous tissue 
limits access, especially in the insertion of the initial camera port. The angle of 
insertion is more critical as this adipose layer limits free rotational movement of 
working ports. Patients who are grossly obese are at a significantly greater risk of 
complications when undergoing laparoscopic surgery. It is generally recommended 
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that an open (Hasson) technique should be performed for primary entry in patients 
who are morbidly obese, although even this technique may be difficult. If a Veress 
needle approach is used in the patient who is morbidly obese, it is important to make 
the vertical incision as deep as possible in the base of the umbilicus, since this is the 
area where skin, deep fascia, and parietal peritoneum of the anterior abdominal wall 
will meet. In this area, there is little opportunity for the parietal peritoneum to tent 
away from the Veress needle and allow preperitoneal insufflation and surgical 
emphysema. If the needle is inserted vertically, the mean distance from the lower 
margin of the umbilicus to the peritoneum is 6 cm (+3 cm). This allows placement 
of a standard length needle even in extremely obese women. Insertion at 45°, even 
from within the umbilicus, means that the needle has to traverse distances of 
11-16 cm, which is too long for a standard Veress needle [11, 32]. 

Ports need to be placed closer to the operation site, or longer ports and instru- 
ments must be used. The potential risk of misplacement of ports with associated 
injury is also higher for those choosing initial Verres needle insufflation. Open 
Hasson access requires a larger skin incision to see in the obese patient, and the 
overall operation time is generally prolonged. If the surgeon realizes intraopera- 
tively that he or she is far away or aiming with difficult angle to the target organ, 
then new ports should be inserted, which will make the procedure more efficient and 
close the previous ports. 

Very thin patients are also potentially at risk of trocar-related injury, mainly with 
the primary port, as adjacent organs and major vessels are much closer to the 
abdominal wall. Great care, therefore, must be taken when performing first entry 
and a Hasson approach or insertion at Palmer’s point is preferable in this situation 
[11, 33]. Care and caution are essential when doing laparoscopy in children where 
open access may be advised and even continuous monitoring of all the laparoscopic 
instruments is essential to avoid inadvertent injury during the surgery. 


Previous Surgery in the Area of Interest 

Previous surgery can influence laparoscopy in many ways. It may cause difficulty in 
placing a Verres needle because of abdominal wall adhesions and limitations in 
proper insufflation. In retroperitoneal laparoscopy, a previous significant breach of 
the retroperitoneum increases the potential for significant adhesions and limitations 
in creating a sufficient working space [34]. 

The rate of adhesion formation at the umbilicus may be up to 50% following 
midline laparotomy and 23% following low transverse incision [35]. The umbili- 
cus may not, therefore, be the most appropriate site for primary trocar insertion 
following previous abdominal surgery. The most usual alternative site is in the left 
upper quadrant, where adhesions rarely form, although even this may be inappro- 
priate if there has been previous surgery in this area or splenomegaly. The preferred 
point of entry is 3 cm below the left costal margin in the mid-clavicular line 
(Palmer’s point). A small incision is made and a sharp Veress needle inserted verti- 
cally. A check for correct placement using the pressure/flow test is performed. CO, 
is then insufflated to 20 mmHg pressure and a 2-5 mm endoscope is used to inspect 
the undersurface of the anterior abdominal wall in the area beneath the umbilicus. 
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If this is free of adhesions, the trocar and cannula can be inserted under direct lapa- 
roscopic vision. If there are many adhesions present, it is possible to dissect these 
free via secondary ports in the lower left abdomen or an alternative entry site can 
be selected visually [33]. 

If the initial intraperitoneal pressure is high (>10 mm Hg) and there is no rapid 
increase in intraperitoneal pressure at the commencement of insufflation, the Veress 
needle is removed and reinserted. No more than three attempts are made with the 
Veress needle. If still unsuccessful, open trocar placement or a nonbladed visualiz- 
ing trocar entry technique is used for direct vision into the peritoneal cavity [20]. 


Anatomical Variations 

Patients with a large degree of hydronephrosis or giant hydronephrosis that crosses 
the midline and causes significant anatomic distortion are at risk of injury to the 
intra-abdominal organs. Open (Hasson) access into the peritoneum is performed to 
avoid injury to the already displaced abdominal contents [36]. Prelaparoscopic 
deflation of the hydronephrotic kidney with intraoperative or preoperative nephros- 
tomy tube insertion may also be performed. Variation in the course and size of 
parietal vessels attributable to inferior vena caval obstruction or portal hypertension 
are also susceptible to provoking unexpected injuries to parietal vessels [37]. 


Surgeon Factors 

It is well established that both the retroperitoneal and transperitoneal approaches 
have distinct advantages and disadvantages with regard to urological laparoscopic 
surgery. In practical terms, the selection of one approach over the other depends on 
an individual surgeon’s experience and training [29]. Surgeon experience is para- 
mount in getting a safe, versatile access and in reducing the rate of port-site and 
other complications. With experience comes skill at accurate port placement, pre- 
venting inadvertent injury as well as maximizing surgical ergonomics, and, there- 
fore, reducing fatigue [30]. 


Conclusion 

Gaining safe and accurate access is the first and most important step in achieving 
a safe and efficient laparoscopic surgery. Detailed knowledge of the organ anat- 
omy and prior surgical history with availability of all the important surgical tools 
is an important requirement to do safe laparoscopy. 

Caution is vital in laparoscopic access and especially in children and thin or 
obese patients, and also in patients with previous surgeries. Open access is 
always an alternative for safe laparoscopy in difficult case scenarios. 
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Difficulties in Anesthesia for Urologic 
Laparoscopy 


Amr M. Sayed 


Laparoscopic techniques have rapidly increased in popularity because of multiple 
advantages: smaller incisions compared with traditional open techniques, reduction 
in the postoperative pain, lower postoperative pulmonary complications, lower inci- 
dence of postoperative ileus, and early ambulation. All of these aspects carry sub- 
stantial medico-economic advantages [1]. 

Urologic laparoscopy techniques are minimally invasive and have rapidly gained 
acceptance [2]. Laparoscopic procedures performed in urology include diagnostic 
procedures for evaluating undescended testis, orchiopexy, varicocelectomy, bladder 
suspension, pelvic lymphadenectomy, nephrectomy, partial nephrectomy, nephro- 
ureterectomy, adrenalectomy, prostatectomy, and cystectomy. The physiological 
consequences of laparoscopy are related to the combined effects of elevated intra- 
peritoneal pressure following carbon dioxide (CO2) insufflation to create a pneumo- 
peritoneum, effects of systemic absorption of carbon dioxide, and alteration of 
patient position [3]. The lengthy operative duration, unsuspected visceral injury, 
and the difficulty in evaluating the amount of blood loss are additional factors that 
contribute in the complexity of anesthetic practice for laparoscopic surgery. 
Understanding of the pathophysiologic consequences of elevated intra-abdominal 
pressure (IAP) is crucial for the anesthesiologist in order to prevent or adequately 
respond to changes in the perioperative period [4]. 


A.M. Sayed, MD 

Department of Anesthesia, Intensive Care Medicine and Pain Management, 
Ain Shams University, Cairo, Egypt 

e-mail: amrafatah @ hotmail.com 


© Springer International Publishing AG 2018 19 
A. Al-Kandari et al. (eds.), Difficult Conditions in Laparoscopic Urologic Surgery, 
https://doi.org/10.1007/978-3-3 19-5258 1-5_3 


20 A.M. Sayed 


Pulmonary Changes in Laparoscopy 


Pneumoperitoneum is created by insufflation of carbon dioxide (CO2) — which is 
currently the routine gas used for laparoscopy — results in ventilatory and respira- 
tory changes. Changes in pulmonary function during abdominal insufflation include 
reduction in lung volumes, decrease in pulmonary compliance, and increase in peak 
airway pressure [5]. 

Reduction in functional residual capacity (FRC) and lung compliance associated 
with supine positioning and induction of anesthesia would be aggravated by CO, 
insufflation and cephalad shift of the diaphragm during head-down tilt [6]. 

Hypoxemia because of reduction in FRC is uncommon in healthy patients during 
laparoscopy. However, reduction in FRC may result in significant hypoxemia 
because of ventilation-perfusion mismatch and intrapulmonary shunting in obese 
patients or in patients with preexisting pulmonary diseases such as those in the 
American Society of Anesthesiologists (ASA) classes HII and IV (Table 3.1) [7]. 

Carbon dioxide is the gas of choice for laparoscopic surgery. It does not support 
combustion as nitrous oxide (N20), and therefore can be used safely with diathermy. 
Compared with helium, the high blood solubility of CO, and its capability for pul- 
monary excretion reduces the risk of gas embolism. CO, insufflation into the peri- 
toneal cavity increases arterial carbon dioxide tension (PaCO ,), which is 
anesthetically managed by increasing minute ventilation. Absorption of carbon 
dioxide depends on vascularity and the surface area, making absorption greater in 
pelvic extraperitoneal laparoscopic procedures than abdominal intraperitoneal ones. 
Mullet and colleagues examined end-tidal CO, (EtCO,) and pulmonary CO, elimi- 
nation during CO, insufflation for laparoscopic cholecystectomy and pelviscopy. 
CO, absorption reached a plateau within 10 min after initiation of intraperitoneal 
insufflation, but continued to increase slowly throughout extraperitoneal insuffla- 
tion. The resulting rise in PaCO, is unpredictable, particularly in patients with 
severe pulmonary disease (Fig. 3.1) [8]. 


Cardiovascular Changes in Laparoscopy 


The hemodynamic response to peritoneal insufflation depends on the interaction 
between many factors including the degree of IAP achieved [9], patient position- 
ing, [10] neurohumoral response, [11] cardiorespiratory status of the patients and 


Table 3.1 Pulmonary changes associated with laparoscopy (Adapted from Schellpfeffer and 
Crino [42]) 


Increased | Decreased | No significant change 
Peak inspiratory pressure | Vital capacity PaO, (in healthy patients) 
Intrathoracic pressure | Functional residual capacity (FRC) | 

Respiratory resistance | Respiratory compliance 


PaCO, | | 
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Fig. 3.1 Change in total respiratory compliance during pneumoperitoneum for laparoscopic pro- 
cedure. The intra-abdominal pressure was 14 mm Hg, and the head-up tilt was 10°. The airway 
pressure (Paw) versus volume (V) curves and data were obtained from the screen of a Datex 
Ultima monitoring device. Curves are generated before insufflation (A) and 30 min after insuffla- 
tion (B). Values are given for tidal volume (TV, in mL); peak airway pressure (Ppeak, in cm H20); 
plateau airway pressure (Pplat, in cm H,O); total respiratory compliance (C, in mL/cm H,O); and 
end-tidal carbon dioxide tension (PETCO,, in mmHg) (Adapted from Joris [4]) 


the intravascular volume status [6]. Principally, the physiologic responses include 
an elevation in systemic vascular resistance (SVR), mean arterial blood pressure 
(MAP), and myocardial filling pressures, accompanied by an initial fall in car- 
diac index (CI), with little change in heart rate. The rise in the JAP that occurs 
with pneumoperitoneum compresses vessels of the venous system, causing ini- 
tially an increase in the venous return, which is then followed by a sustained 
decrease [12]. The decrease in cardiac output is a multifactorial phenomena, 
related to the decline in venous return [13] followed by a reduction in left ven- 
tricular end-diastolic volume when measured using transesophageal echocar- 
diography (TEE) (Fig. 3.2) [14]. 

The compression of the arterial vasculature increases afterload and hence the 
SVR [15]. Using flow-directed pulmonary artery catheters in healthy patients, Joris 
and colleagues [16] observed a significant (35-40%) reduction in CI with induction 
of anesthesia, which was further decreased to 50% of baseline following peritoneal 
insufflation. Branche and colleagues observed a similar phasic hemodynamic 
response to pneumoperitoneum [12]. These hemodynamic changes would carry a 
detrimental effect on patients with depressed ejection fractions. Pulmonary edema, 
perioperative myocardial ischemia, and arrhythmias could manifest during lengthy 
laparoscopic surgery. Ishizaki et al. reported that IAP < 12 mm Hg had minimal 
hemodynamic effects, and recommend this pressure value to avoid cardiovascular 
compromise during CO, insufflation (Table 3.2) [10]. 
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Fig. 3.2 Schematic representation of the different mechanisms leading to decreased cardiac out- 
put during pneumoperitoneum for laparoscopy (Adapted from Joris [4]) 


Table 3.2 Hemodynamic changes during laparoscopy (Adapted from Schellpfeffer and Crino [42]) 


Increased Decreased | No change 

SVR CO (initially, then Heart rate (may increase due to hypercapnia or 
MAP increases) catecholamine release) 

CVP Venous return 


(at IAP > 10) 
PAOP 
Left ventricular 
wall stress 


Venous return (at 
IAP < 10) 


SVR systemic vascular resistance, MAP mean arterial pressure, CVP central venous pressure, 
PAOP pulmonary artery occlusion pressure, JAP intra-abdominal pressure 


Neurohumoral Response 


Vasopressin and catecholamines are mediators activating the sympathetic nervous 
system. Joris and colleagues observed a marked increase in plasma vasopressin 
immediately after peritoneal insufflation in healthy patients and the profile of 
vasopressin release paralleled the time course of changes in SVR [16]. 
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Patient Positioning 


The patient’s positioning may have significant effects on the hemodynamic conse- 
quences of pneumoperitoneum. By using transesophageal echo (TEE), Cunningham 
and colleagues reported a significant reduction in left ventricular end-diastolic area 
on assumption of the reverse Trendelenburg position, indicating reduced venous 
return. Left ventricular ejection fraction was maintained throughout in otherwise 
healthy patients. However, such changes in left ventricular loading conditions might 
have adverse consequences in patients with cardiovascular disease [11]. 


Miscellaneous Changes 
Renal System 


The renal system is affected by the mechanical compressive effects of pneumoperi- 
toneum that accounts for almost 50% reduction in glomerular filtration rate, renal 
plasma flow, and urine output during laparoscopic interventions [17]. Urine output 
increases significantly following pneumoperitoneum deflation. Oliguria has been 
associated with prolonged duration of pneumoperitoneum during laparoscopic 
nephrectomy [18]. A possible mechanism for intraoperative oliguria during laparo- 
scopic surgery is an increase in stress hormone levels, such as antidiuretic hormone 
(ADH) [19]. Thus, oliguria during prolonged laparoscopic procedures does not 
reflect depletion in the intravascular volume. 


Cerebral Circulation 

Cerebral blood flow velocity and intracranial pressure both increase during CO, pneu- 
moperitoneum, with implications for patients with intracranial mass lesions [20]. 
Splanchnic Circulation 

The splanchnic circulation flow is reduced, but it is counterbalanced by the splanch- 


nic vasodilating effects of carbon dioxide. The effects of pneumoperitoneum on the 
splanchnic circulation are not clinically significant [20]. 


Intra-operative Complications Throughout 
Laparoscopic Urologic Procedures 


Various complications may possibly occur in laparoscopic procedures: 


e Pulmonary complications include pneumothorax, pneumomediastinum, hypox- 
emia, hypercapnia, and pulmonary aspiration. 
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e Cardiovascular involvement could be in the form of dysrhythmias, hypotension, 
hypertension, venous gas embolus, and venous thrombosis. 

e Miscellaneous complications include vascular injury, visceral perforation, oligu- 
ria, hypothermia, peripheral nerve injury, and surgical emphysema [21]. 


Anesthesia for Patients Undergoing Urologic 
Laparoscopic Surgery 


The number of patients presenting for laparoscopic surgery is increasing, with a 
great percentage of them having cardiac, respiratory, or renal dysfunctions and 
other system affections. The changes that occur during abdominal insufflation 
prior to laparoscopic surgery and the hemodynamic consequences that take place 
turn these situations into great challenges anesthetically. The challenging aspect 
is that preoperative dysfunctions will still exist after the operation, needing fur- 
ther postoperative care; furthermore perioperative myocardial ischemia, infarc- 
tion, and arrhythmias are the most common cause of morbidities following 
anesthesia and surgery for cardiac patients undergoing noncardiac surgery. In 
patients with severe pulmonary dysfunction, prolonged postoperative mechanical 
ventilation could delay the discharge of the patient from the operating room and 
may prolong the intensive care unit (ICU) stay. Elevated blood urea nitrogen 
(BUN), serum creatinine, history of renal dysfunction, left ventricular dysfunc- 
tion, advanced age, jaundice, and diabetes mellitus are predictive of postoperative 
renal dysfunction. 


Challenges in Cardiac Patients Undergoing 
Laparoscopic Surgery 


The role of anesthetist in the preoperative period is divided into three stages: (1) the 
patient’s risk assessment, (2) evaluation of functional capacity, and (3) determina- 
tion of surgical risk; this is to help in patient selection for surgery and optimization 
of medical status. 


Risk Assessment 


In 2007, the American College of Cardiology and the American Heart Association 
(ACC/AHA) produced updated guidelines for perioperative evaluation for noncar- 
diac surgery. These guidelines differentiate clinical predictors of increased periop- 
erative cardiac risk into three categories (major, intermediate, and minor). For 
patients with major clinical risk predictors, their elective nonurgent surgical proce- 
dures, whether open or laparoscopic, should be postponed till they undergo preop- 
erative evaluation and treatment, if needed (Table 3.3). 
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Table 3.3 Active cardiac Medical disorder 


conditions (major clinical Unstable coronary syndrome 


tisk predictors) for which Unstable severe angina (CSS class II or IV) 


patients should undergo 
evaluation and treatment Recent M.I. (recent MI as more than 7 days and less than or 


before noncardiac surgery equal to 30 days) 


(class I, level of evidence: B) _Decompensated heart failure (HF) 


(Adapted from Fleisher et al. NYHA class IV worsening or new onset HF 


[22]) Significant arrhythmias 


Mobitz I 


Third degree A-V block 


Symptomatic ventricular arrhythmias 


Supraventricular tachyarrhythmias (SVTs) 


Atrial fibrillation (A.F.) with uncontrolled ventricular rate 


Severe valvular lesions 


Severe stenotic lesions 


Functional Capacity 


The patient’s exercise tolerance is assessed by history and is expressed as metabolic 
equivalents (1 MET = 3.5 mL O,/kg/min) on a scale defined by the Duke Activity 
Status Index that estimate patient’s maximal oxygen consumption capacity. METs 
greater than 10 are classified as excellent, 7-10 METs are good, 4-7 METs moderate, 
and, lastly, METs less than 4 is a poor functional capacity. Activities that require more 
than 4 METs include moderate cycling, climbing two flights of stairs, and jogging. 


Surgical Risk Factors 


The type of surgery and the resultant degree of hemodynamic stress influences the 
risk to the patient. Some procedures previously counted as high risk are now catego- 
rized as intermediate risk, owing to improved perioperative management. The risks 
of not performing the surgery should be taken into account, and the experience and 
skill of the surgeon and anesthetist. Endoscopic and laparoscopic procedure ranges 
from low risk to intermediate risk surgery where reported cardiac risk generally less 
than 1% [22]. 


Preoperative Therapy 


For patients undergoing laparoscopic urologic procedures, most cardiac medica- 
tions should be continued preoperatively. There is evidence that continuation of 
angiotensin-converting enzyme (ACE) inhibitors may increase the incidence of 
hypotension and some physicians have recommended withholding them for 24 h 
preoperatively. 
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In goal-directed optimization, patients with high risk factors should be admitted 
preoperatively to a high-dependency or intensive care unit for invasive monitoring 
(including pulmonary artery catheter), manipulation of fluid, and inotropic therapy 
in order to achieve the optimal cardiac index, oxygen delivery, and consumption. 
Patients receiving antiplatelets present a challenge in management. Dual- 
antiplatelet therapy using aspirin and clopidogrel carries a 0.4-1.0% increased 
absolute risk of major bleeding compared with aspirin alone [23]. Increased blood 
loss in patients taking aspirin has been reported in noncardiac surgery, including 
general surgical, gynecologic, urologic operations, and in dermatologic surgery. 
Merritt and Bhatt concluded that monotherapy with aspirin need not be routinely 
discontinued for elective noncardiac surgery [24]. Burger et al. reviewed the surgi- 
cal literature with regard to the risks of stopping low-dose aspirin versus the risks 
of bleeding and found that, in the majority of surgeries, low-dose aspirin may 
result in increased frequency of procedural bleeding (relative risk 1.5), but not an 
increase in the severity of bleeding complications or perioperative mortality due to 
bleeding complications [25]. 


Intraoperative Monitoring 


Standard intraoperative monitoring is recommended for all patients undergoing 
minimal-access procedures. There may be hemodynamic consequences to the 
rise in the intra-abdominal pressure during laparoscopic interventions; invasive 
monitoring by arterial and pulmonary artery catheters may be useful in patients 
at high risk, especially if they have had a recent myocardial infarction with car- 
diac failure, provided that the anesthetist has the experience to insert them and 
interpret the data. The pulmonary artery catheter is most useful in monitoring 
volume status and cardiac performance, such as cardiac output/index, mixed 
venous oxygen saturation, systemic and pulmonary vascular resistances. 
Transesophageal echocardiography may be used to assess volume status and val- 
vular disease and is the best way to detect ischemia early (segmental wall motion 
abnormalities), but requires expertise to interpret [26]. EtCO, is most commonly 
used as a noninvasive indicator of PaCO, in assessing the adequacy of ventilation 
during laparoscopic procedures. Temperature should be monitored throughout 
laparoscopic surgery. 


Intraoperative Management 


The oxygen supply/demand ratio must be maintained to avoid ischemia in coro- 
nary artery disease patients. During pneumoperitoneum, the rise of the systemic 
vascular resistance would impair oxygen supply/demand ratio. The maintenance 
of arterial blood pressure and reduction of heart rate should reduce the risk of 
ischemia [26]. 
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Anesthetic Agents 


In laparoscopic surgery, general anesthesia is the technique of choice, owing to the 
lengthy procedure and the diaphragmatic cephalad migration. The choice of anes- 
thetic agents does not significantly affect the risks of perioperative complications, 
provided that hypertension, tachycardia, and hypotension are avoided. Anesthetic 
agent choice should be governed by the experience and skill of the anesthetist and 
their familiarity with the techniques and drugs. Etomidate has the fewest cardiovas- 
cular effects, but most people are more familiar with thiopentone or propofol, both 
of which should be titrated carefully to effect. Pretreatment with a dose of opioid 
(fentanyl and sufentanil, 1.5-5 and 0.25-1 pg/kg, respectively) reduces the required 
dose of induction agent and attenuates the hemodynamic response to intubation. 
Remifentanil is a new, potent, ultra-short-acting opioid, in a dose 0.05—2 g/kg/min 
has great ability to produce hemodynamic stability and suppress the stress response. 
Concerns were previously raised that isoflurane might cause a “coronary steal” situ- 
ation, but these have subsided. The concerns regarding the use of N,O during lapa- 
roscopy, as it might lead to bowel distension and postoperative nausea and vomiting, 
has been a controversial issue. Clinically there is no significant difference in bowel 
distention and postoperative nausea and vomiting when N,O-oxygen was compared 
to air-oxygen and no conclusive evidence suggesting N,O cannot be used during 
laparoscopy [27]. The rise in the SVR that accompanies peritoneal insufflation leads 
to afterload elevation and increase in the left ventricular workload, adding more 
stress to the coronary circulation disrupting the oxygen supply/demand ratio. At this 
stage a vasodilator agent is of value in reducing the elevated SVR; inhalational 
anesthestic agents, especially isoflurane and sevoflurane, are the agents of choice, as 
the hemodynamic profile of sevoflurane resembles that of isoflurane [28]. In cardiac 
patients, sevoflurane had a cardiovascular outcome data equivalent to that of isoflu- 
rane [29]. When intravenous vasodilator agent is warranted, hydralazine is recom- 
mended for perioperative hypertension in a dose of 5—20 mg in a titrated intravenous 
(IV) boluses every 15-20 min until the desired blood pressure is reached. 
Fenoldopam mesylate is a selectively D,;-dopamine receptor agonist with moderate 
affinity for a(alpha),-adrenoceptors (infusion rates studied in clinical trials range 
from 0.01 to 1.6 1g/kg/min) reduces systolic and diastolic blood pressure in patients 
with malignant hypertension. It offers advantages in the acute resolution of severe 
hypertension compared to sodium nitroprusside, particularly in patient with preex- 
isting renal impairment [30]. Esmolol is an ultra-short-acting selective B(beta),- 
antagonist that reduces heart rate and to a lesser extent blood pressure. Successfully 
used to prevent tachycardia and hypertension in response to perioperative stimuli 
such as intubation, surgical stimulation, and emergence from general anesthesia, 
esmolol is given by infusion in a dose 50-300 ug/kg/min. Labetalol o(alpha)- and 
B(beta)-blocker for treatment of hypertension can be used as a bolus; the initial dose 
is 0.1—-0.25 mg/kg IV over 2 min, then repeated every 10 min to a total of 300 mg. 
When used as a continuous infusion, it is usually started at 2 mg/min and titrated to 
effect [31]. Owing to their systemic vasodilatory effects, intravenous isradipine and 
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nicardipine have been shown to be effective in the treatment of postoperative hyper- 
tension in cardiac surgical patients, with minimal side effects [32]. 


Challenges in Patients with Pulmonary Disease 
Undergoing Laparoscopic Surgery 


Six risk factors predispose patients to postoperative pulmonary complications: 


e Preexisting pulmonary disease 

e Thoracic or upper abdominal surgery 
e Smoking 

e Obesity 

e Age (>60 years) 

e Prolonged general anesthesia (>3 h) 


Chronic obstructive pulmonary disease (COPD) is the most common pulmonary 
disorder encountered in anesthetic practice. During preoperative assessment using a 
pulmonary function test, patients with a forced expiratory volume in the first second 
(FEV,) less than 50% of predicted (1.2-1.5 L) usually have dyspnea on exertion, 
whereas those with an FEV, less than 25% (< 1 L for men) typically have dyspnea 
with minimal activity. The latter patients often exhibit CO, retention and pulmonary 
hypertension. Many patients have concomitant cardiac disease and should also 
receive a careful cardiovascular evaluation. Laparoscopic procedures commonly 
lead to elevation of PaCO,; mechanical ventilation should be adjusted through 
manipulation of tidal volume and respiratory rate to achieve normocapnia and avoid 
hypercarpia. The use of arterial blood gas sampling and capnogram are helpful 
monitoring devices is such situations [33]. 


Challenges in Patients with Perioperative Renal 
Dysfunction and Renal Failure 


Preoperative preparation is of benefit for patients with renal disease undergoing uro- 
logic laparoscopic procedures. Hemodynamic instability is common, especially on a 
lengthy laparoscopic extensive surgery such as laparoscopic nephrectomy. From the 
standpoint of renal dysfunction, there may be a varying degree of decreased ability to 
concentrate urine, decreased ability to regulate extracellular fluid and sodium, 
impaired handling of acid loads, hyperkalemia, and impaired excretion of medications 
as in end stage renal disease (ESRD). Renal impairment is confounded by anemia, 
uremic platelet dysfunction, arrhythmias, pericardial effusions, myocardial dysfunc- 
tion, chronic hypertension, neuropathies, malnutrition, and susceptibility to infection. 
If a contrast study is definitely indicated, the patient should be well hydrated and the 
contrast dose limited to the minimum needed, plus the addition of N-acetylcysteine, 
which acts as a nephroprotective agent to prevent contrast-induced nephropathy [34]. 
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Preoperatively patients must be euvolemic, normotensive, normonatremic, and 
normokalemic. Patients should not be acidotic or severely anemic, or without sig- 
nificant platelet dysfunction as this would carry deleterious bleeding consequences 
in a laparoscopic urologic procedure. Dialysis usually corrects uremic platelet dys- 
function and is best performed within the 24 h before surgery, though 
1-deamino-8-d-arginine vasopressin (DDAVP) may also be administered to correct 
platelet dysfunction. 

Patients with ESRD who have left ventricular dysfunction undergoing laparo- 
scopic urologic procedures would need invasive monitoring in the form of invasive 
blood pressure, pulmonary artery catheter (PAC) to measure pulmonary capillary 
wedge pressure (PCWP) and left ventricular functions. A sterile technique should 
be strictly followed when inserting any catheters to reduce risk of infection. 
Hyperkalemia should be considered in patients with ESRD who develop ventricular 
arrhythmias or cardiac arrest. Rapid administration of calcium chloride temporizes 
the cardiac effects of hyperkalemia until further measures (administration of glu- 
cose and insulin, hyperventilation, administration of sodium bicarbonate and 
potassium-binding resins, and dialysis) can be taken to shift potassium intracellu- 
larly and to decrease total body potassium [35]. 


Contraindications for Laparoscopic Procedures 


Relative contraindications for laparoscopy include increased intracranial pressure, 
patients with ventriculoperitoneal or peritoneojugular shunts, hypovolemia, congestive 
heart failure or severe cardiopulmonary disease, and coagulopathy. Morbid obesity, 
pregnancy, and prior abdominal surgery were previously considered contraindications 
to laparoscopic surgery; however, with improved surgical techniques and technology, 
most patients with these conditions can safely undergo laparoscopic surgery [36]. 


Postoperative Pain Management in Laparoscopic 
Urologic Surgeries 


Pain is a form of stress and produces an elevation in stress hormones and catechol- 
amines. Good pain management results in shorter hospital stay, reduced morbidities 
(especially in patients with less physiologic reserve, such as those in the intensive 
care unit), and better immune function, less catabolism and endocrinal derange- 
ments, and fewer thrombo-embolic complications. Recent studies have shown the 
value of preemptive analgesia in some surgical situations. The blockade of the path- 
ways involved in pain transmission before surgical stimulation may decrease the 
patient’s postoperative pain. Balanced (multimodal) analgesia is the term applied 
for using two or more analgesic agents that act by different mechanisms to achieve 
a superior analgesic effect without increasing adverse events compared with 
increased doses of single agents. For example, epidural opioids can be administered 
in combination with epidural local anaesthetics; intravenous opioids can be 
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administered in combination with NSAIDs, which have a dose sparing effect for 
systemically administered opioids. 


Pharmacological Options for Pain Management 


Postoperative pain management should be stepwise and balanced as mentioned 
before. Laparoscopic surgery is a minimally invasive surgery, hence producing mild 
intensity pain. Postoperative pain can be controlled by simple noncomplicated tech- 
niques, which adds to the list of advantages to laparoscopic procedures. 

Non-opioid analgesics: Paracetamol, NSAIDs, including COX-2 inhibitors are 
considered an effective choice for postoperative pain, especially in low-intensity 
pain procedures. 

Weak opioid analgesics: Including tramadol alone or in combination with 
paracetamol. 

Strong opioids: Are useful in moderate to severe postoperative pain control, 
including morphine, meperidine, and oxycodone. 

Adjunctive analgesics: Ketamine, clonidine, gabapentine, pregabaline [37]. 


Patient-Controlled Analgesia 


Advances in computer technology have allowed the development of patient- 
controlled analgesia (PCA). By pushing a button, patients are able to self-administer 
precise doses of opioids intravenously (or intraspinally) on an as needed (PRN) 
basis. The physician programs the infusion pump to deliver a specific dose, the 
minimum interval between doses (lockout period), and the maximum amount of 
opioid that can be administered in a given period, and a basal infusion can be simul- 
taneously delivered (Table 3.4). 

Studies show that PCA is a cost-effective technique that produces superior anal- 
gesia with very high patient satisfaction with reduced total drug consumption. 
Patients additionally like the control that is given to them; they are able to adjust the 
analgesia according to their pain severity, which varies with activity and the time of 
day. PCA therefore requires the understanding and cooperation of the patient; this 
limits its use in very young or confused patients. The routine use of a basal (“back- 
ground”) infusion is controversial. 


Table 3.4 General guidelines for patient-controlled intravenous analgesia (PCIA) orders for the 
average adult (Adapted from Morgan et al. [37]) 


Opioid | Bolus dose | Lockout (min) | Infusion rate 
Morphine i o [img (1020 — mg/h | 
Meperidine (Demerol) | 10-15 mg | 5-15 | 0-20 mg/h 
Fentanyl (Sublimaze) | 15-25 ug | 10-20 | 0-50 g/h 


Hydromorphone (Dilaudid) | 0.1-0.3 mg | 10-20 | 0-0.5 mg/h 
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Central Neuraxial Blockade 


Epidural administration of local anesthetic—opioid mixtures is an excellent tech- 
nique for managing postoperative pain following abdominal, pelvic, open, and 
laparoscopic surgical procedures. Patients often have better preservation of pulmo- 
nary function and are able to ambulate early, with the added benefit of early physi- 
cal therapy and lower risk for postoperative venous thrombosis. In lengthy extensive 
laparoscopic urologic surgery such as cystectomy, nephrectomy, and prostatec- 
tomy, the preoperative insertion of epidural catheter provides titratable analgesia 
with extendable duration and level. The tip of the catheter should be placed as close 
as possible to the surgical dermatomes: T6-T10 for major intra-abdominal surgery, 
and L2-L4 for lower limb surgery. Diluted local anesthetic solutions combined 
with opioids shows synergistic effect. Bupivacaine 0.0625—0.125% (or ropivacaine 
0.1-0.2%) combined with fentanyl 2—5 pg/mL provides excellent postoperative 
analgesia with lower drug requirements and fewer side effects. Patient controlled 
epidural analgesia (PCEA) is a term describing the patient-controlled administra- 
tion of analgesic medications in the epidural space, to cover periods of increased 
discomfort. 

Dosage of PCEA: A mixture of Bupivacaine 0.0625-0.125% (or ropivacaine 
0.1-0.2%) combined with fentanyl 2-5 pg/mL 


e Background infusion of 4—6 mL/h 
e Controlled infusion bolus dose: 2 mL (2—4 mL) lumbar or thoracic 
e Minimum lockout interval 10 min (10-30 min) 


Epidurally administered, preservative-free morphine allows lumbar injection to 
provide proper analgesia in both thoracic and upper abdominal procedures, which is 
attributed to the rostral spread phenomena of hydrophilic opioids. Epidural cloni- 
dine in a dose of 3-5 pg/kg is an effective analgesic, but it can be associated with 
hypotension and bradycardia [37]. 


Ketamine 


Ketamine is a noncompetitive, use-dependent antagonist of N-methyl-D-aspartate 
(NMDA) receptors; it reduces the postoperative pain in opioid tolerant patients, and 
postoperative nausea and vomiting. At a serum level of 0.1 pg/mL or higher, pain 
threshold is elevated [38]. Ketamine reduces opiate requirements by 30% postop- 
eratively [39]. An intravenous dose of 0.1—0.2 mg/kg followed by a continuous infu- 
sion of 5-7 pg/kg/min is considered a sub-anesthetic dose effective in reducing 
morphine requirements in the first 24 h after surgery [40]. Central nervous system 
(CNS) excitatory effects included sensory illusions, sympathoneuronal release of 
norepinephrine, elevated blood pressure, tachycardia, elevated intracranial pressure 
(ICP), blurred vision, and altered hearing [41]. 
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Difficulties in Urologic Laparoscopic 
Instrumentation 


Ahmed Al-Kandari and Inderbir S. Gill 


Laparoscopy has tremendously evolved the way that urologists treat different con- 
ditions. This is mainly due to innovations in instrumentation that have led proce- 
dures to be performed efficiently and safely. As with any technical instruments 
and disposable equipment, there are some problems that the laparoscopic urologist 
must be aware of in order to manage the unusual, and sometimes serious, conse- 
quences. This chapter will discuss problems that may be encountered and potential 
solutions. 


Reusable Veress Needles and Trocars 


In countries where cost is a significant issue in laparoscopic surgery, many institu- 
tions try to minimize costs by employing reusable Veress needles and trocars. These 
devices need to be evaluated for: 


e Complete cleanliness, especially in the inner parts as any blood residuals can be 
a source of contamination [1]. 

e Sharpness, as sharp needles and trocars are essential for the ease of the 
procedure. 
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Insufflators 


Various authors have recommended several ways to take the best advantage of 
insufflations during laparoscopy and avoid difficulties that may adversely affect the 
patient and operation outcome [2]. 


e As laparoscopy is dependent on the use of CO, insufflation, some institutions 
have a central gas supply and others use a bottle supply. It is of utmost impor- 
tance to confirm that the system dealing with gas supply is functioning properly 
and does not run out of gas during a lengthy laparoscopic procedure. 

e Ensure that the pressure and other parameters of the machine are functioning 
properly as continuously monitored safe pressure during laparoscopy is impor- 
tant for patient safety. 


Cameras, Monitors, and Ergonomics 
Camera 


Degree of camera angle: It is important that the surgeon selects the appropriate 
camera angle for the procedure being performed. Many authors recommend a 0° 
lens for pelvic surgeries and a 30° lens for abdominal surgeries. 

Camera image quality: Since laparoscopic surgery relies on a camera to accom- 
plish procedures, it is the authors’ opinion that investing in cameras with the highest 
image quality is essential to help surgeons work at their best. Nowadays many high- 
definition cameras are made by multiple manufacturers and are quite helpful in 
accurate and excellent visualization. Built-in chips can be advantageous, especially 
in laparoendoscopic single site surgery (LESS), and avoid a cumbersome and bulky 
camera and lens (Fig. 4.1). 

Camera size: The authors most commonly use 10-mm cameras, but smaller ones, 
such as 5-mm cameras, can also be used. If both are available, then this adds to the 
versatility of all useful instruments, especially in difficult cases. 

Clear vision of the camera is a must throughout laparoscopic surgery. Here are 
potentially helpful tips to avoid poor visibility and/or fogging: 


Fig. 4.1 Endoeye camera (Image courtesy of Olympus America Inc., Center Valley, PA) 
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e Maintain a warm operating room temperature. This may not be beneficial to the 
surgeon, but it is good for the patient and procedure since it can minimize lens 
fogging. 

e Always have a covered flask of very hot water ready for use. 

e Keep your insufflations tube away from the camera port. 

e If possible, use a laparoscopic gas conditioning device. This is beneficial to the 
patient in avoiding hypothermia and for laparoscopic visibility (Fig. 4.2). 

e Instruct an assistant or nurse to have a piece of gauze and an artery forceps ready 
to clean the ports when needed. 

e Use lens antifogging solutions when possible. 

e During irrigation and suction, instruct your camera operator to avoid the irriga- 
tion. This prevents a dirty lens and thus saves operative time. 

e If fog is due to cautery smoke, ask the assistant to vent quickly and gently to 
maintain pneumoperitoneum. The assistant can pull back in the port until the 
smoke has cleared. 

e After a bleed has been controlled, clean the field with irrigation and suction or 
use a sponge. This minimizes the red color absorption that can affect the quality 
of vision. 


Fig. 4.2 Insuflow® laparoscopic gas conditioning device (Image 
courtesy of Lexion Medical, St. Paul, MN. Reprinted with 
permission) 
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3D Laparoscopic System 


Imaging in 3D system is obtained by either a dual-lens system or a single-lens system. 
In dual-lens system, which was employed in our study, two separate lenses are present 
within a single laparoscope along with two cameras. Each camera captures their 
respective images, which are then displayed and synchronized on either a head- 
mounted display (active system) or a video monitor (passive system). Modern 3D HD 
system offers many advantages of robotic surgery at low cost and with use of conven- 
tional laparoscopic equipments. Although the superiority 3D laparoscopic system 
over 2D systems is yet unsettled, the potential benefits of 3D imaging are well docu- 
mented. These benefits might translate into enhanced operative times and greater sur- 
geon comfort, making laparoscopy quicker and less prone to error. Our study may be 
decisive in stating that advantages of 3D laparoscopy are well appreciated in training 
models as well as during operative procedures [3]. Different authors had different 
experience with 3D laparoscopic system and described some of their limitation 
including lack of assistant visual advantage and lack of complete 30° angle [4]. 


Instrument and Assistant Ergonomics 


e It is essential that the laparoscopic surgeon performs the procedure in the most 
comfortable and ergonomic way, which includes proper setup of the monitor for 
the surgeon, and, if possible, for the assistants. Also, placement of the other 
machines, such as the cautery, LigaSure® (Valleylab, Boulder, CO), or Ultracision 
Harmonic scalpel® (Ethicon Endo-Surgery, Inc., Cincinnati, OH), should be 
within comfortable reach. One of the main ergonomic problems associated with 
laparoscopy is the surgeon’s non-neutral posture during laparoscopic procedures. 
There are five main issues that influence the posture of the surgeon: handheld 
instrument design, position of the monitor, the use of foot pedals to control dia- 
thermy, poorly adjusted operating table height, and static body posture [5]. All of 
these issues must be addressed in order to perform a laparoscopic procedure 
efficiently and comfortably. The surgeon must consider the long-term effects on 
his health in relation to difficult postures. 

e Patient positioning should also be safe for the patient and enable the surgeon to eas- 
ily use instruments without fighting with any part of the body. A good example is the 
arm positioning in an upper abdominal surgery such as laparoscopic pyeloplasty. 

e An experienced camera operator is essential when performing complex proce- 
dures. If an experienced camera operator is unavailable, then the surgeon must 
guide the camera operator throughout the surgery to facilitate the procedure [6]. 


Common Laparoscopic Instruments 


Common laparoscopic instruments include bowel forceps, laparoscopic scissors, 
Maryland dissector, suction device, and needle holder. The surgeon and the operat- 
ing room nurse must observe the following guidelines to avoid any intraoperative 
problems and difficulties: 
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e As previously mentioned, when reusable instruments are employed, ensure the 
instruments are properly cleaned prior to sterilization for patient safety. 

e Ensure that scissors are sharp and that forceps are functional and hold well so as 
not to waste operative time. 

e Make sure that the instruments’ insulating sheaths are intact, especially on the 
scissors and hook, to prevent inadvertent electrical injury during electrocautery 
use, especially on the bowel. 


Metal Clips 


Metal clips are essential in most laparoscopic urologic procedures and are typically 
used to control vessels, usually of small or medium size. In many centers around the 
world, experts still use metal clips during laparoscopy nephrectomy for the renal 
artery. The following points should be kept in mind in order to avoid difficulties: 


e Have an adequate supply of clips in both sizes (5 and 10 mm), especially for long 
and difficult cases. 

e Avoid cross clipping as this may lead to weak clipping and clip slippage. 

e Avoid clipping near where the endovascular gastrointestinal anastomosis (endo- 
GIA) stapler will be applied since clips will interfere with stapler closure. This may 
lead to an insufficient stapling effect and possible bleeding from the stapled vessels. 

e Avoid clipping excess fatty tissue as this minimizes clipping efficiency. 

e Avoid manipulating or holding the clips, as metal clips are prone to dislodge- 
ment. If clips fall off, attempt to remove them so that they do not interfere with 
other operative steps. 

e Avoid blind clipping when bleeding is encountered. The surgeon should be able 
to visualize the bleed, then grasp it with the forceps and apply a clip. 

e When faced with caval bleeding, avoid clipping across the cava as this can cause 
injury. 

e Consider clipping from a different port if the port that is being used does not 
allow safe and easy access to the site to be clipped. 

¢ If polymer or Hem-o-lok® clips (Teleflex Medical, Research Triangle Park, NC) 
are unavailable and metal clips are used, for example, to control the renal artery 
during laparoscopic radical nephrectomy, make sure that the artery is well skel- 
etonized and clip at least three large (10 mm) clips on the aorta side and two on 
the kidney side. 


Endovascular Gastrointestinal Anastomosis (Endo-GIA) Stapler 


The endo-GIA stapler has been a great innovation in facilitating laparoscopic sur- 
gery. This device has made major organ retrieval possible, including the kidney and 
spleen, as well as bowel resection. The use of this device also carries additional 
risks that must be considered. 

The endo-GIA stapler is useful in performing laparoscopic nephrectomy. 
However, malfunctions may occur and can be associated with significant blood loss 
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and subsequent need for conversion to an open procedure. The majority of errors 
can be avoided with careful application and recognition. Many failures, especially 
when recognized before release of the device, can be managed without conversion 
to an open procedure [7]. 

In one of the earliest reports, endo-GIA malfunction occurred in 10 cases (1.7%). In 
eight cases, the renal vein was involved and malfunctions affected the renal artery in 
two cases. The estimated blood loss ranged from 200 to 1200 cc. Open conversions 
were necessary in two cases (20%). The etiology of the failure included primary instru- 
ment failure in three cases and preventable causes in seven cases. Open surgery was 
required in two patients and laparoscopic management was possible in eight [7]. 

In a previously described report of approximately 460 laparoscopic cases, the 
authors encountered five problems (1%) with endovascular gastrointestinal anasto- 
mosis staplers. Fifty-five additional cases of Endo GIA failures occurred in 50 
patients were documented in the Food and Drug Administration database. Of these 
55 cases, 15 (27%) required open conversion to manage the problem, 8 patients 
(15%) received blood transfusions, and 2 patients (4%) died postoperatively [8]. 

During laparoscopic live donor nephrectomy, various reports have illustrated that 
stapler malfunction can lead to bleeding vascular complication (0.6%). The first 
major vascular complication resulted from an endovascular stapler malfunction dur- 
ing transection of an accessory left renal artery [9]. 

Although the linear cutting stapler is easy to use, a 1.7% malfunction rate has 
been reported, and the consequences of this failure can be serious, including emer- 
gency conversion to an open procedure and even death [7]. Subsequently, caution 
and preparation is needed for emergent open conversion if endo-GIA stapler mal- 
function occurs to avoid patient morbidity or even mortality. 

Different authors have recommended different techniques to ligate the renal vein with- 
out a stapler including holding it with the laparoscopic Babcock and bunching it for easy 
clipping with large Hem-o-lok® clips [10]. Others have used the same principle, but have 
ligated the vein first with suture and then applied the Hem-o-lok® clips [11]. 

The following are important points to remember to avoid problems and difficul- 
ties with endo-GIA staplers: 


e Itis important for the surgeon, assistant, and operating nurse to be familiar with 
the technical details of the device, including the length of the stapler, width, 
opening mechanism, and angulation. 

e If anew brand or type of endo-GIA stapler will be used, have an experienced 
user or a company representative assemble and guide the process during the 
operation to avoid problems. In the authors’ experience, one real-life example of 
this problem occurred when an endo-GIA stapler positioned over the renal pedi- 
cle could not be removed until the surgeon and the nurse reviewed the device’s 
instruction manual. 

e Abnormal firing of the stapler and improper staple formation were the most com- 
mon and morbid aspects of device malfunction [8]. Avoid using clips in the area 
where the endo-GIA stapler might be needed since clips will prevent stapler 
closure. 
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Polymer Clips (Hem-o-lok’ Clips) 


Polymer nonabsorbable clips have been used in laparoscopic surgery to control ves- 
sels of various sizes. They have become popular for renal vessel control in laparo- 
scopic simple, radical, and donor nephrectomy. These clips are easy to apply and 
have locking feature that makes them secure for the renal pedicle (Fig. 4.3). A report 
published with data from the U.S. Food and Drug Adminstration (FDA) has men- 
tioned some complications related to their use. No clear etiology for the events 
could be found, although in all situations, multiple clips had been applied with 
apparent initial vessel control intraoperatively. Cases of failure after laparoscopic 
nephrectomy require urgent exploration, although it is unclear whether device or 
user error is the underlying cause [12]. 

On the other hand, other studies have documented the safety of Hem-o-lok® clips. 
Between October 2001 and June 2006, nine institutions with laparoscopically trained 
urologists performed 1695 laparoscopic nephrectomies (radical nephrectomy, 
N=899; simple nephrectomy, N = 112; nephroureterectomy, N = 198; donor nephrec- 
tomy, N = 486). Follow-up was a minimum of 6 months from the time of surgery. For 
each case, the authors used Hem-o-lok® clips to control the renal artery. The renal vein 
was controlled with Hem-o-lok® clips in 68 cases (radical nephrectomy, N = 54; sim- 
ple nephrectomy, N = 3; nephroureterectomy, N = 5; donor nephrectomy, N = 6). The 
number of clips placed on the patient side of the renal artery was most often two, 
occasionally three. The number of clips placed on the patient side of the renal vein 


Fig. 4.3 Hem-o-lok® polymer clip (Teleflex Medical, Research Triangle Park, NC.) with applier 
(From Springer Science + Business Media: Surgical Endoscopy, Hem-o-lok plastic clips in secur- 
ing the base of the appendix during laparoscopic appendectomy, Vol. 23, 2009, pp. 2851-2854, 
Delibegovié S, Matović E, Fig. 1. With permission) 
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was most often two and rarely three. All cases used the large (L-purple) clip on the 
artery, and most cases of renal vein used the extra-large (XL-gold) clip on the vein. No 
clips failed. Based on this large retrospective review, properly applied Hem-o-lok® 
clips for vascular control during renal procedures may provide a safe option [13]. 
Others have reported the use of Hem-o-lok® clips only during laparoscopic renal sur- 
gery with excellent results in a more cost-effective manner [14, 15]. 


Suction Devices 


A suction device is an important piece of equipment required in all laparoscopic 
procedures. The following points are important to avoid problems during using suc- 
tion device in laparoscopic urologic procedures: 


e Select an efficient suction device; the authors use a battery-activated suction 
device made by Stryker Endoscopy (San Jose, CA). 

e Ifareusable suction device is used, ensure that both the irrigation and suction are 
working properly. 

e In some countries surgeons reuse a disposable suction device. Although the 
authors do not recommend this, the surgeon and the operating room nurse must 
ensure that the device is totally clean and is functioning well. 

e When using the suction device, especially a reusable one, make sure that the tip 
is not sharp as sometimes the suction is used for blunt dissection. If the device is 
used for blunt dissection, this can cause trauma if not used carefully. 

e When using the suction, some devices cause significant suction of the pneumo- 
peritoneum, which leads to loss of visibility and may also cause the camera to get 
dirty, causing a loss of operative time. 

e Assistants should be familiar with the suction device. Suction applied by the 
assistant from a side port can be helpful during a bleed to locate the source of the 
bleed, and also during urine accumulation in laparoscopic pyeloplasty. 


Cautery Equipment 
Hock 


The hock is a commonly used piece of equipment during different laparoscopic 
procedures. The following are important aspects to remember in order to avoid 
problems: 


e Remember that the hock is commonly connected to monopolar electricity which 
can have a spread injury effect. The surgeon should be careful to maintain dis- 
tance to bowel to avoid thermal bowel injury. 
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e The hock has a good advantage of being fine with an angle that aids dissection in 
narrow areas. For example, in dissecting around the renal vessels, the hock is 
helpful in freeing the perivascular tissue. Remember that the hock can be 
traumatic—when pulling on tissues during dissection, avoid injuring bowel on 
the field. 

e Ifa reusable hock is used, make sure that the insulating cover is intact to avoid 
proximal thermal injury. 


Scissors 


e Whenever possible, the authors recommend using new scissors for each case 
since they will be sharper and more efficient. 

e If using reusable scissors or if disposable scissors are being reused, the surgeon 
and the operating room nurse should confirm the sharpness and integrity of the 
insulation cover. 


Other Thermal Instruments 
Ultrasonic Thermal Instruments 


Ultrasonic thermal instruments are useful and help in hemostasis during dissection, 
expedite dissection with less thermal spread, and have cutting features. Recent stud- 
ies have shown that ultrasonic devices have the potential to replace electrocautery 
without compromising safety in minimally invasive operations. With the combina- 
tion of several functions into a single instrument, significant reduction in operative 
time and expense are possible and should increase acceptance of this new technol- 
ogy [16]. The following are important related points: 


e It typically is recommended to use a new handle for each case as this guarantees 
efficiency. 

e In cases where cost is an issue and it is decided to reuse a handle, test it before 
the procedure to confirm its efficacy. 

e Ultrasonic thermal devices are effective in cutting Hem-o-lok® clips, especially 
when unnecessary clip removal is needed. 


Electric Thermal Instruments 


An effective electric thermal instrument used in laparoscopy is the LigaSure™, a 
bipolar radiofrequency generator. This new energy-based vessel-ligation device 
appears to be effective in advanced laparoscopic procedures [17]. It is used to 
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control small sized vessels (less than 7 mm), and has 5 and 10 mm handles (Fig. 4.4). 
The LigaSure™ vessel-sealing system permanently seals veins, arteries, and tissue 
bundles in a consistent and reliable manner by fusing the collagen in vessel walls. 
By reducing sutures and the number of instrument exchanges in the operating the- 
atre, LigaSure® decreases operating time and blood loss. The following are useful 
points to remember for maximum safety and efficiency: 


e Avoid using reused handles; use a new handle per case. 

e When coagulating a vessel with the 5 mm handle, try to coagulate a longer seg- 
ment and cut in between. 

e When using the Atlas LigaSure® device (Fig. 4.5), try to coagulate a longer seg- 
ment and then cut. 


Fig. 4.4 LigaSure™ vessel-sealing system (Photo copyright ©2010 Covidien. All rights reserved. 
Reprinted with the permission of the Energy Based Devices Division of Covidien) 


Fig. 4.5 Atlas LigaSure™ device (Photo copyright ©2010 Covidien. All rights reserved. 
Reprinted with the permission of the Energy Based Devices Division of Covidien) 
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Fig. 4.6 Endo Catch™ bag (Photo copyright © = 
2010 Covidien. All rights reserved. Used with the e 
permission of Covidien) 


Retrieval Bags 


Retrieval bags are important tools in the removal of various organs such as the kid- 
neys, adrenals, prostate, and bladder, as well as stones from the urinary tract. 
Different companies produce different bag types; the following are important facts 
to remember for efficient usage: 


For the Endo Catch™ Bag (Covidien, Dublin, Ireland) 


e Use the appropriate size (10 or 15 mm), according to the size of the mass to be 
retrieved (Fig. 4.6). 

e Remember that the trocar for the 15-mm bag comes in a separate pack, so make 
sure that the trocar is available before this bag is used. 

e Use caution as the bag may separate from the ring. Some surgeons fix the bag 
edge to the ring with suture, but this may cause difficulty in folding and unfold- 
ing the bag into the metal handle. 

e The help of an assistant is important for ease of organ entrapment within the bag. 

e Once the mass is entrapped, avoid grasping the bag with instruments as the bag 
is not very strong and may be damaged. This can lead to loss of the organ and 
extra operative time loss. 


Conclusion 

Thorough understanding of all instruments and disposables used during laparo- 
scopic urologic procedures are essential for safe and efficient surgery. For maxi- 
mum efficiency, surgeons should do their best to utilize every possible technology 
that can make procedures safer and more efficient. Knowledge of the problems 
related to those instruments is important to avoid complications that may be 
caused by instrument failure. 
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Cost-Reductive Measures 
in Laparoscopy: Tips and Tricks 
for Developing Countries 


Ahmed M. Mansour, Khurshid A. Guru, 
and Ahmed A. Shokeir 


Introduction 


The enjoyment of the highest attainable standard of health is one of the fundamental rights 
of every human being without distinction of race, religion, political belief, or economic or 
social condition. (Constitution of the World Health Organization [1]) 


With major advances in the early 1980s due to the invention of the television- 
chip camera that allowed surgeons to operate with both hands, laparoscopic surgery 
has rapidly established itself and experienced unprecedented growth in well- 
developed countries. Urologists were ready for this revolution because of the endo- 
scopic skills already acquired with transurethral surgery. Laparoscopic urologic 
surgery had an impact on minimizing morbidity and decreasing convalescence, 
which are essential to patient care. However, the spread of laparoscopy in third 
world countries has been hindered by the difficult management of hospital struc- 
tures, insufficient medical and paramedical staff training, and, most importantly, 
limited financial resources. 

The “cost-effectiveness” of laparoscopy versus open surgery has been investi- 
gated in many studies [2, 3]. However, the evidence is inconclusive on whether or 
not laparoscopic surgery results in lower costs for the health-care system. Although 
laparoscopy does reduce hospital stay and periods of sick leave, laparoscopic opera- 
tions cost more than open surgeries from the hospital’s point of view. This is due to 
the initial investment in instruments and longer duration of operating and anesthesia 
times. Owing to these direct costs, some urologists in developing countries may 
encounter resistance from their hospitals regarding these start-up expenses. 
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However, as laparoscopic skills are developed and assisting paramedical staff gain 
more experience, operating times are significantly reduced. In addition, with a 
steady increase in the number of cases performed, investment in reusable instru- 
mentation may be an opportunity for cost-saving per case for the hospital. 

Out of sheer economic necessity, several cost-effective measures have emerged 
around the developing world aimed at reducing the costs of laparoscopic proce- 
dures. Expensive disposable instrument usage is kept to a minimum, and ordinary 
materials at hand are modified to serve new purposes. By working around the limits 
and restrictions of the tools available in the operating room, the gifted surgeon can 
take the least expensive tool and perform a certain task better than others using 
expensive disposable instruments. This chapter reviews reported tips and tricks that 
will reduce the costs of consumables, and may help urologists in developing world 
bring minimally invasive surgery into their everyday practices. 


Reusable Laparoscopic Instrumentation 


Laparoscopic instrumentation has evolved significantly in the last decade. Less 
traumatic access devices, improved high-definition, flexible-tip videolaparoscopes, 
a new generation of coagulation devices, and better tools for managing vessels are 
now available. However, minimal requirements for running a laparoscopic operat- 
ing room in a developing country include a laparoscope and camera system, a moni- 
tor, an insufflation system, access instruments, trocars, and dissecting and 
needloscopic instruments. 

It is now well known that reusable instruments are as safe as disposable ones. 
[4-6]. Advocates of single-use instruments praise their high quality and criticize the 
time and expense necessary for cleaning and sterilization of the reusable instru- 
ments [4]. With single-use instruments, which are discarded after each operation, 
repairs are never necessary since there is no “wear and tear.” With each successive 
operation one has optimal, unused material — scissors with sharp new blades, prop- 
erly sealed trocars, and so forth. Moreover, the surgeon is certain that the latest 
model with the newest technologic refinements is at hand. However, these merits do 
not weigh the vast difference in the costs between reusable and single-use instru- 
ments [5]. Reusable instruments (Fig. 5.1) do require regular maintenance if their 
quality is to remain comparable to single-use instruments. This means more work, 
including necessary training, for hospital personnel who keep these instruments in 
top condition. Considering the significant cost savings and evidence of their compa- 
rable safety, reusable instruments for laparoscopy are strongly recommended [6]. 
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Fig. 5.1 Reusable laparoscopic instruments (from left to right): laparoscopic needle holder, 
MicroFrance® grasper (Medtronic, Minneapolis, MN), suction tip, Hem-o-lok® clip applier, 
metallic trocar, and cannula 


Fig. 5.2 Homemade balloon for development of the retroperitoneal space 


Development of the Retroperitoneal Space: 
Homemade Balloon Technique 


The retroperitoneoscopic approach was refined and popularized by Gaur et al. with 
the introduction of retroperitoneal dissection using the balloon technique [7, 8]. 
Instead of disposable expensive commercial silicon balloons, a homemade balloon 
(Fig. 5.2) can be used in the development of the retroperitoneal space. The balloon 
can be fashioned from two fingers of a sterile number 7.5 or 8 surgical glove with 
one finger intussuscepted inside the other and tied over a 16-22 Fr catheter. Care 
must be taken to advance the catheter tip to the bottom of the finger balloon, which 
helps in early and prompt filling as well as in subsequent deflation of saline after the 
retroperitoneal space is created [9]. The balloon is introduced into the retroperito- 
neal space through a small incision below and behind the tip of the 12th rib. It is 
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inserted just below the thoracolumbar fascia in the extraperitoneal space, and 300- 
500 cc of saline is injected into the balloon and left in situ for 5 min to achieve 
hemostasis. A 10-mm reusable metallic trocar is placed through the same incision 
site. Full thickness 1-0 silk sutures are then placed through all layers of the abdomi- 
nal wall to keep the port in place and prevent dispersion of carbon dioxide between 
tissue planes. This step helps to avoid the use of a disposable sealing trocar [9]. 


Cost-Reductive Measures for Vascular Control 


In laparoscopic nephrectomy (simple, radical, or donor), renal vascular pedicle dis- 
section, ligation, and transection are crucial steps. Various instruments have been 
devised to obviate the difficulty in controlling renal vessels with knots and thread. 
The most common laparoscopic devices used to secure the renal hilum include 
endovascular stapling devices, traditional titanium clips, and nonabsorbable poly- 
mer ligating (NPL) clips (Hem-o-lok®, Teleflex Medical, Research Triangle Park, 
NC). No large randomized prospective study has compared the techniques for renal 
hilar control to determine which device is the safest; hence, the use of a particular 
device is routinely chosen according to surgeon preference and previous exposure. 
In many centers, a vascular endo-GIA stapler is the preferred method for vascular 
control, especially for the renal hilum. However, using vascular staples increases the 
cost of a laparoscopic nephrectomy by approximately $800-—$1,000 [10]. 

Hem-o-lok® clips are excellent, cost-effective devices for vascular control. They 
have become one of the most preferred methods owing to their low cost, good tissue 
handling, large size, and less chance of slippage because of distal locking [11]. A 
single disposable stapler device costs $400, while the cost of the Hem-o-lok® sys- 
tem is $32 for six clips, which undoubtedly can reduce the cost of the procedure 
[12]. Moreover, it is difficult to determine the correct closure on a blood vessel 
using the endo-GIA stapler until it is divided, while the Hem-o-lok® clip produces a 
click after it is secured correctly. 

In 2006, Teleflex Medical, the manufacturer of the Hem-o-lok® clip, issued a 
warning stating that Hem-o-lok® clips are contraindicated in the control of the renal 
artery during laparoscopic donor nephrectomy after publication of a recall survey 
by Friedman and colleagues [13]. The survey included 893 members of the American 
Society of Transplant Surgeons and raised major concerns, prompting the manufac- 
turer to release a contraindications statement. However, multiple publications have 
attested to the safety and feasibility of Hem-o-lok® clips for laparoscopic nephrec- 
tomies [13-18]. Based on a multi-institutional review, Ponsky et al. concluded that 
Hem-o-lok® clips, when applied correctly by laparoscopically trained urologists, 
are safe, effective, and reliable for use in all types of laparoscopic nephrectomies, 
despite the manufacturer’s release of contraindications [18]. They recommended 
basic principles for Hem-o-lok® placement, including: complete circumferential 
dissection of the vessel, visualization of the curved tip of the clip around and beyond 
the vessel, confirmation of the tactile snap when the clip engages, maintenance of a 
visual stump below the most proximal clip, not squeezing clip handles too hard, 
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Fig. 5.3 Proper application of Hem-o-lok® clips for control of the renal artery 


careful removal of the applier after application as the tips are sharp and can cause a 
laceration of nearby vessels (i.e., renal vein), placement of a minimum of two clips 
on the patient side of the renal hilar vessel, and, finally, partial division to confirm 
hemostasis before complete transection (Fig. 5.3) [18]. 

Large veins can be difficult to control using Hem-o-lok® clips, since the clip may 
not be long enough to completely occlude the vein. A trick reported by Janetschek 
et al. [19] suggests applying an extracorporeal ligature before application of the clip 
to reduce the caliber of the vein. A right angle dissector is passed posterior to the 
renal vein and a 2-zero 70 cm monofilament suture is fed to the dissector, which is 
withdrawn and pulled out. The other end of the suture is also grasped and drawn out 
through the same trocar, so that the suture is placed around the vein. One end of the 
suture is inserted extracorporeally into the convex side of a specially designed, 
round-eyed knot pusher (Latinovich, Tribuswinkel, Austria). It is then grasped by a 
mosquito and fixed under minimal tension by the assistant in the line of the trocar, 
ensuring that there is no kinking or twisting in whole length of the thread. The knot 
pusher is held with one hand (the nondominant hand in the authors’ case) and the 
free end of the suture is held with the other hand to form a loop around the fixed 
part, as in open surgery. By maintaining minimal tension on each end of the thread, 
the loop is gently pushed down by the knot pusher to the level of the renal vein and 
then slightly tightened. This maneuver can be repeated 3-5 times to shrivel the vein. 
This can be followed by the application of Hem-o-lok® clips since the vein caliber 
has now been reduced [19]. 


Specimen Retrieval: Technical Difficulties and Cost Reduction 


Even with an experienced laparoscopist, specimen retrieval may encounter technical 
difficulties following extirpative laparoscopic surgery. This is specifically important 
in laparoscopic donor nephrectomy in which warm ischemia time is critical. The 
endo-catch bag provides an easy and rapid way to retrieve specimens. However, 
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complications have been reported when using the endo-catch bag, including spleen 
and small bowel injuries [20]. Also, technical difficulties in retrieving the kidney 
using an endo-catch bag have resulted in prolonged warm ischemia time [21]. 

Shalhav et al. have described a technique for manual retrieval of the kidney in 
laparoscopic live donor nephrectomy through a modified Pfannesteil incision. This 
technique shortens the warm ischemia time, avoids the technical difficulties associ- 
ated with the endo-catch bag, and reduces the cost of the procedure [22]. Following 
complete kidney mobilization (leaving it only attached by the renal pedicle), the 
ureter is transected at the level of the iliac artery and the patient (in a 45° lateral 
decubitus position) is rotated lateral, so that the lower abdomen is in a more horizon- 
tal plane. A 7.5 cm Pfannestiel skin incision is made, followed by a 7.5-cm vertical 
incision in the linea alba. After the skin and fascia are incised, the rectus muscles are 
bluntly spread until the peritoneum (pushed by pneumoperitoneal pressure) is visual- 
ized bulging between the rectus muscles. The assistant’s right hand is then wrapped, 
glove to elbow, with an adhesive drape to avoid fluid contamination through the 
sleeve and the laparoscope is then reinserted. Under direct vision, the assistant sur- 
geon (using the fingers bluntly) inserts the hand through the peritoneum and into the 
abdominal cavity, avoiding the bladder and bowel. After the hand is in the abdominal 
cavity, pneumoperitoneum is reestablished and the patient is rotated medial to allow 
the bowel and spleen to reflect off of the kidney by gravity. The assistant’s hand can 
be used for retraction of the medial bowel during control of the renal hilum, or can 
be used to hold up the kidney laterally if the bowels are well retracted by gravity 
alone. The best exposure is achieved by having the renal hilum between the second 
and third digit, while retracting the medial bowel with the thumb and the ureter lat- 
eral with the first digit. The renal vascular pedicle is then controlled, according to the 
surgeon’s preference, and the kidney is then manually extracted [22]. 

Similarly Ramalingam et al. delivered the kidney in a laparoscopic live donor 
nephrectomy through a 6—8 cm anterior subcostal flank incision without introducing 
the assistant’s hand into the wound. Just before dividing the renal vessels, a 5-cm 
skin incision is made medial to the iliac fossa port. The incision is deepened to the 
level of the peritoneum, which is not breached. The renal pedicle is controlled and 
a fan retractor is used to push the kidney down towards the iliac fossa. The muscle 
was split and the peritoneum was opened. Two fingers (index and middle) were 
inserted through the incision to hold the perirenal fat lateral to the kidney, and the 
graft is gently retrieved [23]. 

Hand-assisted laparoscopic live donor nephrectomy has been adopted in many 
transplantation centers with good results in regard to warm ischemia time. 
Pneumoperitoneum preserving devices, such as the GelPort® (Applied Medical, 
Rancho Santa Margarita, CA), LapDisc® (Hakko Medical, Tokyo, Japan), and 
Omniport® (ASC Limited, Wicklow, Ireland) have been successfully used [24, 25]. 
However, problems related to high cost of these devices remain. Recently, Ramalingam 
et al. [23] described the use of hand-assisted laparoscopy without a pneumoperito- 
neum preserving device. Instead of the device, a double glove with a sponge between 
the inner and outer glove at the wrist acted as an obturating cuff. However, the safety 
and efficacy of this technique should be proved before its widespread adoption. 
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Training in Laparoscopy: Low-Cost Alternatives 


Laparoscopic surgery requires the acquisition of additional skills beyond those 
needed for open surgery. The transfer of open surgical skills to the laparoscopic 
situation is not guaranteed [26]. Training alternatives have been developed, rang- 
ing from bench trainers to live animal models, to assist acquisition of laparoscopic 
skills in a safe environment. However, the use of animals is expensive and restricted 
in many countries. A variety of surgical simulators and trainers have been devel- 
oped for laparoscopic training with different degrees of validity and reliability 
[27]. The high cost of these trainers, ranging between $500 and $2,500, has limited 
their availability to all urologists. The use of cheaper bench trainers, consisting of 
camera system and cardboard or plastic boxes, has been described as possible 
alternative [28, 29]. These models, although less expensive than conventional com- 
mercially available video-laparoscopy pelvic trainers, still require significant 
investment. A cheap webcam was described as an alternative to the camera system 
in the pelvitrainer [30]. Chandrasekera et al. [31] described a low-cost alternative 
trainer consisting of a cardboard box with a section cut out of the top of the box to 
allow direct visualization, while the operator wears unilaterally blinded goggles to 
simulate two-dimensional vision. These cheap homemade trainers are good alter- 
natives for developing countries and for trainees wishing to practice in their own 
homes or offices. 


Robotic Surgery and the Developing World 


Robotic technology is the latest innovation in minimally invasive surgery that has 
revolutionized the practice of urology in most of the developed world. In 1997, 
Intuitive Surgical, Inc. (Sunnyvale, CA) introduced a prototype robot named the “da 
Vinci®” which proved to be a breakthrough technology and has stood the test of time 
since its inception [32]. Robotic technology has provided urologists fundamental 
advantages, allowing those not laparoscopically trained the ability to offer their 
patients a minimally invasive alternative. For surgeons who are laparoscopically 
trained, robotic technology has provided a platform for operating at a technically 
superior level. 

The robotic revolution has swept through the United States and Europe, and is 
now becoming popular in Asia and Latin America. Contemporary estimates of U.S. 
robot-assisted radical prostatectomy use range from 50% to 70%, [33-35] whereas 
a recent survey revealed a 25-75% decline in open and laparoscopic radical prosta- 
tectomy volume among urologists [36]. Robotic dissemination has been driven by 
patients and surgeons alike, both with a common goal of less invasive care with 
superior outcomes. 

The high cost of purchasing and maintaining a robotic system is one of the big- 
gest obstacles confronting developing countries in establishing robotic programs. 
There is one robot in the world with the required utilities and therefore the technol- 
ogy is at a premium price. The current cost of the da Vinci® system is $1.2 million 
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with annual maintenance fees of $138,000 [37]. Centers of excellence in developing 
countries should not ignore the robotic revolution. The authors believe that robotic 
surgery programs should be established, urologists should be trained, and cost- 
reductive measures should be innovated in order to overcome the high running 
costs. This will make investment in this technology effective and will positively 
affect patient care. 


Conclusion 


Laparoscopic surgery is rapidly growing in developing countries. Significant 
financial commitment is needed by hospitals and the laparoscopy teams to adopt 
laparoscopy in everyday practice. Several cost-effective measures and tricks for 
surgical access, vascular control, and organ retrieval has brought minimally inva- 
sive surgery to the forefront in many urologic extirpative procedures in the third 
world. The high cost of a robotic surgical system is still hindering its spread in 
developing countries. 
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Difficulties in Laparoscopic Simple 
Nephrectomy 


Ahmed M. Harraz, Ahmed R. El-Nahas, 
and Ahmed A. Shokeir 


The first transperitoneal laparoscopic nephrectomy was performed by Clayman 
et al. in 1990 [1]. Since then, this surgery has been performed for various benign 
renal diseases. In 1992, Gaur et al. developed the balloon dissection technique for 
creation of the retroperitoneal space [2]. Since that time, retroperitoneoscopic 
nephrectomy has been demonstrated to be safe and effective for benign nonfunc- 
tioning kidneys [3, 4]. Refinements such as entrapment bags and tissue morcellators 
have improved both the efficiency of specimen removal and the minimally invasive 
nature of the procedure. Laparoscopic nephrectomy offers less postoperative pain, 
shorter hospital stay and convalescence, and an optimal cosmetic result compared 
with traditional open surgery [5, 6]. 


Indications 


Laparoscopic nephrectomy has become a routine procedure at specialized centers. 
It can be performed for all age groups, in obese patients and nearly all benign patho- 
logical conditions of the kidney [7—10]. 

Removal of a nonfunctioning or poorly functioning kidney is indicated when it 
causes symptoms such as pain, urinary tract infection, or hypertension. It is also 
indicated in patients with chronic renal failure for removal of the left kidney before 
renal transplantation [4, 6, 9, 11—14]. Laparoscopic nephrectomy was reported for 
the following benign pathologies: 


e Hydronephrosis 

e Chronic pyelonephritis 

e Renovascular hypertension 
e Reflux nephropathy 
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e Autosomal dominant polycystic kidney disease 
e Renal dysplasia 
e Post-traumatic atrophy of the kidney 


Contraindications 


Absolute contraindications to laparoscopic simple nephrectomy include active peri- 
tonitis, bowel obstruction, uncorrected coagulopathy, and severe cardiopulmonary 
insufficiency [4, 6, 11, 13]. Relative contraindications include morbid obesity, 
severe inflammatory conditions affecting the kidney, such as xanthogranulomatous 
pyelonephritis (XGP), and renal tuberculosis. 


Techniques of Laparoscopic Simple Nephrectomy 
Transperitoneal Laparoscopic Nephrectomy 


The patient is initially positioned supine for intravenous access, induction of gen- 
eral anesthesia, bladder catheterization, and nasogastric tube placement. The patient 
is then positioned in a modified lateral decubitus [6, 15] or a standard lateral kidney 
position [11, 13]. The table can be flexed as needed and padding is used to support 
all pressure areas (Fig. 6.1). The room setup is shown in (Fig. 6.2). During the skin 
preparation and towel placement, the entire flank and abdomen are included in case 
conversion to an open procedure is required. 

Access to the abdomen is obtained either with a Veress needle or with a Hasson 
canula. The needle is introduced at the lateral border of rectus muscle, at the level 
of the umbilicus [11]. Although the umbilicus is not the preferred site for needle 
placement during laparoscopic nephrectomy, it carries many advantages as the 
underlying peritoneum is fused to the overlying fascia, and it is the shortest distance 


Fig. 6.1 Patient positioning for transperitoneal laparoscopic nephrectomy 
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Anesthesia 


Monitor 


Assistant 


Fig.6.2 Room setup for transperitoneal laparoscopic nephrectomy (From Bishoff and Kavoussi [46]. 
Copyright Elsevier 2007) 


between the skin and the peritoneum [16]. The intraperitoneal position of the tip of 
the needle can be ensured by the visual and tactile verification of release of the 
needle spring by the hanging drop test, and by injection of 2 mL of saline with fail- 
ure of its retrieval upon suction. Patients with a history of multiple abdominal oper- 
ations may have underlying adhesions and laparoscopic access is best established 
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Fig. 6.3 Port distribution 
for transperitoneal 
laparoscopic left 
nephrectomy 


by the open technique. The site of access is preferably via a small infra-umbilical or 
para-umbilical incision [17]. 

Insufflation is started slowly, at a rate of 1 L/min until generalized resonance is 
achieved. The peritoneal cavity usually requires 3—6 L of CO, in adults and 1.5-3 L 
in children to be completely inflated. Then the flow is increased to maintain intra- 
peritoneal pressure at 15 mmHg in adults and less than 12 in children using an 
automatic insufflator [11]. 

Four ports are used (Fig. 6.3). The first port (10 mm) is fixed at the site of the 
Veress needle. This port is used to introduce the laparoscope (10 mm, 0° lens). 
Under endoscopic guidance, the second port (12 mm) is fixed midway between the 
first port and the anterior superior iliac spine. This port is used to introduce dissect- 
ing electro-scissors, vascular stapler (to control the renal vasculature), and the endo- 
scopic pouch (to entrap the kidney at the end of operation). The third port (10 mm) 
is inserted below the costal margin at the midclavicular line and is used to introduce 
the grasping forceps for tissue manipulation. The fourth port (5 or 10 mm) is inserted 
in the midaxillary line and is used for retraction of liver or spleen using a fan 
retractor. 

Thorough inspection of the abdominal cavity is essential to exclude any inadver- 
tent trauma, especially to the colon or blood vessels. The colon passes anterior to the 
kidney and the ureter. The peritoneum lateral to the colon (line of Toldt) is incised 
using diathermy scissors and extends from the level of the iliac vessels distally to 
above the colic flexures proximally (Fig. 6.4). A safety distance (about 1 cm) lateral 
to the colon should be respected to avoid diathermy injury of the colon. Using a 
combination of blunt and sharp dissection posterior to the colon, the colon is freed 
from the posterior abdominal wall and is reflected medially by the effect of gravity. 
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Line of Toldt 


Descending colon 


Fig. 6.4 Incision of the line of Toldt during left nephrectomy (From Bishoff and Kavoussi [46]. 
Copyright Elsevier 2007) 


The kidney becomes visible after reflection of the colon. The ureter passes antero- 
medial to the psoas muscle until it reaches the renal pelvis. 

The upper ureter is easily identified and dissected with cephalad traction on the 
lower pole of the kidney. Using electrosurgical scissors, the periureteral fascia is 
dissected and the ureter is freed until it reaches the renal pelvis. Usually the ureter 
is divided at its lumbar level, about 5 cm below the level of the lower pole of the 
kidney. If its caliber is normal, it is divided between endoscopic clips. Otherwise, it 
can be ligated with endoscopic ligatures or clamped and incised with the endoscopic 
stapler. 

Proximal dissection of the ureter leads to the medial side of the renal pelvis 
where the renal artery and vein can be safely dissected. The renal vein is anteroin- 
ferior to the renal artery. In some cases, exposure of the vena cava in right-sided 
nephrectomy allows better visualization of the renal vein, whereas on the left side, 
the aorta is the landmark for the left renal artery. Exposure of the pedicle stump 
allows better and earlier control and avoids dealing with multiple branches and 
tributaries. 

A toothed forceps (5 mm) is used to grasp the proximal end of the divided ureter. 
With caudal and lateral traction on the proximal end of the ureter, the anterior sur- 
face and medial border of the renal pelvis are dissected to expose the renal vessels. 
Using the endoscopic forceps, lateral traction along the medial aspect of the anterior 
surface of the kidney helps stretch the renal hilum to free it further, especially the 
upper, lower, and posterior sides. The renal vein appears first, followed by the renal 
artery posterosuperiorly. 
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Control of the Renal Pedicle 

The renal artery is secured between endoscopic clips and cut, leaving two to three 
clips toward the stump side. In most cases the vein is too wide, so an endoscopic 
stapler is most useful. The stapler is used for simultaneous stapling and division of 
the vein. Another method to control the renal vein is to shrivel it using a ligature 
followed by clipping with a Hem-o-lok® (Teleflex Medical, Research Triangle 
Park, NC). This step combines advantages of suture ligation and clips with a locking 
mechanism and is important to shrivel a vein of any diameter to allow safe applica- 
tion of clips [18]. The main argument against the routine use of clips to ligate the 
pedicle is the relative ease with which clips may be dislodged. This drawback is 
overcome by using clips with a locking mechanism at the tip, such as the Hem-o- 
lok®, Laparo-clip (Tyco Healthcare, Mansfield, MA) and Absolok Plus (Ethicon 
Endo-Surgery, Cincinnati, OH). In addition, clip length is usually not adequate to 
occlude a large vein completely [18]. 

Sometimes the vessels are surrounded by a dense fibrous reaction and an attempt 
to separate the artery from the vein seems difficult and hazardous. In this situation, 
division of the renal pedicle en mass using the endoscopic stapler may be accom- 
plished. Although en bloc ligation of the renal pedicle has been potentially impli- 
cated in the postoperative development of arteriovenous fistula (AVF), [19] the 
possibility of its development is remote due to the presence of dense, intervening 
tissue between the vessels. This has been supported by other reports that have stud- 
ied the possibility of AVF development after en bloc ligation of the renal hilum 
[19-21]. 

In some cases, the gonadal vein is identified either crossing the right ureter ante- 
riorly or lying medially alongside the upper left ureter. Both can be dissected and 
clamped with a 9-mm endoscopic clip and incised when necessary, but this must be 
done 2 cm away from the renal vein to avoid future problems with the applying the 
endoscopic stapler to the renal pedicle. 

Gerota’s fascia is identified by its orange yellow color and is incised to expose 
the renal surface. The plane between the fascia and the kidney is easily dissected 
with a combination of blunt and sharp dissection. One should avoid dissecting along 
the lateral border of the kidney initially, as early division of these attachments 
allows the kidney to drop medially and may hinder hilar dissection. To facilitate 
dissection of the upper pole, a fan-shaped retractor is passed to elevate the liver on 
the right side or the spleen on the left side. 

After complete dissection of the kidney, a folded laparoscopic retrieval bag is 
introduced through the 12-mm port. The bag is folded around the 5-mm forceps in 
a clockwise direction. After introduction of the sac in the peritoneal cavity, it is 
unfolded in a counterclockwise direction. The mouth of the bag is kept open using 
two pairs of toothed forceps. Using a strong claw forceps, the kidney is thrown 
inside the sac. The mouth of the sac is closed by applying traction on the nylon 
thread, and it is pulled to the outside through the 12-mm port site. To extract the 
kidney, a combination of strong forceps and blunt-ended scissors is used to frag- 
ment the renal tissue. The kidney may be placed in an organ sack and retrieved 
intact through an extended skin incision [6, 13]. 
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Fig. 6.5 Patient positioning for retroperitoneal laparoscopic nephrectomy (From Bishoff and 
Kavoussi [46]. Copyright Elsevier 2007) 


After the specimen retrieval is completed, a fingertip can be placed into the port 
through which the kidney was removed. Pneumoperitoneum is reestablished, and a 
final inspection of the intra-abdominal contents is performed. One must remember 
to decrease the intra-abdominal pressure to 7 mmHg to confirm hemostasis prior to 
exiting the abdomen. Fixation of an 18 F tube drain is done through the site of the 
most lateral port. The 5-mm ports are then removed under direct vision, and the 
remaining 10-mm port withdrawn with the laparoscope within it to observe the 
edges of the port during removal. All 12-mm ports should have fascial closure. 

Advantages of the transperitoneal approach include more space to perform the 
surgery and easily identifiable anatomical landmarks. Therefore, the learning curve 
for the procedure is shorter and large kidneys are easier to manipulate in the large 
peritoneal space. However, there are some disadvantages, such as formation of 
intra-abdominal adhesions, contamination of the peritoneal cavity by urine, risk of 
injury to the intra-abdominal organs, and increased risk for bowel herniation com- 
pared to the retroperitoneal approach [4, 17]. 


Retroperitoneal Laparoscopic Nephrectomy 


The same positioning steps in the transperitoneal approach are applicable for the 
retroperitoneal approach. The patient is placed in a lateral position (Fig. 6.5). 


Creation of the Retroperitoneal Space 

Gaur described the first technique for creation of the retroperitoneal space. The 
dissecting balloon is made with a number 8 red rubber catheter and a number 7 
surgeon glove, where one end of the catheter is fed into the glove (which then 
becomes the balloon) while the other end is attached to the pneumatic pump of a 
blood pressure apparatus. A 2-cm skin incision is made just above the iliac crest in 
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Fig.6.6 Creation of the 
retroperitoneal space 
using a balloon (From 
Hsu et al. [47]. Reprinted 
with permission from 
Mary Ann Liebert, Inc.) 


the midaxillary line. Blunt dissection is done down to the retroperitoneal space 
using artery forceps and occasionally, a finger. A curved artery forceps grasps the 
tip of the balloon and places it in the retroperitoneal space. The balloon is inflated 
using a pneumatic pump until a bulge appears in the abdomen. During this proce- 
dure, the balloon pressure is intermittently increased to 110 mmHg then decreased 
to 40-50 mmHg. The balloon is left inflated for 5 min to achieve hemostasis, then 
deflated and removed [2]. 

Rassweiler et al. described another technique where a 15—18 mm skin incision is 
made in the lumbar (Petit’s) triangle between the 12th rib and the iliac crest. A tun- 
nel is created down to the retroperitoneal space using blunt dissection. Three meth- 
ods were described to dissect the retroperitoneum: The first method uses a latex 
balloon formed from the middle finger of surgical glove on an 18 F catheter. The 
second method uses a balloon trocar system that consists of a latex balloon ligated 
to an 11-mm metal trocar sheath (Fig. 6.6). The third method uses the index finger 
exclusively to dissect the retroperitoneal space (Fig. 6.7) [4, 22]. 

Gill et al. made a 1.5-2 cm incision immediately anterior to the tip of the 12th 
rib. The posterior lumbodorsal fascia is incised between stay sutures, muscle layers 
are bluntly separated and the anterior fascia is incised under vision. A fingertip is 
then inserted through the incision, the lower pole of the kidney is palpated, and a 
retroperitoneal space is created [23]. 

El-Kappany et al. made a 2-cm subcostal incision one fingerbreadth below the tip 
of the last rib. The incision is deepened by cutting or splitting the muscle until the 
white, glistening lumbar fascia is identified. The fascia is sharply incised to reach 
the retroperitoneum. Using the index finger for blunt dissection, a small retroperito- 
neal space is created to facilitate placement of the dissection balloon. A simple toy 
balloon of 1.5 L capacity is connected to an 18-F Nelaton catheter using double 
ligatures of number 0 silk sutures. The balloon is introduced into the retroperito- 
neum and inflated using sterile saline. It is kept inflated for 5-10 min to allow for 
more dissection and hemostasis of the retroperitoneum [24]. 

El-Ghoneimi et al. published their experience in infants. They made an incision 
1.5-cm long and at | cm from the tip of the twelfth rib. Gerota’s fascia is approached 
by a muscle-splitting incision with blunt dissection, and then opened under direct 
vision. The first trocar (5 or 10 mm) is introduced directly inside the opened Gerota’s 
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Fig. 6.7 Creation of the 
retroperitoneal space 
using a finger (From Hsu 
et al. [47]. Reprinted with 
permission from Mary 
Ann Liebert, Inc.) 


fascia. A working space is created by gas insufflation dissection and the first trocar 
is fixed with a purse-string suture applied around the deep fasciato to ensure an 
airtight seal [25]. 


Port Distribution 

A 10-mm blunt trocar is fixed at the site of the first incision. To prevent gas leakage, 
the muscles around the port must be closed using simple sutures, and two mattress 
sutures (number | silk) must be used to close the skin incision and fix the port in 
place. CO, insufflation is initiated through this port to maintain the pressure in the 
retroperitoneal space between 10 and 15 mmHg. The laparoscope is introduced 
through this port to facilitate fixation of another two ports under direct vision. The 
second port (12 mm) is fixed anterior to the first port at the same subcostal line. The 
third port (10 mm) is fixed one fingerbreadth above the anterior superior iliac spine. 
The third port is used for the laparoscope, and the first and second ports are used for 
dissection and manipulation (Fig. 6.8). 


Operative Steps 

The main landmark for orientation is the psoas muscle. This marks the posterior bound- 
ary of dissection, which is the first area to be tackled. A fibrous outer layer of Gerota’s 
fascia is incised near the medial border of the psoas muscle to expose the perirenal fat. 
The incision is extended upward to expose the kidney, and downward to expose the 
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for retroperitoneal 
laparoscopic nephrectomy 
(From El-Kappany et al. 
[24]. With kind 
permission of Springer 
Science + Business 
Media) 


Fig. 6.8 Port distribution | 
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ureter. The ureter appears as a white band anteromedial to the psoas muscle, with its 
surrounding vascular supply. The ureter is divided between endoscopic clips. If the 
ureter is followed up to the kidney (with dissection of the perirenal fat), the renal pelvis 
will be exposed. Here, the renal artery appears first and is posterosuperior to the renal 
vein. The gonadal vessel appears clearly on the left side of this vein. On both right and 
left sides, gonadal veins appear medial to the ureter when they reach the renal hilum. 
Then the procedure is completed as outlined in the transperitoneal technique. 

The kidney is usually extracted without fragmentation from the initial subcostal 
incision in view of its small size. With average- or large-sized kidneys, entrapment 
and extraction are performed in a manner similar to the transperitoneal approach. 
Specimen extraction can be done by placing it in a laparoscopic retrieval bag or an 
organ entrapment bag, or intact removal of the specimen by enlarging the primary 
port or connecting two ports to make a large incision. 

The retroperitoneal approach has many advantages. Since the peritoneal cavity is 
not entered, there is no risk of forming postoperative adhesions. There is also no risk 
of contamination of the peritoneal cavity with the contents of the urinary tract. 
There is a decreased risk of injury to the intraperitoneal organs and there is no need 
for retraction of the intra-abdominal viscera. As there is no need to mobilize the gut 
to expose the urinary tract, there is no postoperative ileus and hence a shorter con- 
valescence [26]. Access to the site of lesion is direct as the kidney is a retroperito- 
neal structure. Less trocar punctures are needed as there are fewer requirements for 
retraction. The approach is safe even in patients with history of intraperitoneal sur- 
gery. There is less incidence of bowel herniation than with the transperitoneal 
approach [3, 4, 17, 27]. Disadvantages include a smaller working space, and more 
difficult identification and exposure of some anatomical structures. More experience 
and a longer learning curve are needed for this approach as there are few landmarks 
in the retroperitoneum. This space is sometimes obliterated in patients with inflam- 
matory pathologies such as pyelonephritis [3, 4, 17]. 
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Difficulties in Laparoscopic Nephrectomy 
Laparoscopic Nephrectomy for Inflammatory Renal Conditions 


Although the term “simple” is associated with nephrectomies that are performed for 
benign indications, this description continues to be one of the great misnomers in 
the field of urologic surgery. Inflammation, fibrosis, and scarring often affect the 
involved kidney, making the process of dissection much more difficult than that of 
the typical radical nephrectomy. When present, these factors make the laparoscopic 
approach to the simple nephrectomy a challenge for even the most experienced 
laparoscopic surgeons. 

Perirenal and perihilar fibrosis is a common finding in infectious and inflamma- 
tory renal conditions such as pyonephrosis, tuberculosis, and XGP, making laparo- 
scopic dissection challenging [4, 13]. The theoretical advantages of the laparoscopic 
approach for inflammatory renal diseases have been questioned and were consid- 
ered a relative contraindication to laparoscopy [28]. 

The best laparoscopic approach for inflammatory renal conditions remains con- 
troversial. Whereas the retroperitoneal approach has been advocated for managing 
renal tuberculosis and other inflammatory renal conditions [29, 30], in many cases 
the transperitoneal approach provides superior exposure and more working space 
for difficult dissection. Thus, the transperitoneal approach has been advocated for 
XGP. A theoretical advantage of the retroperitoneal approach is the lack of intra- 
peritoneal contamination with infectious material, as in pyonephrosis and tubercu- 
lous kidney. In previous series, two cases of spillage of tuberculous material were 
reported, although at follow up no disseminated or systemic disease was identified 
[28, 31]. However, no difference was noted in the transperitoneal and retroperito- 
neal approaches for tuberculous kidneys [30, 31]. 


Technical Considerations in Laparoscopic Nephrectomy 

for Inflammatory Renal Diseases 

1. Open access placement using the Hasson technique via the periumbilical or 
primary retroperitoneal approach has been recommended for tuberculous kidney. 
Alternatively, initial subcostal access may be achieved to establish pneumoperi- 
toneum [32]. 

2. Hydraulic distension using a balloon was found to be more effective than pneu- 
matic distension during creation of the retroperitoneal space. 

3. The hilum first approach is useful when dense perinephric adhesions are present 
as perihilar scarring makes dissection of the renal vessels difficult. A direct 
approach to the hilum without dissecting the kidney is crucial to minimize oozing 
[33]. The vessels are controlled outside the fascia just above the psoas muscle if 
it is not possible to identify the pedicle after incising the fascia. After controlling 
the pedicle, the kidney dissection continues inside the fascia. If adhesions make 
this impossible, the dissection is carried out outside the fascia as in radical 
nephrectomy. 
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4. En-bloc control of the renal hilum using the stapler can be performed. The hilum 
can be transected and secured with Endo-GIA staples without dissecting indi- 
vidual hilar structures [32]. 

5. Subcapsular nephrectomy can be used with severe adhesions around the kid- 
ney. Adhesions between the renal capsule and parenchyma are not as serious as 
those between the kidney and perirenal tissues. This operational style avoids 
perirenal adhesions that may be present in the subcapsular space. The renal 
fibrous membrane is cut along the renal hilum, and the fat and fibrous tissues 
are separated to decrease the size of the renal pedicle. The renal pedicle is then 
thin enough to be controlled with an endoscopic linear cutter. This maneuver 
solves the problem of a broad renal pedicle that cannot be cut off in a laparo- 
scopic operation [34]. 

6. Dissection outside of Gerota’s fascia has been reported to facilitate the proce- 
dure, especially in cases of chronic pyelonephritis with kidneys harboring stones. 
Intra-Gerotal dissection may be difficult. In such cases, dissection at the extra- 
Gerotal plane is better conducted to avoid the severe perirenal adhesions. 

7. In patients with percutanous nephrostomy, after creation of the retroperitoneal 
space, division of the percutaneous nephrostomy tract in the retroperitoneum is 
helpful. This allows the kidney to be pushed forward and creates a larger retro- 
peritoneal space [33]. 

8. Recently, laparoscopic nephrectomy was reported in most cases of inflammatory 
renal conditions. A higher conversion rate and longer operative time should be 
expected. Early conversion may be required due to failure to progress, but blood 
loss, hospital stay, and analgesia requirements are lower compared to the open 
approach [35]. 


Laparoscopic Nephrectomy in Patients with Previous 
Abdominal Surgery 


Abdominal surgery promotes the formation of adhesions that may distort tissue 
planes, alter the position of anatomical landmarks and fix bowel to the anterior 
abdominal wall, making subsequent laparoscopic access and dissection more diffi- 
cult. Therefore, it may be difficult to place the Veress needle due to abdominal wall 
adhesions. Abdominal scars may necessitate placing trocar sites at alternative sub- 
optimal positions, potentially increasing the possibility of vascular injury while 
obtaining access, and hindering instrument manipulation during the procedure [36]. 

Dissection of adhesions may increase the risk of bleeding and bowel injury. In 
addition, the distortion of normal anatomy may decrease visibility during the proce- 
dure. Technical considerations such as these have prompted many initial reports in 
the general surgical literature to cite previous abdominal surgery as an exclusion 
criterion to laparoscopy [37]. 

Previous surgery at the same anatomical site is associated with longer operative 
time and increased hospital stay compared with patients with no history of surgery 
and surgery at a different location. Longer operative time was likely associated with 
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the increased difficulty of laparoscopic surgery in an anatomical region previously 
subjected to operative dissection [38]. 

Patients with previous history of abdominal surgery were more likely to receive 
blood transfusions. This trend was likely related to increased age and higher degree 
of medical co-morbidity. However, there were no significant differences in opera- 
tive blood loss, the rate of operative conversion, or the rate or operative complica- 
tion. Therefore, previous abdominal surgery does not appear to adversely affect the 
performance or safety of subsequent urological laparoscopy [36]. 

In another report regarding transperitoneal laparoscopic simple nephrectomy in 
patients with history of previous abdominal surgery, there was no significant differ- 
ences in operative time, estimated blood loss or overall complication rate. The only 
significant difference was a longer hospital stay in patients with previous abdominal 
surgery [39]. 


Technical Considerations in Patients with Previous 

Abdominal Surgery 

1. The retroperitoneal approach to laparoscopic nephrectomy is preferred over the 
transperitoneal approach as there is no difference in regard to operative times, 
blood loss or hospital stays between patients with a history of abdominal surgery 
and those with no history of abdominal surgery [40]. 

2. The first port must be away from the scar of previous surgery. 

3. Open insertion of the first port or using optical access trocars may prevent bowel 
injury. 


Laparoscopic Nephrectomy for Giant Hydronephrosis 


Giant hydronephrosis is defined as a kidney containing more than 1,000 mL fluid in 
the collecting system. Radiologically, these kidneys meet or cross the midline, 
occupy a hemi-abdomen or extend more than five vertebral lengths. The most com- 
mon cause of giant hydronephrosis is ureteropelvic junction obstruction which is 
the etiology in about 80% of cases [41]. 

Initial operator disorientation occurs because of the large hydronephrotic sac that 
occupies the retroperitoneum, obscuring the standard landmarks for surgery. Thus 
reorientation is needed once preliminary dissection is completed and the kidney is 
deflated. 


Technical Considerations in Laparoscopic 

Nephrectomy for Giant Hydronephrosis 

1. The transperitoneal approach is more appropriate than the retroperitoneum 
approach because of the larger cavity of the peritoneum. 

2. Percutaneous aspiration of the fluid inside the hugely dilated pelvicalyceal sys- 
tem is advised to help develop adequate working space. Aspiration can be per- 
formed prior to pneumoperitoneum by passing a long percutaneous needle 
through the renal angle. Alternatively, using a Veress needle is an efficient way 
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of achieving kidney decompression. In cases where the hydronephrotic kidney 
will not interfere with port placement, the kidney can be decompressed after 
initial dissection using laparoscopic suction because the tense hydronephrotic 
sac helps in the identification of the perirenal plane. 


. Adequate retraction of the collapsed renal sac is important to identify the renal 


pedicle. If further dissection cannot be achieved intracorporeally, bringing the 
sac out through an anterior port (extracorporeal retraction) aids in ease of retrac- 
tion and hilar dissection. The port site needs to be enlarged to about 2-3 cm 
depending on the bulk of the kidney, since a large incision can lead to a gas leak. 
Once the kidney is fully mobilized and the vessels are clipped, it can be delivered 
through the same port by further enlarging the incision if needed. The laparo- 
scopic retrieval bag is not needed in these cases as the collapsed kidney can be 
delivered after minimally enlarging the port site [42]. 


Laparoscopic Nephrectomy in Obese Patients 


Obese patients have higher rates of postoperative complications, including nosoco- 
mial infections, wound infections and wound dehiscence. However, Matin et al. did 
not find an association between body mass index (BMI) and surgical or postopera- 
tive complications [43]. Doublet et al. also documented that laparoscopic nephrec- 
tomy is safe and effective in obese patients [44]. 


Technical Considerations in Laparoscopic 
Nephrectomy in Obese Patients 


1. 
2. 


mE 


Extra care should be used in positioning obese patients. 

Optimal ventilation is mandatory because pneumoperitoneum makes the already 
impaired respiratory movements in obese patients more difficult. 

Adequate padding for pressure points is necessary. 

Less bend is usually used in the operative table with obese patients. 


. Ports are inserted more laterally in patients with large abdominal girth [45]. 
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Difficulties in Transperitoneal 
Laparoscopic Radical Nephrectomy 


Rakesh V. Khanna and Robert J. Stein 


Laparoscopic radical nephrectomy has gained widespread acceptance as the 
standard of care for localized renal cell carcinoma. Since its inception, the technique 
has continued to evolve and, therefore, it is not surprising that variations in technique 
exist. 

Relative contraindications to laparoscopic radical nephrectomy include vena 
cava thrombus, bulky adenopathy, locally invasive tumors, and significant cardio- 
pulmonary disease. Uncorrected coagulopathy is an absolute contraindication to 
laparoscopic nephrectomy. 

Complications from laparoscopic transperitoneal nephrectomy (e.g., bowel 
injury, barotraumas) are discussed elsewhere in this book. The aim of the present 
chapter is to detail difficulties encountered intraoperatively and to provide practical 
methods on how they can be resolved. Each step of radical nephrectomy is described 
and potential difficulties dealt with. 


Patient Positioning 


The patient is positioned in a modified flank position with all pressure points pad- 
ded. While the patient should be positioned over the break in the bed and the table 
flexed, excessive flexion is not required and may potentially increase the risk of 
rhabdomyolysis, especially in obese patients. 
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Access 


A number of different approaches with regard to radical nephrectomy have been 
devised. In general this includes between three and five ports: one camera port, two 
working ports, one assistant port for retraction/elevation, and one port for liver 
retraction. Access can be obtained either by using a Veress needle or an open Hassan 
technique. If using a Veress needle, prior to insufflation, a drop test, aspiration, and 
advancement test should be performed. Correct placement is confirmed under con- 
ditions of low flow of insufflant, low intraabdominal pressure (generally less than 
8 mm Hg), and uniform abdominal distension. 

If blood can be aspirated upon insertion of the Veress needle, raising concern of 
great vessel injury, the veress needle should be closed and left in place in order to 
identyfy the site of injury. A laparoscopic or open technique can be used to inspect 
the site of injury. Observation may be elected if there is a non-expanding henato- 
mec. In general, if uncertainty exists with regard to Veress needle placement, an 
open Hassan technique should be performed. 

In order to avoid injury to the epigastric artery, trocars should, in general, be 
placed either in the midline or lateral to the rectus muscle. 


Bowel Mobilization 


The line of Toldt is incised and the colon is mobilized medially to expose the kid- 
ney. On the right side, the duodenum is Kocherized and the liver is elevated and 
retracted cranially using a liver retractor or a grasper attached to the abdominal side 
wall. On the left side to provide optimal exposure, the pancreas and spleen must be 
mobilized medially. The lienorenal, phrenicocolic, and splenic attachments to the 
diaphragm should be divided so that the spleen is able to fall away medially with the 
aid of gravity. 

When performing bowel mobilization, care should be taken to avoid injury to the 
duodenum or liver on the right side, and to the pancreas and spleen on the left side. 
Minor bleeding from the spleen or liver can be controlled by using argon beam 
coagulation or by applying compression with any of a number of hemostatic agaents. 
If an especially severe splenic laceration is noted, splenectomy can be considered 
with appropriate vaccinations administered prior to hospital discharge. 

Difficulties with bowel mobilization consist initially of lysis of adhesions. Using 
a laparoscopic bowel grasper to provide gentle traction, adhesions are divided using 
cold scissors. Adhesions should be divided as close as possible to the peritoneal wall 
to avoid inadvertent bowel injury. 

Attention is then turned to mobilization of the colon regardless of the side of 
nephrectomy. This is performed by identifying the lateral edge of the colon and dis- 
secting this from the Gerota’s overlying the kidney and ureter. A common mistake 
is to begin dissection lateral to the kidney. The lateral attachments of the kidney 
should be maintained until much later in the procedure in order to allow for optimal 
hilar exposure. 
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Colon 


Gerotta’s 


Fig. 7.1 Identifying the correct plane between the mesentery of the bowel and Gerota’s fascia. 
This is performed by recognizing a difference in color and texture between the perirenal fat and the 
bowel mesentery. This is easier to appreciate by grasping the bowel mesentery using laparoscopic 
graspers and pulling the mesentery in an anteromedial direction (Reprinted with permission, 
Cleveland Clinic Center for Medical Art & Photography © 2010. All Rights Reserved) 


Identifying the correct plane between the mesentery of the bowel and Gerota’s 
fascia can be difficult (Fig. 7.1). This is performed, however, by recognizing a dif- 
ference in color and texture between the perirenal fat and the bowel mesentery. 
Additionally, the correct plane should be relatively avascular. Using a laparoscopic 
grasper, the bowel mesentery is grasped and pulled anteromedially in order to 
expose the plane of dissection. If significant bleeding is encountered, this is usually 
indicative that one is dissecting within an improper plane and one is within the 
bowel mesentery. 

Identification of full-thickness bowel injury is critical. If this is noted, consider- 
ation can be given to primary repair in two layers with permanent sutures. It is the 
authors’ standard practice to ask for an intraoperative general surgery consultation 
in this event. If there is only an injury in the serosal layer, oversewing with perma- 
nent suture should be performed. 


Identification of the Ureter 


The ureter is located anterior to the psoas muscle within the lower pole cone of 
Gerota’s fat. The identification of the gonadal vein is a reliable landmark as the 
ureter will lie posterior and lateral to this vein. The ureter is isolated and traced 
superiorly to the renal hilum. 

At times, especially when a lot of retroperitoneal fat is present, isolation of the 
ureter can be difficult. In such instances one should proceed by first identifying the 
psoas muscle and then the gonadal vein. The ureter will lie anterior to the psoas 
muscle and posterior to the gonadal vein. If uncertain, the ureter can be 
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differentiated from the gonadal vein by recognizing that the ureter will often peri- 
stalse after manipulation. 

On the right side, the insertion of the gonadal vein into the inferior vena cava can 
be a source of significant bleeding if avulsed. This can be avoided by dissecting the 
gonadal vein medially away from the ureter. Otherwise the gonadal vein can be 
clipped and divided. If bleeding is encountered secondary to an avulsed gonadal 
vein, the area of bleeding should be grasped using a laparoscopic grasper or vascu- 
lar clamp. This can then be controlled either by applying a clip or by suture ligation. 
Application of a Hem-o-lok® clip (Teleflex Medical, Research Triangle Park, NC) 
partially on the renal vein should not be attempted as the distal locking portion of 
the clip can severely injure the vessel. Instead, titanium clips can be attempted in 
this situation. 

A critical point for left-sided nephrectomy is that the aortic pulse should be iden- 
tified and all dissection carried out lateral to this. Dissection medial to the aorta 
increases the risk of inadvertent injury or transection of the superior mesenteric 
artery. 


Hilar Dissection 


A thorough review of preoperative imaging should be undertaken to provide an idea 
of: (1) relative position of artery and vein, (2) the number of arteries and veins, and 
(3) the possibility of renal vein thrombus. If a renal vein thrombus is suspected, 
intraoperative ultrasound must be available. 

It must be stressed that the key to hilar dissection is to proceed in a meticulous 
fashion. In this respect, the authors prefer to use hook electrocautery, as opposed to 
scissors or the harmonic scalpel, as this provides for a more accurate dissection. 

Hilar dissection requires that the kidney be retracted anterolaterally in order to 
place the hilum on gentle tension and that the bowel be fully mobilized medially in 
order to have optimal exposure. 

Intraoperatively, the key to hilar dissection begins by first identifying the gonadal 
vein as on the left side it will lead to the left renal vein. The renal vein will usually 
be anterior to the renal artery. As one approaches the renal vein on the left side, 
often a posterior lumbar vein will be present. Care must be taken as significant 
bleeding can occur if this vein is disrupted. Often by clipping and dividing the lum- 
bar vein, greater exposure will be achieved for identification and dissection of the 
renal artery. Furthermore, if the gonadal vein is to be ligated, this should not be done 
too close to the renal vein as clips may interfere with stapler firing and if hemor- 
rhage occurs from the gonadal vein, a greater length of vein is available for 
control. 

After the vein has been identified, focus is turned towards the renal artery. On 
the left side, before transecting an artery, it must be established that the artery is 
not the superior mesenteric artery. This can be established by ensuring that the 
artery travels to the kidney and that all dissection is being carried out lateral to the 
aorta. 
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Fig. 7.2 Difficult access to the renal artery. If unable to access the renal artery, dissection may 
proceed by staying directly on the posterior aspect of the renal vein. The tissue posterior to the 
renal vein will contain the renal artery and can be taken with the endovascular stapler (Reprinted 
with permission, Cleveland Clinic Center for Medical Art & Photography © 2010. All Rights 
Reserved) 


Difficulties with this part of the procedure include (1) being unable to dissect the 
vein and artery separately, (2) dealing with a complex hilum (i.e., multiple arteries 
and veins), (3) the presence of a renal vein thrombus, (4) being unable to dissect the 
hilum secondary to hilar adenopathy, and (5) bleeding. 

If access to the renal artery is difficult secondary to the presence of the renal 
vein, dissection may proceed by staying directly on the posterior aspect of the 
renal vein. Two tissue packets are created. The posterior packet will contain the 
artery and can be taken with the endovascular stapler followed by another firing 
on the anterior packet containing the renal vein (Fig. 7.2). When firing the stapler, 
one must stay lateral to the great vessels. In addition, before firing the endovascu- 
lar stapler, one must ensure that the endovascular stapler is free of any clips and 
that the tissue packets are thin as these situations can cause misfiring. Otherwise, 
if partial arterial exposure can be achieved, a clip can be applied across the artery 
but not divided. Subsequently, the vein is stapled and divided to fully expose the 
renal artery. Additional clips to the artery can then be applied and the artery 
divided. Lastly, if the renal artery and vein packet cannot be separated, but can be 
thinned, consideration can be given to en bloc transection of the hilum using the 
endovascular stapler. An increased incidence of arteriovenous fistula formation 
has not been reported. However, if this is being performed and the stapler is being 
fired from a medial to lateral direction, the psoas muscle both superior and infe- 
rior to the renal vein should be visualized to ensure that the entire renal hilum has 
been taken. 

If the artery and vein are taken separately, after division of the artery, a laparo- 
scopic bowel grasper can be placed across the renal vein. If the renal vein remains 
collapsed, there is unlikely to be any additional arterial supply. However, if the renal 
vein fills, a search for accessory arteries should be performed. 
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In cases in which a renal vein thrombus is suspected, this can be confirmed by intra- 
operative ultrasound. Tumor thrombus will often retract after ligation of the renal artery. 
In right sided nephrectomies, one may isolate and clip the renal artery early in the pro- 
cedure in the interaortocaval location. This not only may cause tumor thrombus retrac- 
tion, and therefore provide a greater area in which the endovascular stapler may be fired, 
but will also aid in decreasing bleeding that may arise from large collateral vessels. After 
ligation of the renal artery, Doppler ultrasound of the renal vein is performed. The vas- 
cular stapler must be applied distal to the area of the thrombus. If unsure about stapler 
positioning, consideration should be given to performing an open procedure. 

At times dissection of the hilum will be impossible (i.e., secondary to large ade- 
nopathy). In this circumstance, application of the stapler across the hilum and nodal 
tissue is not advised as a large tissue packet can result in stapler misfiring. In such a 
situation, if unable to perform a nodal dissection, strong consideration should be 
given to open conversion. 

If bleeding is encountered, the first step is to remain composed. Grasping the 
lacerated vessel, pressure, packing with a surgical sponge, and application of a 
hemostatic matrix may be attempted. Furthermore, intra-abdominal pneumoperito- 
neum can be increased to 20 mmHg. A clip can be placed but only if safe placement 
is assured. As stated previously, placement of a Hem-o-lok® clip only partially across 
a vessel should not be done as the distal locking end will cause severe vascular injury. 
If unsure of safe placement of a Hem-o-lok® clip, a titanium clip can be attempted. If 
this results in control of bleeding, attention can be turned to another part of the case 
and this area can be reassessed at a later time. Otherwise, depending on one’s level 
of expertise, intracorporeal suture ligation may be attempted. Application of a Hem- 
o-lok® clip to the distal suture end will aid in suturing by cinching down tissues and 
obviating the need for intracorporeal knot tying initially. Once a figure-of eight 
suture is placed, the Hem-o-lok® clip can be loosened and the clip cut from the suture 
and knots tied to secure the suture. In addition, another alternative includes insertion 
of an additional trocar. A laparoscopic Satinsky clamp may be placed through this 
trocar to obtain control. Definitive management can then be obtained, whether by 
clips, stapling, or suture ligature, under controlled conditions. On the right side, a 
laparoscopic vascular clamp must always be available in case emergency clamping 
of the vena cava is required. One must always keep in mind patient safety and if 
required one should not hesitate to convert to an open surgery. At least partial control 
of the hemorrhage with a laparoscopic instrument is optimal during open conversion 
in order to limit blood loss and also provide a landmark for rapid identification of site 
of hemorrhage once open exposure is established. 


Upper Pole Mobilization 


After hilar dissection, the remaining attachments of the kidney include the adrenal 
gland and the upper pole. The upper margin of dissection will depend on whether 
the adrenal gland is to be preserved. 
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Difficulties with this part of the procedure include dissecting within the correct 
plane between the adrenal gland and kidney (if the adrenal is to be preserved) or 
being unable to reach the upper part of the kidney secondary to a large tumor 
mass. 

If the adrenal is to be removed en bloc with the kidney on the right side, the 
adrenal vein must be divided. Care must be taken as the adrenal vein on the right 
side drains directly into the inferior vena cava, is of short length, and can easily be 
avulsed. On the left side the medial edge of the adrenal gland should be identified 
and dissection should proceed superiorly and posteriorly. 

Usually at this point in the procedure the kidney is freely mobile. Using a grasper, 
caudal traction can be placed on the kidney and the remaining attachments divided. 
If significant attachments remain, a stapler can be applied to fully mobilize the 
upper pole of the kidney. In situations with a large upper pole tumor, superior access 
can be difficult. Yet in nearly all cases a dissection plane exists between the mass 
and liver or spleen. 

During upper pole dissection, care should be taken to avoid diaphragmatic injury. 
This should be suspected in the presence of increasing ventilatory difficulty or para- 
doxical diaphragmatic movements intraoperatively (the “bellows sign”). This can 
be closed using a figure-of-eight suture after a 14-F red rubber catheter is placed 
through one of the ports into the pleural space. The distal end of the catheter is 
placed under water. Pneumoperitoneum is reduced to 5 mmHg and the anesthesiolo- 
gist is instructed to give the patient a large inspiration to expel the pleural air. After 
the air has been evacuated, the catheter is removed and the figure-of-eight suture 
tied down simultaneously. 


Specimen Removal 


After the upper pole has been mobilized, the ureter is divided and the specimen 
placed in an entrapment sac. It is the authors’ practice not to morcellate the 
specimen when a radical nephrectomy is performed for tumor. The specimen 
may be removed though one of the port sites or a Gibson or Pfannensteil 
incision. 

After specimen retrieval, hemostasis is verified with an intra-abdominal pneu- 
moperitoneum of 5 mmHg. The trocars are removed under direct vision to ensure 
that no port site bleeding is present. 


Conclusion 
Though present for many years, laparoscopic transperitoneal nephrectomy 
remains a challenging technique. Patient safety and oncological control must 
not be compromised. However, it is hoped that after reading this chapter, the 
reader will have learned additional maneuvers to help perform this 
procedure. 
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Difficulties in Retroperitoneal 8 
Laparoscopic Radical Nephrectomy 


Ricardo Brandina, Andre Berger, Robert J. Stein, 
and Inderbir S. Gill 


Introduction 


Laparoscopic radical nephrectomy is now routine practice for management of 
patients with localized renal cell carcinoma. Compared with open radical nephrec- 
tomy, the laparoscopic approach is associated with comparable operative time, 
decreased blood loss, superior recovery, improved cosmesis, and equivalent cancer 
control over a long-term follow-up [1-3]. 

Even though the retroperitoneal approach has a smaller working space, it offers 
several unique advantages, including expeditious access to renal artery and vein 
allowing early ligation, extrafascial mobilization of the kidney, and en bloc removal 
of the adrenal gland, recapitulating the principles of open surgery [4]. 


Technique 
Preoperative Evaluation 
The patient’s cardiorespiratory status, coagulation profile, history of prior operations, 


and bone or spinal abnormalities needs to be assessed. The authors’ preoperative 
bowel preparation comprises two bottles of magnesium citrate administered the 
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evening before the surgery. The patient reports to the hospital on the morning of 
surgery. Broad-spectrum antibiotics are administered intravenously 2 h preopera- 
tively and intermittent compression stockings are placed bilaterally. 


Necessary Instrumentation 


e One 10-mm 30° laparoscope 

e One 10-mm trocar-mounted balloon dissection device (Origin Medsystems, Inc., 
Menlo Park, CA) 

e One 10-mm Bluntip trocar (Origin Medsystems, Inc., Menlo Park, CA) 

e Two 10-12-mm trocars 

e One 5-mm electrosurgical monopolar scissors 

e One 5-mm electrosurgical hook 

e One 5-mm atraumatic grasping forceps (small bowel clamp) 

e One 10-mm right-angle dissector 

e One 10-mm three-pronged reusable metal retractor (fan-type) 

e One 11-mm endoclip applier 

e One 12-mm articulated ENDO GIA™ vascular stapler (Covidien, Mansfield, MA) 

e One 5-mm irrigator/aspirator 

e One 15-mm ENDO CATCH™ II bag (Covidien, Mansfield, MA) 

e One Weck clip applicator with disposable clip cartridges (Teleflex Medical, 
Research Triangle Park, NC) 


Patient Positioning 


The patient is firmly secured to the operating table in a 90° full flank position after 
general anesthesia and Foley catheter placement. All bony prominences are meticu- 
lously padded and extremities carefully placed in neutral position to minimize post- 
operative neuromuscular sequelae. The kidney bridge is elevated moderately, and 
the operating table is flexed somewhat to increase the space between the lowermost 
rib and the iliac crest. To guard against development of neuromuscular spinal prob- 
lems, the authors make every attempt to minimize the time period for which the 
patient is placed in the lateral decubitus flexed position. 


Operation Room Setup 


The surgeon and the camera operator (assistant) stand facing the patient’s back. 
The surgeon stands toward the patient’s feet, while the assistant stands toward 
the patient’s head. The cart holding the primary video monitor, CO, insufflator, 
light source, and recorder is placed on the side of the table contralateral to the 
surgeon. The scrub nurse is positioned toward the foot end of the operative 
table. 


8 Difficulties in Retroperitoneal Laparoscopic Radical Nephrectomy 83 


Fig. 8.1 Port placement during right retroperitoneoscopy radical nephrectomy. (A) Primary 
10-mm port is placed at the tip of 12th rib. (B) 10-/12-mm port is placed at junction of lateral 
border of the erector spinae muscle with underside of 12th rib. (C) 10-/12-mm port is placed three 
fingerbreadths cephalad to iliac crest, between mid and anterior axillary lines (Reprinted with 
permission, Cleveland Clinic Center for Medical Art & Photography © 1998-2009. All Rights 
Reserved) 


Port Placement 


During radical retroperitoneoscopic nephrectomy, three trocars are placed. The lap- 
aroscope is positioned in the primary port at the tip of the 12th rib. The surgeon 
works through the posterior and anterior secondary ports (Fig. 8.1). 

The open (Hasson cannula) technique is ideal for obtaining initial access. A hori- 
zontal 1.5-cm skin incision is made just below the tip of the 12th rib. Using S-shaped 
retractors, the flank muscle fibers are bluntly separated. Entry is gained into the 
retroperitoneal space by gently piercing the anterior thoracolombar fascia with the 
fingertip or hemostat. Limited finger dissection of the retroperitoneum is performed 
in a cephalad direction, remaining immediately anterior to the psoas muscle and 
fascia, and posterior to the Gerota’s fascia to create a space for placement of the 
balloon dilator [5]. At this juncture the tip of the lower pole of the kidney can often 
be palpated by the finger. The authors insert a trocar-mounted balloon dissection 
device to rapidly and atraumatically create a working space in the retroperitoneum 
in a standardized manner (Fig. 8.2a). 

The volume of air instilled into the balloon is typically 800—1,000 mL in adults 
(40 pumps of the sphygmomanometer bulb). The balloon dilatation outside Gerota’s 
fascia (i.e., in the pararenal space between the psoas muscle posteriorly and Gerota’s 
fascia anteriorly) effectively displaces the Gerota’s fascia covered kidney anterome- 
dially, allowing direct access to the posterior aspect of the renal hilum (Fig. 8.2b). 

Laparoscopic examination from within the transparent balloon confirms ade- 
quate expansion of the retroperitoneum. Secondary cephalad or caudad balloon 
dilatation, as required by the clinical situation, further enlarges the retroperitoneal 
working space. 

Following balloon dilatation and removal, a 10-mm Bluntip trocar is placed as the 
primary port. This trocar has an internal fixed fascial retention balloon and an external 


84 R. Brandina et al. 


SS. 


i 


== 


a 
== = 
=< 


GEE 


Fig. 8.2 (a) Trocar-mounted preperitoneal dilator balloon (uninflated and inflated) device. (b) 
Balloon dilator positioned between psoas fascia posteriorly and Gerota’s fascia anteriorly. The 
distended balloon (800 cc) displaces Gerota’s fascia/kidney antero-medially, allowing access to 
renal vessels (Reprinted with permission, Cleveland Clinic Center for Medical Art & Photography 
© 1998-2009. All Rights Reserved) 


adjustable foam cuff, which combine to eliminate air leakage at the primary port site. 
The internal fascial retention balloon of the cannula is inflated with 30 cc of air, and the 
external adjustable foam cuff is cinched down to secure the primary port in an airtight 
manner [6]. Pneumoretroperitoneum is established to 15 mmHg, and a 10-mm, 30° 
laparoscope is inserted. The psoas muscle and Gerota’s fascia are identified immedi- 
ately. Two secondary ports are placed under 30° laparoscopic visualization. The imme- 
diately adjacent undersurface of the flank abdominal wall is visualized endoscopically. 

A 10-/12-mm port is placed three finger breadths cephalad to the iliac crest, 
between the mid and anterior axillary lines. A second 10-/12-mm port is placed at 
the lateral border of the erector spinae muscle just below the 12th rib [7]. A frustrat- 
ing “clashing of swords” occurs if the trocars (and therefore the laparoscopic instru- 
ments) are located in close proximity. Thus, the port placed between mid and 
anterior axillary lines can be positioned even more anteriorly to the anterior axillary 
line; however, the lateral peritoneal reflection must be clearly visualized laparo- 
scopically and avoided before the port is inserted. If necessary, the lateral peritoneal 
reflection can be bluntly mobilized further anteriormedially from the undersurface 
of the flank abdominal wall using the laparoscope’s tip. 


Renal Hilum Control 
The kidney is retracted anterolaterally with a laparoscopic small bowel clamp or the 


fan retractor in the nondominant hand of the surgeon, placing the renal hilum on 
traction. Gerota’s fascia is incised longitudinally in the general area of the renal 
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Fig. 8.3 Renal artery has been clip-ligated and divided. Renal vein is circumferentially mobilized 
and controlled with a gastrointestinal anastomosis stapler (Reprinted with permission, Cleveland 
Clinic Center for Medical Art & Photography © 1998-2009. All Rights Reserved) 


hilum, parallel and 1- to 2-cm anterior to the psoas muscle. Care must be taken to 
avoid dissection close to the psoas muscle, which may lead the surgeon to reach the 
retrocaval or the retroaortic space. The longitudinal incision of the Gerota’s fascia 
opens the retroperitoneal space, thereby adding to the effect of the carbon dioxide 
insufflation, and exposing the renal hilum. Blunt and sharp dissection in this avas- 
cular area of loose areolar fatty tissue is performed to identify renal arterial pulsa- 
tions. Visualization of the vertically oriented, distinct arterial pulsations indicates 
the location of the renal artery, which is circumferentially mobilized, clip-ligated 
(11-mm titanium clips; three on the “stay side” and two on the “go side”) and 
divided. Subsequently, the renal vein is stapled and divided with an ENDO GIA™ 
stapler (Fig. 8.3). 

Usually after division of the renal vein, some flimsy hilar attachments remain 
between the kidney and the great vessels. In order to avoid traction injury, which 
may lead to venous tear and bleeding, these remaining attachments should be pre- 
cisely clipped and transected. 


Circumferential Extrafascial Mobilization of the En Bloc Specimen 


Suprahilar dissection is performed along the medial aspect of the upper pole of the 
kidney, and the adrenal vessels, including the main adrenal vein, are precisely con- 
trolled with clip-ligation. Dissection is next redirected towards the supralateral 
aspect of the specimen, including en bloc adrenal gland, which is readily mobilized 
from the underside of the diaphragm. In the avascular flimsy areolar tissue in this 
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location, inferior phrenic vessels to the adrenal gland are often encountered and 
controlled. The anterior aspect of the specimen is mobilized from the underside of 
the peritoneum envelope. During this dissection, use of electrocautery must be 
avoided in order to avoid transmural thermal damage to the bowel located just 
beside the thin peritoneal membrane. The ureter, with or without the gonadal vein, 
is secured, and the specimen is completely freed by mobilization of the lower pole 
of the kidney. The entire dissection is performed outside Gerota’s fascia, mirroring 
established oncologic principles of open surgery. 


Specimen Entrapment 


Organ entrapment is rapidly performed by using an ENDO CATCH™ bag. This bag 
is an impermeable plastic and nylon sac designed to prevent tumor spillage during 
intact specimen removal. This bag should never be employed during tissue morcel- 
lation [8]. The specimen is tented up by the nondominant hand. The bag is intro- 
duced through the anterior port, the spring-loaded mouth of the sac is opened in the 
retroperitoneun, and the specimen placed within. After specimen entrapment, the 
mouth of the bag is detached from the metallic ring and closed (under laparoscopic 
visualization) by tightening the drawstring (Fig. 8.4). 


Fig. 8.4 After specimen entrapment, the mouth of the bag is detached from metallic ring and 
closed by pulling on the built-in drawstring (Reprinted with permission, Cleveland Clinic Center 
for Medical Art & Photography © 1998-2009. All Rights Reserved) 
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Specimen Extraction 


In order to achieve a superior cosmetic result while providing an intact specimen for 
precise pathologic staging, the authors usually employ a low muscle-splitting 
Pfanensteil incision [9]. For the appropriate female patient, a vaginal extraction [10] 
of the specimen can be safely performed. 

A Pfannensteil skin incision (slightly lateralized towards the nephrectomy side) 
is made at or just below the level of the pubic hairline. Subsequently the anterior 
rectus fascia is incised obliquely, rectus muscle fibers are retracted medially, the 
posterior rectus fascia is incised, the peritoneal membrane is reflected cephalad 
using finger dissection, and extraperitoneal access is gained to the retroperitoneal 
space to extract the intact entrapped specimen (Fig. 8.5). 

For a vaginal extraction, after the specimen is entrapped in an ENDO CATCH™ 
II bag, a generous longitudinal peritoneotomy is intentionally created along the 
undersurface of the anterior abdominal wall. The operating table is placed in a steep 
Trendelenburg position, and rotated such that the flank position is decreased to 60°. 
Bowel loops are retracted cephalad. A sponge-stick is externally inserted into the 
sterilely prepared vagina and tautly positioned in the posterior fornix. 
Laparoscopically, a transverse posterior 3-cm colpotomy is created at the apex of 
the tented-up posterior fornix, and the drawstring of the entrapped specimen is 
delivered into the vagina (Fig. 8.6). 

After laparoscopic exit is completed, the patient is placed in a supine lithotomy 
position. The specimen is extracted intact per vaginum, and the posterior colpotomy 


Fig. 8.5 A Pfanensteil skin incision (at or just below the level of the pubic hairline) is used to 
retrieve the intact specimen entrapped in a bag (Reprinted with permission, Cleveland Clinic 
Center for Medical Art & Photography © 1998-2009. All Rights Reserved) 
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Fig. 8.6 The drawstring of the closed Endocatch II bag, previously grasped by the laparoscopic 
clamp, is delivered into the vagina (Reprinted with permission, Cleveland Clinic Center for 
Medical Art & Photography © 1998-2009. All Rights Reserved) 


incision repaired transvaginally. This approach is contraindicated in patients with 
even a mild degree of pelvic or intraperitoneal adhesions from any etiology. 


Hemostasis 


Hemostasis is confirmed under lowered retropneumoperitoneun (Fig. 8.7) and ports 
are removed under laparoscopic visualization. Fascial closure is performed for all 
10-mm or larger port sites. 


Difficulties and Special Situations 
Orientation in the Retroperitoneum 


How to handle: The camera should be oriented such that the psoas muscle is always 
absolutely horizontal on the video monitor [11]. However, the retroperitoneal space 
is relatively small at this stage of the procedure. Anteromedial retraction of the kid- 
ney serves to increase the retroperitoneal space, exposing the psoas muscle that can 
be identified most easily caudal to the kidney. 
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Fig. 8.7 Hemostasis of the renal bed is confirmed after 5-10 min without CO, pressure in the retro- 
peritoneal space. Trocars are removed under laparoscopic visualization (Reprinted with permission, 
Cleveland Clinic Center for Medical Art & Photography © 1998-2009. All Rights Reserved) 


Finding the Renal Hilum 


How to handle: The surgeon should reinsert the laparoscope slowly and identify the 
psoas muscle. The psoas muscle should then be crossed from lateral-to-medial in a 
cephalad direction and a search conducted for arterial pulsation near its medial bor- 
der. Pulsations of the fat-covered renal artery or aorta are usually identifiable. Gentle 
dissection with the tip of the suction device or hook is performed directly toward the 
pulsations. The renal artery is identified and traced directly to the renal hilum. One 
must always be mindful of aberrant major vessels, such as the superior mesenteric 
artery, which arises from the aorta more medially and superiorly than the left renal 
artery. Alternatively, the ureter can be identified and followed cephalad to the hilum. 
Dissection through the perirenal fat may identify the surface of the kidney, which 
can then be dissected toward its hilum. 


Endovascular Gastrointestinal (GIA) Stapler Malfunction 


The endovascular gastrointestinal (GIA) stapler is standard for control of the renal 
hilum. However, failure of the device can be associated with severe consequences, 
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including emergency conversion to open procedure. Inadvertent placement of the 
device over a previously placed surgical clip is the most common cause of GIA 
stapler failure [12]. 

How to handle: Extreme care must be taken when positioning and firing the GIA 
stapler in the presence of surgical clips in the area of the renal hilum. 


Inadverted Peritoneotomy 


A peritoneotomy does not necessarily mandate conversion to transperitoneal lapa- 
roscopy. Usually it does not cause significant problems, and the procedure can be 
completed retroperitoneoscopically. 

How to handle: If it compromises operative exposure, a fourth port can be 
inserted to provide additional retraction of the billowing peritoneal membrane. 
Also, intra-abdominal viscera must be thoroughly inspected by inserting the laparo- 
scope through the peritoneotomy to rule out iatrogenic injury. 


Entrapment of Larger Specimens 


How to handle: An intentional peritoniotomy may be created strictly for entrapment 
of large specimens. The large specimen is inserted within the peritoneal cavity 
where it is entrapped within the 15-mm ENDO CATCH™ II bag. 


Persistent Renal Hilar Bleeding After Division 
of the Renal Artery and Vein 


This usually indicates the presence of an overlooked accessory renal artery. The 
renal vein should appear flat and devoid of blood after flow is controlled from the 
main renal artery. A normally distended renal vein at this juncture indicates contin- 
ued arterial inflow through an accessory renal artery. In this circumstance, division 
of the distended renal vein with an ENDO GIA™ stapler interrupts renal outflow, 
with a resultant increase in intrarenal venous back pressure. This causes persistent 
oozing during the remainder of the dissection. One should search for an accessory 
renal artery in this situation. 


Retroperitoneoscopy in Obese Patients 
Although the excessive retroperitoneal fat increases the degree of technical diffi- 


culty, adherence to a standardized stepwise anatomical approach [13] allows retro- 
peritoneoscopy to be performed effectively in markedly obese or morbidly obese 
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Table 8.1 Technical difficulties in retroperitoneal laparoscopic nephrectomy 


Port placement 


Air leakage 


10- mm Bluntip trocar with 
internal retention balloon 


Renal hilum control 


Problems with orientation in 
the retroperitoneum 


Anteromedial retraction of the 
kidney to increase space (expose 
the psoas) 

Camera should be oriented such 
that the psoas muscle is always 
horizontal on the video monitor 


Difficulty in finding the renal 
hilum 


Search for arterial pulsation on 
psoas muscle lateral-medial in a 
cephalad direction 

Gentle dissection with the tip of 
the suction 

Follow ureter to the hilum 
Dissection of the perirenal fat 


Persistent renal artery 
bleeding after division of the 
renal artery and vein 


Beware of normal distended vein 
after control of main renal artery 
(inflow through an accessory renal 
artery) 

Search for accessory renal artery 
before controlling renal vein 


GIA stapler malfunction 


Extreme care must be taken when 
positioning and firing the GIA 
stapler in the presence of surgical 
clips in the area of renal hilum 


Circumferential 
extrafascial 
mobilization 


Inardverted peritoneotomy 


Fourth port to provide additional 
retraction 

Use of laparoscope through 
peritoneotomy for inspection 


l Specimen entrapment 


Large specimens 


Entrapment of specimen in the 
peritoneal cavity through a 
peritoneotomy 


patients. In fact, the retroperitoneal flank approach allows gravitational pull to shift 
much of the weight of the pannus anteriorly, away from the ipsilateral flank. In the 
authors’ series, 35% of the patients had body mass index (BMI) equal or greater 
than 30. However, the reader should be cautioned that these challenging procedures 
should be performed by surgeons facile with the laparoscopic technique (Table 8.1). 


Conclusion 


Retroperitoneoscopy does offer straightforward and rapid exposure and control 
of the renal hilum, and nonviolation of the peritoneum, thus minimizing the 
chances of intraperitoneal organ injury. For efficacious performance of retroperi- 
toneoscopic surgery, proper development of the retroperitoneal space and con- 
stant orientation with various anatomical landmarks is critical which can be 
readily developed as the laparoscopic dissection proceeds. 
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Difficulties in Laparoscopic Live Donor ©) 
Nephrectomy 


Jihad H. Kaouk and Wesley M. White 


Introduction 


End stage renal disease (ESRD) is a leading cause of morbidity and death among 
Americans and represents a significant financial burden to the health care system of 
the United States [1]. Traditionally, renal replacement therapy has come in the form 
of hemodialysis or renal transplantation. Certainly, the latter is associated with not 
only significantly better longevity but also a tangibly improved quality of life [2, 3]. 
Unfortunately, the pervasiveness of hypertensive and diabetic nephropathy in the 
Western culture has disproportionately exceeded the supply of available allografts 
[4]. Within the context of this mounting shortage, the rate of deceased donor renal 
transplants has remained relatively stagnant [5]. As a consequence, there exists a 
distinct and pressing need for increased accrual of living kidney donors. 

Live donor nephrectomy was originally achieved through an open transperitoneal 
subcostal or extraperitoneal flank incision. While graft outcomes were excellent with 
this approach, these positive results came at the expense of considerable morbidity to 
the donor, including significant postoperative pain, prolonged convalescence, and 
poor cosmesis [6, 7]. Indeed, the morbidity of live open donor nephrectomy was 
considered a major deterrent to kidney donation and an obstacle to its widespread 
application. In response to this public health concern, Gill and colleagues performed 
the first laparoscopic donor nephrectomy in an animal model in 1994 [8]. One year 
later, Ratner et al. published their series on laparoscopic live donor nephrectomy in 
humans [9]. Evidence-based research over the ensuing decade ultimately confirmed 
laparoscopic live donor nephrectomy as a safe, feasible, and less morbid alternative 
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to open procurement [10, 11]. In 2007, the United Network for Organ Sharing 
(UNOS) reported 6,041 live donor kidney transplants with the vast majority of these 
allografts procured laparoscopically [12]. 

Despite improvements in instrumentation, refinements in technique, and mounting 
experience, laparoscopic live donor nephrectomy remains one of the most challeng- 
ing and admittedly stressful urologic procedures to perform. Although the common 
difficulties with laparoscopic donor nephrectomy are analogous to those of laparo- 
scopic simple and radical nephrectomy, the nature of the operation engenders little 
margin for error and the implications of technical misadventures are profoundly 
magnified [13]. The operating surgeon is not only responsible for the safety of the 
donor who is altruistically undergoing a fundamentally elective procedure, but also 
for the quality and health of the allograft that will offer the recipient an improved and 
sustained life. Laparoscopic live donor nephrectomy demands attention to detail, 
technical proficiency and rigueur, and a thorough comprehension of the common 
difficulties experienced during the operation. This chapter will describe the authors’ 
cumulative experience with laparoscopic live donor nephrectomy, offer insight into 
the nature and causes of difficulties experienced during the procedure, and tender 
practical suggestions on how to best avoid intra-operative complications. 


Difficulties in Laparoscopic Live Donor Nephrectomy 
Lesson #1: Avoidance Through Preparation 


Perhaps the most pragmatic way to overcome difficulties during laparoscopic live 
donor nephrectomy is with a systematic and meticulous preoperative evaluation, 
close collaboration with the transplant nurses and surgeons, and the assembly of a 
reliable and seasoned surgical team. Preparation and communication among the 
involved personnel is indeed critical for allograft procurement to be performed with 
favorable and reproducible outcomes. 

Preoperative evaluation of the live donor candidate is multifaceted and, as previ- 
ously stated, a close alliance between the nephrologists, transplant surgeons, and 
donor surgeons is crucial for outcomes to be optimized. All potential candidates 
must meet medical and psychological criteria as established by the American 
Society of Transplant Surgeons (ASTS) [14]. In general, donor candidates will 
undergo screening at the behest of the transplant center that includes, but is not 
limited to, a baseline laboratory profile including serum creatinine, a 24-h urine 
assay for protein, creatinine, and volume, and a calculated estimate of the glomeru- 
lar filtration rate (GFR) with subsequent confirmation based on a GFR isotope renal 
function test [15]. ABO histocompatibility testing and HLA cross-matching is per- 
formed to confirm the suitability and safety of the donation. The patient is screened 
for cytomegalovirus (CMV) and Epstein-Barr virus (EBV), as well as hepatitis C 
(HCV) and other blood-borne pathogens [15]. 

After meeting baseline criteria for donation, the candidate is referred to the donor 
surgeon for consultation. The donor candidate’s history should be focused and 
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thorough. In general, the aforementioned medical and psychological testing selects 
for ostensibly healthy donor candidates with de facto favorable operative character- 
istics. This is in sharp contrast to the typical patient undergoing radical nephrec- 
tomy whose past medical history is often a virtual litany of latent operative risk 
factors. In addition to a review of the patient’s medical history, a thorough review of 
prior intra-abdominal surgeries is vital as is close inspection of the abdominal wall 
for evidence of prior surgeries and overall body habitus. Typically, an elevated body 
mass index (BMI) is not a contraindication to laparoscopic live donor nephrectomy, 
but can impact the location and number of ports needed for adequate visualization 
[16]. A significant history of intra-abdominal surgeries is likewise not a contraindi- 
cation for donation, but may alter or dictate the preferred approach for procurement 
(retroperitoneal vs transperitoneal) [17]. 

Radiographic evaluation of the kidneys and vasculature is perhaps the most 
important and germane component of the preoperative evaluation, especially to the 
junior laparoscopist. In the modern era, helical computed tomography of the kid- 
neys with three dimensional reconstruction (3-D CT of the kidneys) offers unparal- 
leled detail and definition of the renal vascular anatomy and demonstrates very well 
the presence of any anatomic or pathologic abnormalities [18]. In addition, volume 
rendering of the kidneys is performed that largely dictates the appropriate kidney 
for donation. The importance of personally reviewing and rereviewing the afore- 
mentioned imaging studies preoperatively cannot be overemphasized as, in the 
authors’ opinion, the vast majority of intraoperative complications may be obviated 
with a thorough spatial command of the patient’s vascular anatomy. The operating 
surgeon must be thoroughly versed on the number and relative location of the main 
renal vessels, the presence of any accessory or polar vessels, and the distance to the 
first branch of the main renal artery. In the authors’ experience, it is helpful to 
inform the transplant surgeons preoperatively of early arterial branching (<1 cm), as 
their approach to bench preparation and implantation may be impacted by such a 
finding. 

The decision to perform a left- or right-sided laparoscopic donor nephrectomy is 
governed in large part by the patient’s anatomy as depicted on the aforementioned 
3-D CT, as well as the collaborative opinion of the donor and recipient surgeons. 
Traditionally, the left kidney has been procured given its disproportionately longer 
renal vein [14]. However, ease of harvest and implantation should never be priori- 
tized at the expense of the donor’s future renal function. Among patients with renal 
volume discordance (more than 20% difference in renal volume), a nuclear renal 
scan should be performed to prove or disprove functional equivalence [19]. If the 
left kidney contributes more than 60% to the overall renal function, the right kidney 
should be considered for procurement. Additional relative indications for right- 
sided donor nephrectomy include, complex left renal vasculature, and/or an anoma- 
lous left collecting system [14, 20]. If the right kidney is ultimately chosen for 
procurement, adequate vein length from the edge of the vena cava (> 2 cm) must be 
assured on 3-D CT (Fig. 9.1), and special concessions must be made intraopera- 
tively and will be covered in detail later in this chapter. 
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Fig. 9.1 Three- 
dimensional CT of the 
kidneys demonstrating the 
right renal vascular 
anatomy and approximate 
length of the right renal 
vein 


Difficulties in Laparoscopic Live Donor 
Nephrectomy Lesson #2: Exposure 


As stated, a methodical preoperative evaluation of the patient provides the donor 
surgeon with the information and strategic plan needed to effect a safe and success- 
ful procurement. Without reservation, the authors believe that optimized exposure 
during the operation ultimately allows this plan to be realized. While the preopera- 
tive evaluation should be consistent and systematic, obtaining adequate intraopera- 
tive exposure requires a more dynamic approach. 

Following induction, a 16-F catheter is placed and the patient is positioned with 
the table break at the level of the iliac crest. The patient is converted to the full flank 
or modified flank position (45 °) with padding under the dependent hip and axilla as 
well as under and between the legs. The arms are placed on a double-arm board, 
padded, and taped. The authors prefer to flex the operating table slightly to accentu- 
ate the space between the costal margin and iliac crest but do not elevate the kidney 
rest. Once positioning is satisfactory, the patient is secured to the table with straps 
and 3-in. tape (Fig. 9.2). The abdomen is widely prepped from the xiphoid cephalad 
to the pubic symphysis caudad, laterally to the back and medially beyond the umbi- 
licus. Drapes are secured to the patient with towel clips or a skin stapler to avoid 
contamination during extraction of the allograft. A sterile drape specifically designed 
for laparoscopy (prefabricated service pockets and Velcro® straps) is employed. 
When appropriately used, these drapes can provide order during the operative pro- 
cedure and efficiency of instrument exchange. 

In the authors’ experience, adequate port position dictates adequacy of exposure 
and ultimately the outcome and efficiency of the case. Following the identification 
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Fig. 9.2 Intraoperative photograph demonstrating patient positioning for laparoscopic left donor 
nephrectomy 


of relevant landmarks, a 12-mm incision is made vertically at or just above the level 
of the umbilicus and horizontally approximately halfway between the umbilicus 
and anterior superior iliac spine. Access to the peritoneum may be obtained with a 
Veress or Hasson technique. Once pneumoperitoneum is achieved at a pressure 
maximum of 15 mmHg, the first 12-mm trocar (right hand) is placed. The peritoneal 
cavity is widely inspected and the anterior abdominal wall evaluated for additional 
port placement. A second 12-mm port (left hand) is positioned at the subcostal mar- 
gin at the lateral border of the rectus muscle. A third 12-mm port (camera port) is 
positioned at the level of the 12th rib again at the lateral border of the rectus muscle 
(Fig. 9.3). The authors’ prefer to use a 10-mm laparoscope with a 30°-down lens. 

With an atraumatic small bowel grasper in the left hand and athermal shears in 
the right hand, the descending colon is reflected off the left kidney along the white 
line of Toldt from the upper pole to beyond the lower pole. It is critically important 
to identify the appropriate plane of dissection between Gerota’s fascia and the mes- 
entery of the colon during this maneuver as dissection deeply into Gerota’s fascia 
will generate unnecessary bleeding and/or trauma to the allograft and failure to dis- 
sect deeply enough will compromise exposure of the renal hilum. In addition, fail- 
ure to reflect the mesentery medially may make subsequent identification of the 
gonadal vein “landmark” difficult. Additionally, it is not uncommon for the inferior 
mesenteric vein to be easily confused with the gonadal vein if the mesentery has not 
been adequately mobilized. If medial reflection of the colon remains difficult, it 
may be helpful to place an additional 12-mm port at the planned kidney extraction 
site through which a fan retractor or atraumatic grasper may be placed for additional 
exposure. 

Once the colon has been adequately reflected, a plane between the upper/medial 
pole of the kidney and the spleen is easily identified. In most cases, the spleen may 
be completely mobilized and reflected off the upper pole of the kidney by incising 
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Fig. 9.3 Intraoperative 
photograph demonstrating 
relevant landmarks and 
port positioning during 
laparoscopic left donor 
nephrectomy 


the splenocolic ligament. Typically, this plane of dissection should allow the tail of 
the pancreas, colon, and the splenic vessels to be reflected en bloc away from the 
concave aspect of the kidney. Again, if the mesentery was not adequately mobilized 
earlier, injury to these structures is a possibility. In addition, one must be aware that 
the dependent portion (fundus) of the stomach may sweep around the lateral aspect 
of the spleen and is therefore at risk for injury when dissecting the splenophrenic 
attachments. 

The ureter and gonadal vein are identified at the lower pole of the kidney in their 
normal anatomic position atop the psoas muscle. It is important not to skeletonize 
the ureter as its blood supply could become compromised with vigorous dissection. 
The authors find it helpful to lift (but not directly manipulate) the gonadal vein/ 
ureter package anteriorly with the left hand while cleaning the psoas muscle up to 
and under the lower pole of the kidney with a suction/irrigator in the right hand. 
Perivenous and periureteral tissue should be swept anteriorly and laterally to ensure 
a healthy ureteral blood supply. The investments on the anterior surface of the 
gonadal vein may be dissected thermally with the use of a fine-tipped hook until the 
lumbar vein and main renal vein are identified. In order to gain adequate exposure 
during this critical step, the authors find it helpful to apply static anterior traction on 
the aforementioned vein/ureter packet while cephalad torque is applied. This 
maneuver allows the packet to be lifted, not only out of the operative field, but also 
places tension on the tissue that requires dissection off the gonadal vein and 
approaching hilum. Alternatively, a laterally positioned accessory 2- or 5-mm port 
may be placed to reflect the packet anteriorly while the left hand is freed to apply 
tension to the tissue to be dissected. 

As stated, dissection of the fine fibrous attachments on the anterior surface of the 
gonadal vein typically affords visualization of the lateral edge of the aorta, the lum- 
bar vein, and the inferior surface of the renal vein. The authors prefer to leave the 
gonadal vein intact at this point as judicious countertraction on the gonadal vein can 
make dissection of the lumbar vein easier. Once the lumbar vein has been identified, 
the vessel is isolated and skeletonized with a 10-mm right angle dissector. Care 
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must be taken at this juncture as the main renal artery is typically found in the angle 
between the lumbar vein, aorta, and main renal vein. Once adequately isolated, the 
lumbar vein is doubly clipped with Hem-o-lok® clips (Teleflex Medical, Research 
Triangle Park, NC) and transected. It is important to place the proximal clip several 
millimeters away from the origin of the vein as clip dislodgement is a potentially 
disastrous complication. Further, placement of the clip too close to the origin of the 
vessel may hinder secure deployment of the endovascular stapler during division of 
the main renal vein. Once the lumbar vein has been controlled and transected, the 
gonadal vein can typically be controlled with clips and transected. Once the gonadal 
vein is divided, the renal artery and vein are generally well visualized. 

Following dissection of the renal artery and vein (see Lesson #3), the posterior 
and lateral attachments of the kidney may be taken down with blunt dissection and 
use of monopolar shears or hook cautery. It is often helpful to dissect posteriorly 
and then attempt to rotate the kidney further medially to access the remaining upper 
pole attachments. 

When performing right-sided laparoscopic donor nephrectomy, several technical 
qualifications merit discussion. The liver typically obscures the operative field and 
the authors have found that the placement of an additional 5-mm trocar near the 
xiphiod (through which a locking laparoscopic Allis clamp may be placed) is help- 
ful. It is important to position this clamp under the “notch” in the liver to maximize 
exposure to the upper pole of the kidney. The ascending colon and liver attachments 
are freed and a Kocher maneuver performed. Following identification and isolation 
of the renal hilum, the renal artery is dissected lateral to the vena cava, controlled 
with Hem-o-lok® clips and transected. As renal vein length is of paramount impor- 
tance when performing right-sided donor nephrectomy, several concessions must be 
made to ensure adequate vein length. Typically, the authors favor incorporating a 
portion of the lateral wall of the vena cava in the jaws of the endovascular stapler 
such that vein length is maximized (Figs. 9.4 and 9.5). Alternative maneuvers 
include retroperitoneal access, hand-assistance, and even control of the vena cava 
using a laparoscopic Satinsky clamp or through a small subcostal incision [20, 21]. 
In the authors’ experience, these latter maneuvers are difficult to master and may 
place the patient at a high level of risk. 


Difficulties in Laparoscopic Live Donor 
Nephrectomy Lesson #3: Vascular Control 


There is no “best way” or “tricks” to simplify dissection of the renal artery and vein. 
The easiest way to avoid complications around the renal hilum is with adequate 
retraction and calculated and patient dissection. Fine-tipped hook cautery and blunt 
dissection of superficial fibro-adipose tissue should be employed to expose the lim- 
its of the main vessels. The authors find that alternating use of the suction/irrigator 
and 10-mm right angle dissector aid in dissection of the vessels. In order to effect 
safe and expeditious control of the renal hilum, the renal vessels must be freed of all 
ancillary investments such that a right angled dissector may be easily passed from 
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Fig.9.4 Intraoperative photograph demonstrating incorporation of lateral edge of vena cava in the 
endovascular stapler to maximize vein length during right laparoscopic donor nephrectomy. The 
right renal artery is easily visible anterior to the vein 


Lae 


Fig. 9.5 Intraoperative photograph of vena cava immediately following stapler transaction of the 
right renal vein. The staple line is clearly visible and is flush with the lateral edge of the vena cava 
to maximize vein length during right-sided donor nephrectomy. 


each side of the vessel with adequate clearance from the aorta (artery) and inter- 
aortocaval region (vein) distally. Extensive or aggressive dissection to the level of 
the renal sinus is discouraged as this may induce arterial vasospasm. Early arterial 
branching as identified on preoperative imaging is also critical to recognize as 
aggressive distal dissection may insult these branches. 

Once the recipient surgeon has confirmed readiness for acceptance of the allograft, 
12.5 mg of mannitol is administered. The ureter is divided between Hem-o-lok® clips 
at or below the level of the iliac bifurcation. The gonadal package is taken down with 
an endovascular stapler or with Hem-o-lok® clips. At this point, the authors prefer to 
make an 7-cm Pfannenstiel incision, which is carried down to the peritoneum. It is 
important not to violate the peritoneum at this juncture as insufflation will be 
compromised. 
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Fig.9.6 Intraoperative photograph demonstrating control of the left renal artery with Hem-o-lok® 
clips just prior to arterial transaction 


Prior to division of the renal hilum, the authors perform a quick checklist that 
will obviate unnecessary complications and/or prolong the warm ischemia time. It 
is important to confirm that the CO, tank is filled such that insufflation is not lost 
during pedicle division. In addition, the authors prefer to have two endovascular 
staplers and a laparoscopic Satinsky clamp ready should stapler misfire be encoun- 
tered. Once ready, the kidney may be lifted laterally to place the artery and vein on 
slight tension. The origin of the renal artery is identified, two Hem-o-lok® clips are 
placed proximally, warm ischemia time is called for, and the artery is divided with 
laparoscopic scissors (Fig. 9.6). It is vital to move efficiently but not haphazardly 
through this portion of the operation. The endovascular stapler is next deployed 
across the renal vein as it crosses the aorta. The authors prefer to staple and divide 
the caudad two-thirds of the vein only. Two Hem-o-lok® clips are placed on the 
remaining one-third of the vein, the vein is divided, and the kidney allowed to 
“vent.” Though speculative, the authors feel that such a maneuver decreases the risk 
of venous thrombosis by rapidly evacuating the kidney of venous blood. In addition 
to “venting” the kidney, partial transection of the vein keeps the endovascular sta- 
pler a safe distance from the superior mesenteric artery that is often found at the 
superior border of the renal vein and offers a margin of safety in the setting of sta- 
pler misfire by preventing venous retraction. 

Certainly, control of the renal hilum and/or the management of intraoperative ooz- 
ing and bleeding represent, in the authors’ experience, the most common difficulties 
experienced during laparoscopic donor nephrectomy [10, 22, 23]. Although avoid- 
ance is easy to invoke, knowledge of how to address and manage untoward vascular 
events is vital. Generally, persistent venous oozing during dissection in and around 
the gonadal vessels and ureter is best controlled with direct pressure followed by 
careful observation. It is often helpful to initiate dissection in another area as this 
type of diffuse, insignificant bleeding will inevitably cease. Venous oozing around 
the renal hilum can be controlled in a similar fashion but is often best addressed when 
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the renal vein is eventually controlled and divided. Small arterial bleeds should be 
directly compressed, the field evacuated of blood, and a hemostatic clip placed at the 
source. Injuries to the main renal vasculature are generally irreversible and typically 
require open conversion [23]. In such a circumstance, the operating surgeon must 
apply direct pressure to the area of transgression while the surgical team prepares 
open instruments and the anesthesia team resuscitates the patient. 


Difficulties in Laparoscopic Live Donor 
Nephrectomy Lesson #4: Kidney Extraction 


Once the renal hilum is transected, the peritoneum is incised and the kidney 
retrieved. A laparoscopic retrieval bag can be used, but the authors prefer to retrieve 
the kidney by hand under direct vision. The authors have found that the construct of 
many of the retrieval devices (specifically the rigid metal deployment ring) lend 
themselves to damage of the allograft. When the kidney is being removed, it is 
important to retract all ports to avoid inadvertent trauma to the allograft. Additionally, 
the upper pole of the kidney should be removed first to avoid avulsion of the ureter. 
Once the kidney is delivered, it should be handed directly to the recipient surgeon 
or his surrogate and placed immediately in an ice bath. Warm ischemia time may be 
stopped at this point. The fascia of the Pfannenstiel incision is closed and the abdo- 
men re-insufflated and inspected for hemostasis. 


Summary 


Laparoscopic live donor nephrectomy is a challenging and technically demanding 
procedure, but is ultimately an extremely rewarding operation to perform. In the 
authors’ experience, a meticulous preoperative evaluation, judicious and thoughtful 
intra-operative exposure, and “wisdom through experience” represent the most sig- 
nificant keys to success. 
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Difficulties in Laparoscopic 1 0 
Nephroureterectomy 


Hamdy M. Ibrahim, Ahmed Al-Kandari, 
Robert J. Stein, and Inderbir S. Gill 


Introduction 


Upper urinary tract urothelial carcinoma (UUT-UC) is a relatively uncommon dis- 
ease and accounts for about 5% of all urothelial tumors and 5-10% of all renal 
tumors, respectively [1]. UUT-UC is located more commonly in the renal pelvis 
than in the ureter with a ratio of 3:1 [1, 2] and occurs more frequently in men with 
a male-to female ratio of 3:2 for tumors in the renal pelvis and 2:1 for a ureteral 
location [3]. The incidence of bilateral UUT-UC ranges from 2 to 8% [1, 4]. 
Although development of UUT-UC after primary diagnosis of bladder cancer is a 
rare event, occurring in only 2—4% of patients with bladder cancer [5], the develop- 
ment of secondary bladder cancer after primary UUT-UC is about tenfold more 
frequent with a risk of 20-50% [2, 6]. Open radical nephroureterectomy (O-RNU) 
has been the gold standard for the treatment of UUT-UC for decades. Conventional 
open complete nephroureterectomy with excision of the ipsilateral orifice and a 
bladder cuff requires one or two long incisions associated with respective morbidity. 
Therefore, based on the first report of McDonald in 1952, several authors have tried 
to minimize the access trauma with the use of an endoscopic transurethral detach- 
ment technique of the distal ureter [4]. With the advances in laparoscopic techniques 
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and endourologic procedures, this concept has been increasingly challenged. In 
1991, Clayman first described the technique of laparoscopic nephroureterectomy, 
which was soon replicated by various authors worldwide [7]. Compared with open 
surgery, advantages of laparoscopy have been reported as shorter hospital stay, 
decreased postoperative pain, and earlier return to normal activities [8, 9]. 

As with open surgery, the laparoscopic approach can be transperitoneal or ret- 
roperitoneal. Initially laparoscopic procedures were hampered by long operative 
times, which led to the development of hand-assisted laparoscopic nephroureterec- 
tomy (HAL-RNU) to decrease operating times [10]. With increasing experience, 
however, operating times have declined and are usually not longer than those for 
open surgery [11]. One technical point of concern has been the management of the 
distal ureter and the bladder cuff. A variety of options have been reported: the 
pluck technique with transurethral resection of the ureteral orifice originally 
described to facilitate open surgery and spare a second incision [12], cystoscopic 
circumferential incision of the ureteral orifice [13, 14], transvesical laparoscopy 
with dissection of the orifice [15], an endoscopic GIA stapler [16], or an open 
approach as in O-RNU to retrieve the specimen and gain access to the distal ureter 
and bladder wall [17]. 

The advantages of laparoscopic nephrectomy for benign disease have been well 
proven in several comparative studies, revealing a significant reduction of postop- 
erative morbidity. [18] However, in case of oncological indications, such advan- 
tages must be balanced against possible risks, such as port site metastases or local 
recurrences [19, 20]. Moreover, long-term follow-up is necessary to evaluate the 
oncological outcome in comparison to open and endourological techniques [21]. As 
it has been more than 10 years since the first description of laparoscopic nephroure- 
terectomy, it seems appropriate to analyze the current status of this technique in the 
management of upper tract transitional cell carcinoma [22]. 

This chapter attempts to place the status of laparoscopic nephroureterectomy in 
perspective. Laparoscopic techniques, including patient preparation, positioning, 
technical caveats, and intraoperative difficulties are presented. 


Indications 


The most common indication for nephroureterectomy (NU) is transitional cell car- 
cinoma (TCC) of the ureter or renal collecting system. The procedure is less com- 
monly performed for benign conditions associated with nonfunctioning kidneys in 
which it is desirable to remove the kidney and ureter. If a patient is at risk for renal 
failure following removal of a renal unit, then a renal-sparing approach should be 
considered. The only absolute contraindication to the procedure is an uncorrected 
bleeding diathesis. Relative contraindications are similar to those of patients under- 
going laparoscopic nephrectomy and include kidneys with chronic inflammation 
(i.e., concomitant xanthogranulomatous pyelonephritis, tuberculosis) in which the 
risks of complications and conversion to an open procedure are extremely high [23]. 
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Preoperative Evaluation and Preparation 


When evaluating for TCC of the upper tracts, the diagnosis should be confirmed by 
characteristic radiologic appearance and upper tract cytologic evaluation or uretero- 
scopic evaluation with biopsy of the lesion. Multiplicity of tumors should be 
excluded with cystoscopy and radiographic evaluation of the contralateral collect- 
ing system. In-office flexible cystoscopy is performed to rule out concurrent bladder 
tumors and assess bladder capacity. Presence of active bladder tumor diathesis is a 
contraindication of this procedure. Diminished bladder capacity (less than 200 mL) 
increases the technical complexity of this technique because of the minimal work- 
ing space within the bladder [16]. 

Staging procedures are particularly important with high-grade lesions and 
should include chest radiography, liver function tests, computerized tomography 
(CT) scan of the abdomen, and bone scan depending on the clinical stage of the 
lesion. If there is a risk of renal failure following removal of a renal unit, a nephrol- 
ogy evaluation should be undertaken preoperatively to aid with postoperative man- 
agement and possible dialysis. A gentle mechanical bowel preparation with clear 
liquids and a mild laxative administered 1 day preoperatively will help prevent 
bowel distension. The patient should be typed and cross-matched, and is given 
prophylactic antibiotics [24]. 


Surgical Techniques 


As in open surgery, there are several technical modifications of the procedure with 
respect to nephrectomy as well as regarding the method of ureterectomy. 
Laparoscopic nephroureterectomy can be performed via transperitoneal or retro- 
peritoneal access, in a pure laparoscopic, hand-assisted, or robot-assisted laparo- 
scopic technique. 


Patient Positioning 


For the first step of securing the distal ureter, the patient is in a dorsal lithotomy 
position. For the second step of the nephroureterectomy itself, the patient is 
placed in a lateral decubitus position. All bony prominences must be padded. 
The downside axilla should be checked to ensure it is free of pressure. The 
upside leg should be elevated on one or two pillows until it is aligned smoothly 
with the upside flank. The patient is positioned on a radiolucent table top that 
has wedge-shaped, padded bolsters that secure the patient in position while 
offering excellent padding (Orthopedic Systems Inc., Union City, CA). The 
patient is strapped to the operating room table at three points: subaxillary, lower 
hip, and knee level. Egg crate padding is positioned beneath each strap where it 
crosses the body. 
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Patient Preparation 


Before beginning laparoscopy, a nasogastric tube and a Foley catheter are always 
inserted. In men, gauze can be used to wrap the scrotum to prevent CO, from filling 
and distending the scrotum. Pneumatic stockings are placed on both legs. On call to 
the operating room, a single dose of a second-generation cephalosporin is given. 


Preparation of the Bladder Cuff and Intramural Ureter 


There are many alternatives for dealing with the distal ureter and ensuring a bladder 
cuff. Each has its own advantages and disadvantages. 


Ureteral Stent Placement Without Ureteral Unroofing 

External ureteral stent placement (e.g., 7.1-F pigtail catheter) is done to facilitate 
ureteral identification and dissection. The bladder cuff and distal ureter are taken 
through an open lower abdominal incision at the end of the procedure. 


Ureteral Stent Placement with Ureteral Unroofing [25] 

Using the flexible cystoscope and under fluoroscopic guidance, a 0.035-in. 
Bentson guidewire is passed to the renal pelvis. The flexible cystoscope is with- 
drawn, and a 7-F ureteral dilating balloon (5-mm diameter, 10-cm length) cath- 
eter is inserted over the guidewire. The balloon is inflated to less than 1 atm of 
pressure with dilute contrast material mixed with indigo carmine to enhance 
visualization of the inflated balloon. A 24-F resectoscope equipped with an 
Orandi electrosurgical knife (Cirion-A, Santa Barbara, CA) is passed. Beginning 
at the presumed level of the luminal side of the ureterovesical junction, the ure- 
teral tunnel and ureteral orifice are electrosurgically incised anteriorly over the 
balloon, exposing the underlying surface of the inflated balloon. The Orandi 
knife then is exchanged for a roller ball electrode and the edges of the incision 
are fulgurated to maintain hemostasis. The dilating balloon catheter is deflated 
and the roller electrode is used to fulgurate the posterior luminal portion of the 
now unroofed ureteral tunnel completely. The resectoscope then is removed. 
Next, the dilating balloon catheter is removed, and a 7-F, 11.5-mm occlusion bal- 
loon catheter is inserted under fluoroscopic guidance over the Bentson guidewire 
and is advanced into the renal pelvis. The balloon is inflated with 1 cc of dilute 
contrast medium and is positioned at the ureteropelvic junction. The Bentson 
guidewire is replaced with a 0.035-in. Amplatz super-stiff guidewire. A sidearm 
adapter passed over the super-stiff guidewire, is affixed to the butt end of the 
occlusion balloon catheter, and is placed for drainage. A 16-F Foley urethral 
catheter is inserted alongside the 7-F occlusion balloon catheter. This procedure 
promotes ureteral identification and dissection in preparation for eventual sta- 
pling of the bladder cuff, and limits any leakage of urine or spillage of TCC cells 
into the extraperitoneal space [25]. 
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Ureteral Orifice or Tunnel Resection into Fat: The Pluck Procedure 

With the patient in a supine position, using a standard resectoscope, the ureteral 
orifice, tunnel, and intramural ureter are resected transurethrally until the perivesi- 
cal fat is seen. This procedure is quick and facilitates the laparoscopic nephroureter- 
ectomy (LNU) procedure because no ureteral catheter is placed; instead of dissecting 
the distal ureter, the surgeon can merely pluck the ureter cephalad from out of the 
pelvis during the laparoscopic nephrectomy. The only drawback to this approach is 
the concern over the leakage of malignant, cell-laden urine into the retroperitoneum 
until the ureter is occluded laparoscopically [26]. Instances of seeding after a pluck 
procedure have been reported by several urologists [27, 28]. In an recent study, 
transurethral resection of the ureteral orifice during LNU achieves acceptable long- 
term oncologic outcomes while minimizing perioperative morbidity and in-patient 
stay. This represents the largest single-center study of this technique to date [29]. 


Transvesical Laparoscopic Ureteral Dissection [16] 

Under cystoscopic control, two 5-mm balloon tipped trocars are inserted suprapubi- 
cally into the bladder. An endoloop tie is inserted through the ipsilateral suprapubic 
port and positioned around the targeted ureteral orifice. A ureteral catheter is cysto- 
scopically passed through the endoloop into the ureteral orifice up to the renal pelvis 
(Fig. 10.1a). The targeted ureteral orifice is grasped with a grasper inserted through 
the contralateral suprapubic port and retracted anteriorly. This procedure tents up the 
ipsilateral hemitrig-one, thus elevating the bladder base (Fig. 10.1b). A 24-Fr resec- 
toscope fitted with a pointed coagulating electrode is inserted per urethra alongside 
the ureteral catheter to describe and detach circumferentially an adequate bladder 
cuff around the ureteral orifice in a full thickness manner using glycine irrigation. 
The anterior traction afforded by the suprapubic grasper is a critical adjunct in facili- 
tating this circumferential detachment of the bladder cuff from the adjacent bladder, 
as well as delivering the freed intact extravesical ureter into the bladder. Extravesical 
fibrofatty attachments of the juxtavesical ureter are released with the coagulating 
electrode, thereby circumferentially mobilizing the most distal 3—4 cm of en bloc 
ureter (Fig. 10.1c). The intramural ureter is circumferentially occluded by cinching 
down the already placed endoloop tie, thus precluding local urine spillage [16]. 


Nephroureterectomy 


Three techniques for performing the nephrectomy have evolved over the past 
decade. 


Transperitoneal Nephroureterectomy 

Peritoneal access can be obtained by either the Veress needle (closed) technique or 
the Hasson cannula (open) technique, with the patient routinely in the lateral posi- 
tion. Typically, a four- to five-port approach is employed. For the laparoscope, a 
12-mm primary trocar is inserted at the umbilicus or at the lateral border of the 
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Fig. 10.1 (a) Figure illustrating the placement of two trocars (2 mm) in the bladder with ureteric 
catheter in the distal ureter and a loop encircling the orifice and Colin knife resectoscope, which 
creates the bladder cuff around the ureteric orifice. (b) Circumferential incision of the bladder 
mucosa and deep incision of the distal ureteric tissue are done with mobilization of the tissues 
further up to free the distal ureter. (c) Complete mobilization of the distal ureter with bladder cuff, 
followed by removal of the ureteric catheter and ligation of the distal ureter to avoid tumor spillage 
(Reprinted with permission, Cleveland Clinic Center for Medical Art & Photography © 1998- 
2010. All Rights Reserved) 


rectus muscle one to two fingerbreadths cephalad to the umbilicus (10 mm, 30°). 
Three secondary trocars are placed—a 5-mm port at the lateral border of the rectus 
near the costal margin, a 12-mm port at the lateral border of the rectus one to two 
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Fig. 10.2 A small accessory trocar can be placed for right- (a) and left- (b) sided procedures to 
aid with retraction of the liver, spleen, or bowel (This article was published in Atlas of Laparoscopic 
Retroperitoneal Surgery, Jarrett TW, Laparoscopic nephroureterectomy, pp. 105-120, Copyright 
Elsevier) 


fingerbreadths below the level of the umbilicus, and a 5-mm port for lateral retrac- 
tion of the kidney inserted at the anterior axillary line near the costal margin 
(Fig. 10.2). For a right-sided nephrectomy, an additional 5-mm port is necessary at 
the costal margin for cephalad retraction of the liver [30]. 

Using electrosurgical scissors and grasping forceps, the line of Toldt is incised 
from the hepatic or splenic flexure down into the pelvis across the iliac vessels. The 
incision is extended medial to the medial umbilical ligament. Dissection allows for 
complete mobilization of the bowel medially to expose the retroperitoneum. The 
dissection is then performed over the area of the iliac vessels to identify the ureter 
as it courses this region. Having secured the ureter in an umbilical tape for 
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retraction, it is dissected down into the pelvis. The superior vesical artery is dis- 
sected as it crosses the ureter, secured and transected. The medial umbilical liga- 
ment is also transected to complete the caudal dissection of the ureter down to the 
detrusor muscle. The ureter is completely freed until the detrusor muscle fibers at 
the ureterovesical junction are identified. At this point, by placing a grasping for- 
ceps through the lower anterior axillary line port, the ureter can be retracted superi- 
orly and laterally, thereby tenting up the wall of the bladder to expose the 
ureterovesical junction. The open jaws of the endo-GIA stapler are placed across the 
cuff of bladder, then closed and fired to incise the tissue between staple rows. 

Dissection cephalad along the ureter is then extended up to the renal hilar region. 
The renal artery and renal vein are circumferentially dissected and exposed. Vascular 
clips are used to secure the renal artery and a vascular endo-GIA stapler is used to 
secure the renal vein before transection. Dissection is performed outside of Gerota’s 
fascia, freeing the kidney along the inferior, lateral, and posterior aspects. At the 
upper pole, dissection is completed through Gerota’s fascia onto the upper pole of 
the kidney. In this manner the adrenal gland is left untouched and in situ [31]. 


Sealed Laparoscopic Nephroureterectomy [17] 

A new technique performed to avoid the disadvantages of transurethral bladder cuff 
excision and open/laparoscopic distal ureterectomy using the endo-GIA. First, a 
standard laparoscopic transperitoneal nephrectomy in a full flank position is per- 
formed. Three ports are used: one 10-mm trocar is placed by the Hasson technique 
supraumbilically, one 5-mm port is placed in the midclavicular line in the ipsilateral 
upper quadrant, and one 12-mm trocar is placed above the first one in the midline 
between the xyphoid and the first port. An optional fourth 5-mm trocar may be 
inserted above the former trocar on the right side and in the anterior axillary line on 
the left side. After mobilization of the colon, the ureter is identified and clipped 
without transsection to prevent inadvertent urine spillage. The renal artery and vein 
are dissected and divided, and the kidney is circumferentially mobilized, sparing the 
adrenal. The ureter is then dissected caudally into the pelvis. An additional two (5- 
and 10-mm) trocars are placed in the lower abdomen (Fig. 10.3a). After transection 
of the lateral umbilical ligament, dissection is continued caudally until the detrusor 
muscle fibers at the ureterovesical junction are identified. The ureter is then retracted 
superior and laterally, tenting up the bladder wall at the ureterovesical junction. A 
1-cm area of bladder adventitia around the ureterovesical junction is cleared, and a 
bladder cuff is incised with the use of a 10-mm LigaSure Atlas™ (Valleylab, 
Boulder, CO) (Fig. 10.3b). The bladder wall from one side and kidney together with 
the ureter and bladder cuff from the other side remain sealed after incision and 
detachment. Additional sutures on the bladder wall are not required [17]. 


Technical Caveats 

Dissecting instruments and grasping forceps should be placed at an approximately 
45-degree angle to the scope. If placed too low, instrument handling will be impaired 
by the iliac bone and if too high, the instrument tips will be too close to the 
kidney. 
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Fig. 10.3 (a) Schematics of trocar position. (b) The bladder cuff is incised by LigaSure Atlas™ 
(Valleylab, Boulder, CO). (Reprinted from Tsivian et al. [17], with permission from Elsevier) 


Safe dissection of the renal hilum requires two conditions: (1) medial retraction 
of the colon and bowel by gravity or an additional retractor and (2) lateral retraction 
of the kidney by lifting it out of the renal fossa. Lateral retraction of the kidney with 
a grasper placed under the lower pole will place the vessels on tension. This is 
accomplished by gently placing the lateral grasper under the ureter and lower pole 
of the kidney until the grasper abuts against the abdominal sidewall. With the ureter 
and lower pole of the kidney elevated, layer-by-layer anterior dissection is per- 
formed with the irrigator aspirator until the renal vein is uncovered. 


Transperitoneal: Hand-Assisted Nephroureterectomy 

With hand-assisted NU, the kidney and proximal ureter are removed laparoscopi- 
cally, and an incision is made for dissection of the distal ureter and bladder and 
intact specimen removal. This approach circumvents the difficulty in performing 
the most difficult portions of the procedure laparoscopically [23]. After pneumo- 
peritoneum is achieved, the Pneumosleeve (Dexterity, Blue Bell, PA) device is 
assembled, which consists of a plastic wound protector that is inserted into the 7- to 
8-cm incision and a clear plastic sleeve that is attached to the patient’s skin by an 
adhesive ring similar to an ostomy disk. With this device, the surgeon’s hand can be 
used for retraction and blunt dissection. This positioning works well for the right- 
handed surgeon working on a right kidney. For the right-handed surgeon working on 
a left kidney, however, a slightly higher periumbilical midline placement may be 
preferable. Relative to standard laparoscopic techniques, hand assistance seems to 
facilitate the operative speed and safety of laparoscopic nephrectomy (LN4) without 
significantly sacrificing the benefits of minimally invasive surgery [32, 33]. It also 
makes intact removal of the specimen easy. 
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Fig. 10.4 Site of trocars. 

a, 12-mm trocar (suction- - PAL 
irrigation); b, 10-mm 
trocar (forceps); 


c, 5-mm trocar (forceps); i (c) x AAL a 
E at 


d, 10-mm trocar (camera); 

e, 5-mm trocar (scissors). PD ee eat ee 
PAL posterior axillary line, 
MAL median axillary line, 
AAL anterior axillary line 
(Reprinted from Salomon 
et al. [35] With permission 
from Elsevier) 


Retroperitoneal Nephroureterectomy 

The retroperitoneal approach for nephroureterectomy for upper tract TCC recently 
was described by Gill and Salomon et al. Salomon et al. develops the retroperito- 
neal space with digital dissection, whereas Gill uses the trocar-mounted Origin 
balloon distension system (Origin Medsystems, Menlo Park, CA) [34, 35]. Patients 
were placed in the lateral decubitus position. 5 mm trocars (total 5 trocars) were 
used, including one 12 mm, two 10 mm, and three 5 mm. A 15-mm incision was 
made under the 12th rib on the posterior axillary line in front of the sacroiliac 
muscles. The retroperitoneum was entered by blunt dissection. The index finger 
was first used to push the peritoneum forward and then the index finger, protected 
by a latex finger cover, was placed in the retroperitoneum to guide the positioning 
of the other ports. A 10-mm trocar was placed at the apex of the 12th rib at the level 
of the anterior axillary line, a 5-mm trocar above the iliac crest at the level of the 
anterior axillary line, a 10-mm trocar above the iliac crest at the level of the median 
axillary line, and a 5-mm trocar above the iliac crest at the level of the posterior 
axillary line. The single 12-mm trocar was placed in the first incision made under 
the 12th rib on the posterior axillary line (Fig. 10.4). A pneumoretroperitoneum is 
created by applying 10-15 mmHg of CO, pressure. The initial maneuver is to clip 
ligate the upper ureter in continuity as a precaution to prevent urinary distention of 
the distal ureter. The renal artery and vein are individually controlled, and the renal 
specimen is circumferentially mobilized retroperitoneoscopically external to 
Gerota’s fascia. If necessary, the adrenal gland is excised en bloc with the speci- 
men. The ureter, along with en bloc gonadal vein and periureteral adipose tissue, 
are mobilized distally beyond the common iliac vessels. Gentle cephalad traction 
on the ureter with a laparoscopic 5-mm atraumatic small bowel clamp, combined 
with precise dissection with J-hook electrocautery, delivers the entire cystoscopi- 
cally mobilized, intact distal ureter and bladder cuff into the upper retroperito- 
neum. Laparoscopic visualization of the prior intravesically placed endoloop tie 
around the intramural ureter provides assurance that the entire ureter has been 
retrieved without leaving any fragment of urothelium behind. The retroperitoneum 
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is inspected for bleeding, a suction drain is inserted, and the pneumoretroperito- 
neum is exsufflated. The laparoscopic ports are removed and the puncture site is 
closed using 2-zero polyglycolic acid sutures. 


Specimen Entrapment and Delivery 

The en bloc specimen is entrapped in an Endo Catch™ bag (Covidien, Dublin, 
Ireland) and extracted intact through an appropriate muscle splitting extension of 
the primary port site incision. The Endo Catch™ is a transparent sack that comes 
with a metal ring that readily opens the mouth of the sack when it is deployed (simi- 
lar to a butterfly capture net), resulting in easy manipulation of the specimen into the 
sack. However, if a laparoscopic-assisted or open approach to the distal ureter has 
been used, then entrapment is not a necessary step because the specimen can be 
removed directly by the surgeon’s hand. 


Technical Caveats 

During port placement, every effort should be made to separate out the ports as 
much as possible. Frustrating “clashing of swords” occurs if the trocars, and there- 
fore the laparoscopic instruments, are located in close proximity. Thus, the anterior 
axillary line (AAL) port can be positioned even more anterior to the axillary line; 
however, the lateral peritoneal reflection must be clearly visualized laparoscopically 
and avoided before the AAL port is inserted. Similarly, care must be taken to avoid 
pleural injury during placement of the upper midaxillary line (UMAL) port. The 
12-mm lower midaxillary line (LMAL) port must be located at a considerable dis- 
tance (>3 cm) cephalad to the iliac bone. The unyielding bone significantly compro- 
mises the torque capability of a trocar placed adjacent to it. 

Detachment of the upper renal pole from the undersurface of the adrenal gland 
must be performed meticulously using a fore-oblique (30-degree) laparoscope and 
electrocautery for hemostasis. Persistent venous oozing from the adrenal bed can 
result in significant bleeding postoperatively. 


Intraoperative Difficulties 
Peritoneal Rent 


A peritoneal rent may occur either initially during balloon inflation or subsequently 
during laparoscopic dissection. Usually a peritoneal rent does not cause significant 
problems, and the procedure can be completed retroperitoneoscopically. However, ade- 
quate medial retraction of the kidney by a fan retractor inserted through the UMAL port 
may be necessary to maintain operative exposure in the retroperitoneal space. Two 
points must be kept in mind: (1) intra-abdominal viscerae must be thoroughly inspected 
by inserting the laparoscope through the peritoneal rent to rule out iatrogenic injury, and 
(2) the peritoneal cavity must be drained of CO, prior to terminating the procedure. 
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Identification of the Renal Hilum 


If the renal hilum cannot be located, the surgeon should reinsert the laparoscope 
slowly and identify the psoas muscle. The psoas muscle should then be crossed 
from lateral-to-medial in a cephalad direction and a search conducted for arterial 
pulsations near its medial border. Pulsations of the fat-covered renal artery or aorta 
are usually identifiable. Gentle dissection with the tip of the suction device and 
electrosurgical scissors or hook is performed directly toward the pulsations. The 
aorta or renal artery are identified and traced to the renal hilum. Alternatively, the 
ureter can be identified and followed cephalad to the hilum. Dissection through the 
perirenal fat may identify the surface of the kidney, which can then be dissected 
toward its hilum. 


Persistent Hilar Bleeding After Ligation of the Renal Pedicle 


Persistent renal hilar bleeding generally indicates the presence of an overlooked, 
patent accessory renal artery. After flow is controlled from the main renal artery, the 
renal vein should appear flat and devoid of blood. A normally distended renal vein 
at this juncture indicates continued arterial inflow through an accessory renal artery. 
In this circumstance, division of the distended renal vein with an endo-GIA stapler 
interrupts venous outflow with a resultant increase in intrarenal venous back pres- 
sure. This causes persistent oozing during the remainder of the dissection. One 
should search for an accessory renal artery in this situation. 


Prolongation of Pheumoperitoneum and Intravesical 
Tumor Recurrence (IVR) 


In a recent clinical trial it was found that prolonged peumoperitoneum over 150 min- 
utes and presence of lymphovascular invasion were associated with an increased 
risk of intravesical tumor recurrence after laparoscopic robotic nephrourterectomy 
for upper tract urothelial carcinoma. 


Port Site Recurrence 


Port Site Recurrence (PSR) following laparoscopic tumor resections has been 
reported for a variety of tumors. Though PSR is a rare phenomenon, they most com- 
monly occur following nephroureterectomies for upper tract urothelial carcinoma. 
Previous cases of upper tract urothelial carcinoma were reported. In a recent case 
report of a PSR following a robotic assisted nephroureterectomy for the sarcoma- 
toid variant of urothelial carcinoma of the upper urinary tract was described [36]. 
Prolonged peuomoperitoneum can casue port site seeding during laparoscopic sur- 
gery for upper tract urothelial tumors [37]. 


10 


Difficulties in Laparoscopic Nephroureterectomy 117 


References 


1. 


2. 


3. 


10. 


11. 


12. 


13. 


14. 


15. 


16. 


17. 


18. 


19. 


20. 


21. 


Oosterlinck W, Solsona E, van der Meijden APM, et al. EAU guidelines on diagnosis and treat- 
ment of upper urinary tract transitional cell carcinoma. Eur Urol. 2004;46:147-54. 

Krogh J, Kvist E, Rye B. Transitional cell carcinoma of the upper urinary tract: prognostic 
variables and postoperative recurrences. Br J Urol. 1991;67:32-6. 

Jemal A, Siegel R, Ward E, Murray T, Xu J, Thun MJ. Cancer statistics, 2007. CA Cancer J 
Clin. 2007;57:43-66. 


. Lehmann J, Suttmann H, Kovac I, et al. Transitional cell carcinoma of the ureter: prognostic 


factors influencing progression and survival. Eur Urol. 2007;51:1281-8. 


. Sanderson KM, Cai J, Miranda G, Skinner DG, Stein JP. Upper tract urothelial recurrence fol- 


lowing radical cystectomy for transitional cell carcinoma of the bladder: an analysis of 1, 069 
patients with 10-year followup. J Urol. 2007;177:2088-94. 


. Zigeuner RE, Hutterer G, Chromecki T, Rehak P, Langner C. Bladder tumour development 


after urothelial carcinoma of the upper urinary tract is related to primary tumour location. BJU 
Int. 2006;98:1181-6. 


. Angulo JC, Hontoria J, Sanchez-Chapado M. One-incision nephroureterectomy endoscopi- 


cally assisted transurethral stripping. Urology. 1998;52:203-7. 


. Rassweiler J, Henkel TO, Potempa DM, Coptcoat M, Alken P. The technique of trans- 


peritoneal laparoscopic nephrectomy, adrenalectomy, and nephroureterectomy. Eur Urol. 
1993;23:425—30. 


. McNeill A, Oakley N, Tolley DA, Gill IS. Laparoscopic nephroureterectomy for upper tract 


transitional cell carcinoma: a critical appraisal. BJU Int. 2004;94:259-63. 

Tsujihata M, Nonomura N, Tsujimura A, Yoshimura K, Miyagawa Y, Okuyama A. Laparoscopic 
nephroureterectomy for upper tract transitional cell carcinoma: comparison of laparoscopic 
and open surgery. Eur Urol. 2006;49:332-6. 

Landman J, Lev RY, Bhayani S, et al. Comparison of hand assisted and standard laparoscopic 
radical nephroureterectomy for the management of localized transitional cell carcinoma. J 
Urol. 2002;167:2387-91. 

Gill IS, Sung GT, Hobart MG, et al. Laparoscopic radical nephroureterectomy for upper tract 
transitional cell carcinoma: the Cleveland Clinic experience. J Urol. 2000;164:1513-22. 
Palou J, Caparros J, Orsola A, Xavier B, Vicente J. Transurethral resection of the intramural 
ureter as the first step of nephroureterectomy. J Urol. 1995;154:43-4. 

Kurzer E, Leveillee RJ, Bird VG. Combining hand assisted laparoscopic nephroureterectomy 
with cystoscopic circumferential excision of the distal ureter without primary closure of the 
bladder cuff—is it safe? J Urol. 2006;175:63-7. 

Vardi IY, Stern JA, Gonzalez CM, Kimm SY, Nadler RB. Novel technique for management of 
distal ureter and en block resection of bladder cuff during hand-assisted laparoscopic nephro- 
ureterectomy. Urology. 2006;67:89-92. 

Gill IS, Sobel JJ, Miller SD, et al. A novel technique for the management of the en-bloc blad- 
der cuff and distal ureter during laparoscopic nephroureterectomy. J Urol. 1999;161:430-4. 
Tsivian A, Benjamin S, Sidi AA. A sealed laparoscopic nephroureterectomy: a new technique. 
Eur Urol. 2007;52:1015-9. 

Rassweiler J, Frede T, Henkel TO, Stock C, Alken P. Nephrectomy: a comparative study 
between the transperitoneal and retroperitoneal laparoscopic versus the open approach. Eur 
Urol. 1998;13:489-96. 

Cicco A, Salomon L, Hoznek H, et al. Carcinological risks and retroperitoneal laparoscopy. 
Eur Urol. 2000;38:606-12. 

Rassweiler J, Tsivian A, Ravi Kumar AV, et al. Oncological safety of laparoscopic surgery for 
urological malignancies: experience with more than 1,000 operations. J Urol. 2003;169:2072-S. 
Lee BR, Jabbour ME, Marshall FF, Smith AD, Jarrett TW. 13-year survival comparison of 
percutaneous and open nephroureterectomy approaches for management of transitional cell 
carcinoma of renal collecting system: equivalent outcomes. J Endourol. 1999;13:289-94. 


118 


H.M. Ibrahim et al. 


22. 


23, 


24. 


25. 


26. 


27. 


28. 


29. 


30. 


31. 


32: 
33. 


34. 
35: 


36. 


3T: 


Rassweiler JJ, Schulze M, Marrero R, Frede T, Palou Redorta J, Bassi P. Laparoscopic nephro- 
ureterectomy for upper urinary tract transitional cell carcinoma: is it better than open surgery? 
Eur Urol. 2004;46:690-7. 

Jarrett TW. Laparoscopic nephroureterectomy. Atlas Urol Clin North Am. 2000;8:115. 
Steinberg JR, Matin SF. Laparoscopic radical nephroureterectomy: dilemma of the distal ure- 
ter. Curr Opin Urol. 2004;14:61-5. 

Shalhav AL, Elbahnasy AM, McDougall E, Clayman RV. Laparoscopic nephroureterectomy 
for upper tract transitional cell cancer: technical aspects. J Endourol. 1998;12:345-53. 
Stephenson RN, Sharma NK, Tolley DA. Laparoscopic nephroureterectomy: a comparison 
with open surgery. J Endourol. 1995;9(Suppl 1):99. 

Arango O, Bielsa O, Carles J, Gelabert-Mas A. Massive tumor implantation in the endoscopic 
resected area in modified nephroureterectomy. J Urol. 1997;157:1839. 

Hetherington JW, Ewing R, Philip NH. Modified nephroureterectomy: a risk of tumor implan- 
tation. Br J Urol. 1999;58:368—70. 

Pai A, Hussain M, Hindley R, Emara A, Barber N. Long-term outcomes of laparoscopic 
nephroureterectomy with transurethral circumferential excision of the ureteral orifice for uro- 
thelial carcinoma. J Endourol. 2017; 

Gill IS. Laparoscopic radical nephrectomy for cancer. Urol Clin North Am. 2000;27:707-19. 
McDougall EM, Clayman RV, Elashry O. Laparoscopic nephroureterectomy for upper tract 
transitional cell cancer: the Washington University experience. J Urol. 1995;154:975-9. 
Nakada SY. Hand-assisted laparoscopic nephrectomy. J Endourol. 1999;13:9-14. 

Wolf JS, Moon TD, Nakada SY. Hand assisted laparoscopic nephrectomy: comparison to stan- 
dard laparoscopic nephrectomy. J Urol. 1998;160:22-7. 

Gill IS. Retroperitoneal laparoscopic nephrectomy. Urol Clin North Am. 1998;25:343-60. 
Salomon L, Hoznek A, Cicco A, Gasman D, Chopin DK, Abbou CC. Retroperitoneoscopic 
nephroureterectomy for renal pelvic tumors with a single iliac incision. J Urol. 1999;161:541-4. 
Katz JE, Bivalacqua TJ, Hahn NM, Sopko NA. Port site recurrence following a robotic laparo- 
scopic radical nephroureterectomy for sarcomatoid variant of urothelial carcinoma. Urol Case 
Rep. 2017;13:82-4. 

Shigeta K, Kikuchi E, Hagiwara M, Ando T, Mizuno R, Miyajima A, Nakagawa K, Oya 
M. Prolonged pneumoperitoneum time is an independent risk factor for intravesical recurrence 
after laparoscopic radical nephroureterectomy in upper tract urothelial carcinoma. Surg Oncol. 
2017;26(1):73-9. 


Difficulties in Laparoscopic Partial 1 1 
Nephrectomy 


Ahmed Al-Kandari, Ricardo Brandina, 
Robert J. Stein, and Inderbir S. Gill 


Introduction 


Renal masses are more frequently diagnosed with the advent of routine abdominal 
imaging like ultrasound followed by computerized tomography (CT) scan, which 
has resulted in the need for more intervention. Among the different approaches, 
partial nephrectomy has proved the test of time. This has been duplicated by laparo- 
scopic partial nephrectomy. Gill et al. have published the largest comparative study 
between laparoscopic partial versus open partial nephrectomy, in which they proved 
that laparoscopic partial nephrectomy (LPN) had a very comparable oncological 
benefit with superior functional outcome and minimal morbidity [1]. This highly 
advanced laparoscopic technique is being utilized in more centers around the world 
with very similar results to what has been published. In this chapter, the technique 
of laparoscopic partial nephrectomy that the authors utilize will be described and 
the important steps will be explained. This includes surgeon and patient preparation, 
intraoperative steps including laparoscopic approach, kidney dissection, intraopera- 
tive ultrasound, hilar control, partial nephrectomy, renal bed management, and fin- 
ishing the procedure [2]. Difficult case scenarios that require special attention will 
also be discussed, such as renal impairment, solitary kidney, hilar mass, central 


A. Al-Kandari, BM BCh, FRCS(C) (%4) 
Department of Surgery (Urology), Faculty of Medicine, Kuwait University, Jabriyah, Kuwait 
e-mail: drakandari@ hotmail.com 


R. Brandina, MD 
Department of Urology, University of Southern California, Los Angeles, CA, USA 


R.J. Stein, MD 
Center for Laparoscopic and Robotic Surgery, Glickman Urological and Kidney Institute, 
Cleveland Clinic, Cleveland, OH, USA 


I.S. Gill, MD 
USC Institute of Urology, Keck School of Medicine, University of Southern California, 
Los Angeles, CA, USA 


© Springer International Publishing AG 2018 119 
A. Al-Kandari et al. (eds.), Difficult Conditions in Laparoscopic Urologic Surgery, 
https://doi.org/10.1007/978-3-3 19-5258 1-5_11 


120 A. Al-Kandari et al. 
mass, multiple renal arteries, renal masses with vascular pathology, and previously 
operated kidneys. LPN in obese patients, cystic masses, renal masses with uretero- 
pelvic junction pathology, and horseshoe kidney will also be discussed. The authors’ 
aim in this chapter is to provide practical guidelines and to review common and 
uncommon difficulties and explain ways to overcome them. This chapter will high- 
light important technical aspects of LPN that are done in the standard laparoscopic 
way; hand-assisted or robot-assisted techniques will not be discussed. 


Surgeon Preparation 


It is of utmost importance that the laparoscopic surgeon, when considering a laparoscopic 
partial nephrectomy, should master certain skills and make various preparations: 


. Mastery of open partial nephrectomy skills 

. Mastery of intracorporeal suturing skills 

. Observe a video that illustrates the technique of laparoscopic partial nephrectomy 

. Prepare all the essential instruments to help complete the procedure (the instru- 
ments will be described later) 

5. Include a good camera person and skilled laparoscopic nurse 

6. Inform the anesthetist that the surgery will be time-consuming, especially at the 

beginning, and that a cooperative atmosphere is needed 
7. Start with peripheral exophytic lesions 
8. Prepare the sutures and other materials, such as hemostatic agents 


AUNE 


Case Preparation 


1. Imaging review: It is essential that thorough imaging review be done with prior 
operative planning to help anticipate difficulties and deal with them. Therefore, it is 
recommended that a CT scan of the abdomen with angiographic images be assessed 
for proper tumor size and location in respect to vascular and ureteral anatomy. 

2. Laboratory investigations: Full blood tests, including complete blood count, 
coagulation profile, and blood for cross-match, should be performed. A renal 
function test should also be performed, as well as other full biochemical profiles, 
with routine urine tests. 

3. Consent form: It is important to fully explain to the patient the possibility of an 
open conversion as well as the possibility of a total nephrectomy, as this is more 
likely in the beginning of the series. 


Positioning 


1. The authors commonly place a ureteric catheter after cystoscopy in order to 
access the integrity of the collecting system with retrograde methyelene blue. 

2. The patient is placed in a modified flank position, with all pressure points sup- 
ported, with antiembolic stockings and pneumatic compression devices for the 
lower limbs (Fig. 11.1). 
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Fig. 11.1 Patient position in modified flank position with pressure areas padded, antiembolic 
stockings and pneumatic compression on lower limbs applied 


Standard Essential Equipment (Used by the Authors) 


10. 
11. 


. 30° lens laparoscope (Karl Storz, Tuttlingen, Germany) 

. Non-traumatic non-locking bowel forceps (Karl Storz, Tuttlingen, Germany) 

. Electrocautery scissors (Karl Storz, Tuttlingen, Germany) 

. Battery-activated suction/irrigation device (Stryker Endoscopy, San Jose, CA) 
. Needle holders (Ethicon, Inc., Somerville, NJ) 

. Laparoscopic Satinski clamp (Karl Storz, Tuttlingen, Germany) 


10-mm Endo Catch™ bag (Covidien, Dublin, Ireland) 


. Hemostatic agent (FloSeal™, Baxter International Inc., Deerfield, IL) with its 


applicator 


. Hem-o-lok® polymer clips (10 mm) with applier (Teleflex Medical, Research 


Triangle Park, NC) 
Surgicel® (Ethicon, Inc., Somerville, NJ), which will be made into a bolster 
2.0 VicryI™ on CT 1 needle 15-cm length (Ethicon, Inc., Somerville, NJ) 


Standard Technique of Laparoscopic Partial 
Nephrectomy for Peripheral Lesion 


1. 


The authors usually use a transperitoneal approach, with trocar placement as 
seen in Fig. 11.2. Then, after the colon is mobilized, the retroperitoneum can be 
accessed using electrocautery, such as the Harmonic Scalpel® (Ethicon 
Endo-Surgery, Cincinnati, OH) or the LigaSure™ device (Valleylab, Boulder, 
CO). The authors previously used a retroperitoneal approach, but have moved on 
to a transperitoneal approach as it allows a larger and better working space with 
minimal morbidity. 
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2. Renal mobilization is accomplished using blunt and sharp dissection, and the 
perinephric fat is removed from the kidney, except at the tumor site where it is 
left intact. 

3. Hilar dissection is then carried out with aid of kidney traction. The authors do 
not isolate the renal artery or vein since a mass clamping is done at the time of 
the partial nephrectomy using the Satinski clamp (Fig. 11.3a—d). 


Fig. 11.2 Schematic picture showing the flank position and port sites for left LPN 


Fig. 11.3 Schematic 
drawings showing the hilar 
clamping with Satinski 
clamp, with different views 
illustrating the direction of 
the clamp in relation to the 
abdomen and vessels. (a) 
Outside view of the 
Satinski clamp showing the 
port used. (b) Outside and 
inside view of Satinski 
clamp. (c) View showing 
the suction device that can 
be used to carefully 
visualize the renal vessels 
during clamping. (d) Inside 
view of Satinski clamp 
showing complete and 
mass clamping of the renal 
vessels (Reprinted with 
permission, Cleveland 
Clinic Center for Medical 
Art & Photography © 
1998-2009. All Rights 
Reserved) 
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Fig. 11.3 (continued) 


4. Intraoperative laparoscopic ultrasound is routinely used to assess the tumor 
depth, aid in a precise excision, and also exclude any small intrarenal masses 
(Fig. 11.4a-c). 

5. Strict stopwatch time calculation then begins to measure warm ischemia time, 
which should be as short as possible to minimize renal damage, which is done 
with a Satinski clamp. The authors commonly administer diuretics (furose- 
mide, mannitol) to minimize the warm ischemia effect. 

6. The site of resection is scored with a 5-mm margin around the tumor using the 
electrocautery scissors. Cutting of the mass is done as sharply as possible, tak- 
ing care to avoid cutting into the mass. 

7. The mass is then put aside or placed into a 10-mm Endo Catch™ bag and kept 
until the end of the procedure. 

8. The bed of the resected area is sutured with 2.0 Vicryl™ on CT 1 needle to 
oversew bleeding vessels as a first layer. 

9. The renal hilar ligation is removed to reperfuse the kidney while suturing the 
renal bed vessels; this minimizes warm ischemia time with acceptable visibility 
and bleeding. 
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Fig. 11.4 (a) Intraabdominal picture showing ultrasound probe. (b) Intraabdominal picture show- 
ing ultrasound probe (which helps decide the margins) of the tumor and hock used to score the 
margins. (c) Ultrasound of the tumor 


10. The integrity of the pelvicaliceal system is checked with methylene blue and 
the pelvicaliceal system is oversewn. 

11. A pre-made Surgicel® bolster is inserted into the renal bed and is fixed with a suture 
with a Hem-o-lok® clip at one end. The suture is tightened with the Hem-o-lok® clip 
to save time. 
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12. A coagulating agent (FloSeal™) is applied at the renal bed. 
13. The area is irrigated with normal saline and suction is applied. A drain is 
inserted near the area (Figs. 11.5, 11.6, 11.7, 11.8, 11.9, 11.10, and 11.11). 


Fig. 11.5 Schematic 
drawing showing cold 
scissor cutting of the tumor 
(Reprinted with 
permission, Cleveland 
Clinic Center for Medical 
Art & Photography © 
1998-2009. All Rights 
Reserved) 


Fig. 11.6 Schematic 
drawing showing 
methylene blue leakage 
from the opened collecting 
system (Reprinted with 
permission, Cleveland 
Clinic Center for Medical 
Art & Photography © 
1998-2009. All Rights 
Reserved) 


Fig. 11.7 Schematic 
drawing showing first layer 
closure of the collecting 
system and bleeding 
vessels with CT-1 Vicryl™ 
running suture (Reprinted 
with permission, Cleveland 
Clinic Center for Medical 
Art & Photography © 
1998-2009. All Rights 
Reserved) 
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Fig. 11.8 Schematic 
drawing showing second 
layer closure with CT-1 
Vicryl™ interrupted suture 
involving renal capsule and 
then use of Hem-o-lok® 
clips to hold sutures 
(Reprinted with 
permission, Cleveland 
Clinic Center for Medical 
Art & Photography © 
1998-2009. All Rights 
Reserved) 


Fig. 11.9 Schematic 
drawing showing the 
application of Surgicel® 
bolster under the second 
layer of suture line 
(Reprinted with 
permission, Cleveland 
Clinic Center for Medical 
Art & Photography © 
1998-2009. All Rights 
Reserved) 


Fig. 11.10 Application of 
Surgicel® bolster 


A. Al-Kandari et al. 


11 Difficulties in Laparoscopic Partial Nephrectomy 127 


Fig. 11.11 Operative 
picture showing the 
application of FloSeal™ at 
the operated site 


Currently, the authors omit the Surgicel® bolster as others have described. 
Careful and efficient suturing of the collecting system and renal parenchyma com- 
bined with the application of FloSeal™ routinely produces excellent hemostatic 
results. 


Common Difficulties in Laparoscopic Partial Nephrectomy 
Bleeding 


If the vascular pedicle is not clamped completely, then bleeding (both venous 
and arterial) can commonly occur. This can be quite bothersome and lead to dif- 
ficulties in visualization. The assistant should be actively helpful in using suc- 
tion to expose the field well and the surgeon should work promptly to oversew 
the bleeding point. Alternative ways of pedicle reclamping to include possible 
accessory vessels can be considered. The use of compressing gauze on a bleed- 
ing point by the assistant can also be helpful. If the surgeon still encounters a 
disturbing bleeder that inhibits visibility after implementing all of the above, 
then the option of open conversion should be considered since patient safety and 
achievement of oncologic control are the priorities in cancer treatment. On other 
occasions in which there is a normal contralateral kidney and a sizable tumor of 
around 6-7 cm, the option of total radical nephrectomy can be considered. 
Careful hemodynamic monitoring should be performed with blood transfusion 
when significant bleeding occurs, especially if hypotension is encountered. The 
decision of blood transfusion is commonly a joint decision between the anesthe- 
tist and surgeon. 


Opening the Pelvicaliceal System During Deep Renal Resection 


This is a common procedure during partial nephrectomy and should be antici- 
pated during resection of deep tumors or polar lesions. The tissues’ appearance 


128 A. Al-Kandari et al. 


should be noted along with any leakage of methelyne blue. Accurate closure is 
important to avoid urine leakage. This can be done with 2.0 Vicryl™ and also can 
be oversewn during renorrhaphy. Confirmation of absence of leakage is important 
to avoid complications. Difficulty can be encountered if the repair has to be done 
in the depth of resection where the needle cannot be rotated easily. In this case, 
consider bolster renorrhaphy, which will close the defect and solve the problem. 
Subsequently, it is important that the trajectory of the excised bed be wide to 
facilitate suturing. 


Challenging Difficulties During Partial Nephrectomy 
Renal Mass Near the Hilum 


A hilar mass can be quite challenging during laparoscopic partial nephrectomy 
since proper hilar control is essential in order to perform the procedure and 
requires significant experience and can be tedious even in an open procedure. In 
a reported series of LPN, 6—-19.1% of renal masses were hilar in location 
(Fig. 11.12) [2, 3]. In this situation, one should try to dissect the renal vessels as 
medial as possible to allow application of the vascular clamp. In rare cases 
where the mass is adherent to a small part of the renal vein that requires exci- 
sion, vascular repair may be necessary. Therefore, the authors suggest that these 
cases should be performed by surgeons with sufficient experience in laparo- 
scopic partial nephrectomy. Total nephrectomy should be considered if the pro- 
cedure cannot be safely completed, especially if there is a normal contralateral 
kidney. Extreme care in these cases is required to avoid cutting through tumor 
or leaving residual tumor; therefore, confirming negative margins is important 
in these cases. 


Fig. 11.12 CT scan image 
showing a renal mass at 
hilar location 
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Fig. 11.13 CT scan 
showing a renal mass 
approaching the central 
part of the kidney 


Centrally Located Tumors 


Centrally located renal masses comprise a reasonable percentage—nearly 40% of 
the masses that the authors manage with LPN (Fig. 11.13) [2]. The authors typically 
utilize intraoperative ultrasound to localize the tumor and assess the depth of pene- 
tration. After hilar control (as previously described), the authors incise the renal 
parenchyma over the mass with cold shears and dissect around the mass with 5 mm 
of free margin. The procedure is then completed as routine. It is very important not 
to cut into the tumor in these cases, and that the margins be negative, which can be 
reviewed by frozen section pathological testing. Suture repair of the renal bed is 
done as previously described. Again, the use of bolster with parenchymal closure 
will usually be adequate for repair of the renal bed. The main major complication in 
this group was late-onset hematuria, which necessitated angiographic embolization. 
This facility should be available at centers where these advanced procedures are 
performed [4]. Again, experience is essential in these cases and the option of total 
nephrectomy must be considered if difficulty is anticipated. 


Solitary Kidney and Compromised Renal Function Cases 


A renal mass in a solitary kidney can be quite challenging (Fig. 11.14). Animal stud- 
ies have described the relationship between the duration of warm ischemia and the 
magnitude of subsequent renal dysfunction. However, direct translation of these 
data to clinical practice is limited by significant anatomical and physiological dif- 
ferences among species. Current clinical data support a safe warm ischemia time 
limit of 30 min in patients with normal preoperative kidney function [5]. While 
laparoscopic partial nephrectomy is technically feasible for a tumor in a solitary 
kidney, warm ischemia time was longer and complication rates higher compared 
with open partial nephrectomy in early series [6]. In addition, although average loss 
of renal function at 3 months is equivalent (after accounting for warm ischemia 
time), a greater proportion of patients required dialysis temporarily or permanently 
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Fig. 11.14 Renal mass in 
a left solitary kidney 


after laparoscopic partial nephrectomy in that series. Therefore, some authors sug- 
gest that, during early series of LPN, open partial nephrectomy may be the preferred 
nephron-sparing approach for patients at high risk for chronic kidney disease [6]. Of 
485 patients undergoing LPN between September 1999 and August 2005 at the 
authors’ institution, 48 (10%) had compromised baseline renal function (serum cre- 
atinine 1.5 mg/dL or greater, group I). Outcomes were compared with 437 patients 
undergoing LPN with normal baseline renal function (serum creatinine less than 
1.5 mg/dL, group II). Both groups were compared regarding perioperative data, 
complications, and renal functional and oncologic outcomes. Group I patients were 
older (67.6 vs. 58.6 years, P < 0.001) and had higher American Society of 
Anesthesiologists scores (2.8 vs. 2.4, P < 0.001), higher Charlson Comorbidity 
Index (1.9 vs. 0.7, P < 0.001), and larger tumors (3.3 vs. 2.7 cm, P = 0.01). 
Intraoperative data, postoperative outcomes, overall complications, and pathologic 
data were similar between groups. At a mean follow-up of 21 months, the deteriora- 
tion in serum creatinine and estimated glomerular filtration rate was similar between 
groups (P = 0.99 and 0.89, respectively). Dialysis was required in five patients 
(10%) in group I and three patients (0.6%) in group II (P < 0.001). Within group I, 
older patients (older than 70 years) with prolonged warm ischemia (greater than 
30 min) had significantly worse renal functional outcomes. Comparing groups I and 
II, estimated 5-year overall survival was 78% versus 90% (log rank = 0.01) and 
cancer-specific survival was 100% versus 98% (log rank = 0.65). The authors con- 
cluded that older patients with compromised renal function and warm ischemia time 
greater than 30 min are at high risk for renal dysfunction after LPN. Alternate 
nephron-sparing methods, including hypothermia or probe-ablation, should be con- 
sidered in these patients [7]. Therefore, it is the authors’ opinion that LPN in 


11 Difficulties in Laparoscopic Partial Nephrectomy 131 


solitary kidney or with compromised renal function should be done by an experi- 
enced surgeon. To minimize the complications on renal function, cold ischemia 
through an open approach should be considered and patient counseling about pos- 
sible temporary postoperative dialysis should be explained. If warm ischemia is 
considered, then the authors recommend early unclamping as described 
previously. 


Presence of Vena Caval or Abdominal Aortic Pathology 


Patients with vascular pathology involving the great vessels like abdominal aortic 
aneurysm, post aortic graft or vena caval pathology are prone to develop renal 
masses and require therapy. Those patients are typically elderly with comorbid 
medical conditions such as diabetes, hypertension, and mostly are on anticoagulants 
or antiplatelets. Subsequently they are high-riskanesthesia patients, requiring a 
careful approach and are considered challenging cases. The authors have reported 
on 17 cases of LPN in such a group of patients, with very acceptable and safe out- 
come [8]. The important aspects of managing such difficult patients is proper pre- 
operative evaluation, including CT angiography to assess the renal vasculature and 
relation to the vascular pathology. Vascular surgeon consultation and possible intra- 
operative advice from that perspective is also important. Finally, the most important 
aspect is careful pre-, intra-, and postoperative anesthetic management with the 
need for invasive monitoring and intensive care unit (ICU) postoperative care for 
this group of high-risk patients. The careful surgical steps of LPN and accurate 
hemostasis is absolutely mandatory in this subgroup of patients who will mostly 
require antiplatelets or anticoagulants postoperatively. 


Diaphragmatic Injury During Partial Nephrectomy 


Inadvertent diaphragmatic injury can occur during laparoscopic renal or adrenal 
surgery, especially in difficult cases. The authors have reported a 0.7% risk in a 
large series of 1850 cases of laparoscopic renal and adrenal surgery. Four cases of 
diaphragmatic injury occurred during LPN. These injuries were recognized imme- 
diately and managed with non-absorbable running suture. The outcomes of these 
injuries were excellent in all cases. Although uncommon, managing these types of 
difficulties is an important aspect in performing laparoscopic partial nephrectomy 
safely [9]. 


Laparoscopic Partial Nephrectomy in the Presence 
of Multiple Renal Arteries 


The authors reported on LPN in kidneys with multiple arteries and compared those 
outcomes with LPN outcomes in patients with conventional renal arterial anatomy. 


132 A. Al-Kandari et al. 
In the authors’ series, since September 1999, LPN was performed for tumors in 333 
patients. From this prospectively maintained database, the authors identified 60 
patients with multiple renal arteries and 273 patients with a single renal artery to the 
operated kidney. All patients underwent three-dimensional computed tomography 
preoperatively for accurate delineation of the tumor and renal vascular anatomy. 
The clinical and operative data were reviewed to assess critical outcomes. The base- 
line parameters, including tumor size (P = 0.87), were similar in the two groups. 
Intraoperatively, the method of vascular control, tumor parenchymal extension 
depth (P = 0.40), number requiring pelvicaliceal repair (P = 0.62), and specimen 
weight (P = 0.49) were similar between the two groups. Similarly, the warm isch- 
emia time (P = 0.60), operative time (P = 0.15), blood loss (P = 0.37), and intraop- 
erative (P = 0.52), postoperative (P = 0.48), and late complication (P = 0.64) rates 
were similar between the two groups. The authors’ conclusion was that LPN can be 
efficaciously performed in the presence of multiple renal vessels. Preoperative eval- 
uation with three-dimensional computed tomography is recommended to have pre- 
operative knowledge of the renal vasculature and thereby minimize iatrogenic injury 
[10]. It is important that all the vessels to be included in the hilar clamp to minimize 
the intraoperative bleeding and subsequently the excision of the tumor and the ren- 
orrhaphy will be optimal. 


Laparoscopic Partial Nephrectomy in Previously Operated Kidney 


Previous renal surgery has been considered a relative contraindication to LPN 
because of perirenal surgical adhesions. The authors reported on their experience of 
LPN in previously operated kidneys in which 25 patients (3.7%) had undergone 
previous ipsilateral open or percutaneous renal procedures. Previous renal surgery 
included open surgery in 12 patients (nephro/pyelolithotomy in 8, pyeloplasty in 2, 
and partial nephrectomy in 2) and percutaneous surgery in 13 (percutaneous neph- 
rolithotomy in 9 and renal biopsy in 4). The mean interval from previous surgery 
was 6.6 years (range 0.3-34). LPNs (16 transperitoneal and 9 retroperitoneal) were 
successful in all patients. The mean tumor size was 2.5 cm (range 1-5.6), the warm 
ischemia time was 35.8 min (range 22-57), and the estimated blood loss was 
215 mL (range 25-600). The mean operative time was 3 h (range 1.5—4.5), and the 
hospital stay was 3.1 days (range 1-7.6). Histopathologic examination confirmed 
renal cell carcinoma in 19 patients (76%). No open conversions were needed, and 
no kidneys were lost. No intraoperative complications were reported, but three post- 
operative complications (12%) developed, including blood transfusion in one, nau- 
sea and epistaxis in one, and compartment syndrome requiring fasciotomy in one 
patient. The results of the authors’ study have shown that, in select patients, LPN is 
feasible after previous ipsilateral renal surgery. However, the procedure can be tech- 
nically challenging, and adequate previous experience with LPN is necessary [11]. 
As in any difficult situation, the patient must be informed of the possibility of total 
nephrectomy or open conversion, and priority must be given to the patient’s safety 
and cancer control. 


11 Difficulties in Laparoscopic Partial Nephrectomy 133 


Laparoscopic Partial Nephrectomy in Obese Patients 


Obesity is occasionally encountered during laparoscopic renal surgery and is consid- 
ered technically challenging because of the anesthetic as well as the access issues 
related to laparoscopy. The authors reported their series from August 1999 to 
December 2004 in which 140 obese (group 1) and 238 nonobese (group 2) patients 
underwent laparoscopic partial nephrectomy at their institution. The demographics, 
operative data, and perioperative complications of these two groups were compared. 
Group | had a significantly greater incidence of hypertension and diabetes. In groups 
1 and 2, respectively, the mean estimated blood loss was 310 mL (range 50-1500) and 
249 mL (range 50-2500), the mean operating time was 3.4 h (range 2.5-6) and 3.4 h 
(range 1.5-6), and the mean warm ischemia time was 31 min (range 15-51) and 
32 min (range 12—60). Intraoperative complications occurred in eight patients (5.7%) 
in group | and 20 (8%) in group 2 (P = 0.19), with a blood transfusion rate of 6% and 
3%, respectively (P = 0.42). The postoperative complication rate was not significantly 
different between the two groups (13% vs. 9%, P = 0.77). The mean hospital stay was 
2.8 days (range 1-8) for group 1 and 3.5 days (range 1-32) for group 2. Retroperitoneal 
access was associated with a shorter operative time and hospital stay in both groups. 
The authors concluded that laparoscopic partial nephrectomy was performed safely in 
obese patients, with a perioperative complication rate similar to that of non-obese 
patients. The retroperitoneal approach was associated with a shorter operative time 
and hospital stay in the obese and non-obese patients [12]. In another series from the 
John Hopkins group on LPN, comparison of obese versus non-obese patients who 
underwent LPN revealed similar perioperative outcomes, with the exception of a 
greater blood loss in the obese patient cohort (391.7 + 308.6 vs. 280.9 + 202.1 mL). 
Finally, in comparing perioperative data among non-obese patients who underwent 
open partial nephrectomy (OPN) versus LPN, those who underwent LPN were found 
to have improved operative times (248.9 + 45.0 vs. 181.1 + 62.4 min), less blood loss 
(412.4 + 274.6 vs. 280.9 + 202.1 mL), fewer intraoperative complications (21.4% vs. 
1.8%), and shorter length of hospital stay (6.3 + 2.8 vs. 3.2 + 1.6 days). Laparoscopic 
partial nephrectomy has significantly better perioperative outcomes than open partial 
nephrectomy in both the obese and non-obese populations. As of late, the authors 
perform LPN via a transperitoneal approach in all patients, including obese patients, 
with excellent outcomes [13]. 


Laparoscopic Partial Nephrectomy in Cystic Lesions 


LPN in cystic lesions, which are typically complex renal cysts of Bosniak 3 or over, are 
best managed laparoscopically as this minimizes the morbidity of open surgery and 
achieves the diagnostic and therapeutic goals needed. But extreme care should be used 
when approaching the cyst so as not to puncture it and cause spillage, since malignancy 
is a serious risk of tumor spillage. The authors reported on their experience regarding 
cystic renal masses, which comprised 17.1% of their series and compared the out- 
comes to similar sized solid masses. No cyst spillage was encountered. Only one local 
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recurrence was found during follow up, although the margins were negative. Surgical 
outcomes of LPN for suspicious cystic masses are similar to those of LPN for solid 
tumors. However, extreme caution and refined laparoscopic technique must be exer- 
cised to avoid cyst rupture and local spillage [14]. This includes the handling of the cyst 
during dissection and excision. Also, preparation of the retrieval bag is important to 
avoid accidental cyst rupture by the surgeon and assistant at the end of the procedure. 


Laparoscopic Partial Nephrectomy in Horseshoe Kidney 


Horseshoe kidney is an anatomically challenging kidney because of its vascular 
anatomy, specifically in relation to LPN. Subsequently, detailed preoperative imag- 
ing with CT angiography is essential to preoperatively identify the vascular pedicle 
close to the tumor area so that it may be clamped during tumor excision. Subsequently, 
the same technique is used to complete the procedure. Since the renal anatomy and 
position of the kidney is abnormal, extra care is required for deep tumors and repair 
of the collecting system is essential [15]. 


Laparoscopic Partial Nephrectomy for Tumor in the Presence 
of Nephrolithiasis or Pelvi-Ureteric Junction Obstruction (PUJO) 


Fifteen (3%) of 548 patients who underwent LPN (November 1999—May 2005) had 
concomitant calculus/PUJO. The calculus/PUJO was treated in six, either before 
(one), during (three), or after (two) LPN, depending on the presence of obstruction. 
The remaining nine patients were monitored as they had a punctate and unobstruct- 
ing stone burden. The mean (range) tumor size was 2.7 (1.44) cm, the operative 
duration was 3.8 (2—6) h, the warm ischemia time was 34.8 (22-53) min, and blood 
loss was 237 (50-600) mL. Two patients with concomitant PUJO had a single- 
session dismembered Anderson-Hynes pyeloplasty and LPN. Three patients with 
smaller stones (S—12 mm) had extracorporeal shock wave lithotripsy, percutaneous 
nephrolithotomy, or ureteroscopic removal before (one) or after (two) LPN. One 
patient with a larger 1.6-cm obstructing renal pelvic calculus had laparoscopic flex- 
ible pyeloscopy, but the stone was not visualized. At the end of all treatments, the 
6-month tumor-free and stone-free rates were 15/15 and 11/13, respectively. The 
authors concluded that patients with a concomitant small renal mass and calculus/ 
PUJO can be successfully managed in a simultaneous or staged manner using mini- 
mally invasive techniques. In managing such cases, it is very important to ensure 
patency of the ureter during LPN to avoid urine leakage complication [16]. 


Laparosopic Partial Nephrectomy After Targeted Therapy 
Targeted therapy is currently used in locally advanced renal cell carcinoma and meta- 


static disease. Subsequently surgical resection of renal tumors are indicated. The 
authors retrospectively identified patients with renal cell carcinoma treated with 
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sunitinib, sorafenib, or bevacizumab plus interleukin-2 before tumor resection. 
Between June 2005 and August 2008, 19 patients were treated with targeted therapy 
and subsequently underwent resection. Surgical extirpation involved an open and a 
laparoscopic approach in 18 and 3 cases, respectively, for locally advanced (8), 
locally recurrent (6), and metastatic disease (3). Two patients with extensive bilateral 
renal cell carcinoma were also treated to downsize the tumors to enable partial 
nephrectomy. Perioperative complications were noted in 16% of patients. One patient 
had a significant intraoperative hemorrhage and disseminated intravascular coagu- 
lopathy from a concomitant liver resection. An anastomotic bowel leak and abscess 
were noted postoperatively in another patient who underwent en bloc resection of a 
retroperitoneal recurrence and adjacent colon. Two patients (11%) had minor wound 
complications, including a wound seroma and a ventral hernia. Pathological analysis 
of 20 specimens revealed clear cell, chromophobe, and unclassified renal cell carci- 
noma in 80%, 5%, and 10% of cases, respectively. One patient (5%) had a pathologi- 
cal complete response. Surgical resection of renal cell carcinoma after targeted 
therapy is feasible with low morbidity in most patients. However, significant compli- 
cations can occur, raising concern for possible compromise of tissue and/or vascular 
integrity associated with surgery in this setting. Although the number of cases treated 
by LPN is small in this difficult subgroup of patients, it was technically feasible with 
more than average complications that need careful management [17]. 


Decreasing Complications in Laparoscopic 
Partial Nephrectomy 


Laparoscopic partial nephrectomy, in contrast, is a technically challenging procedure. 
Although the intermediate oncologic outcomes are comparable to those of the open 
experience, there are concerns related to warm ischemia time, and there is a risk of 
major complications such as urinary leakage and hemorrhage requiring transfusion [2]. 

Centrally located renal tumors may be associated with more complications 
according to some series. Provided that there is adequate laparoscopic expertise, the 
outcome of laparoscopic partial nephrectomy for central tumors is comparable to 
that of peripheral tumors. The main major complication in this group was late-onset 
hematuria, which necessitated angiographic embolization. This facility should be 
available at centers where these advanced procedures are performed [4]. 

Urine leakage after laparoscopic partial nephrectomy has been reported in some 
series to be 10.5%. Urine leak is a complication unique to partial nephrectomy that 
is more commonly noted when a larger endophytic mass involves the renal collect- 
ing system. Most leaks resolve with prolonged drainage or replacement of a ureteral 
stent [18]. The meticulous repair of the collecting system in a bloodless field and the 
renorrhaphy that the authors use has rarely lead to urine leakage in their series. 

Hemorrhage during or after laparoscopic partial nephrectomy is reported to be 
less than in open series, and, with the renal hilar clamping as described in the 
authors’ technique [2], it is a very manageable issue. Hilar tumors in close proxim- 
ity to the interlobar vessels can even be managed laparoscopically without difficulty 
but require experienced hands [3]. 
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Finally, renal impairment is a risk after laparoscopic partial nephrectomy. 
Multiple studies have considered the warm ischemia time of 30 min is satisfactory 
in not affecting renal function especially if there is a normal contralateral kidney. 
Lately, with improved technique, the authors reported halving the warm ischemia 
time by early unclamping while repairing the renal bed with excellent renal function 
preservation [19]. Others have reported on artery only occlusion with better renal 
function preservation, although only on a small series [20]. 

In conclusion, the authors are pleased that, in their series, warm ischemia time of less 
than 30 min can be achieved in most cases of LPN, which subsequently will not harm 
the kidneys in most cases, but this technique requires significant surgical experience. 


Overcoming Difficulties During Laparoscopic 
Partial Nephrectomy 


The authors recommend the following steps to overcome difficulties during LPN: 


1. Proper preoperative workup, including CT angiography, renal function tests, 
complete blood cell count (CBC), blood for cross-match. 
. Proper instruments, sutures, and hemostatic agents. 
. Intraoperative ultrasound assessment of tumor depth. 
. Careful hilar dissection and clamping in preparation for tumor excision. 
. Tumor excision with 5-mm margin, and then repair of the renal bed in efficient 
and expeditious way. 
6. Careful postoperative evaluation of early outcome including renal function tests, 
CBC, and confirming absence or resolution of urine leakage and evaluation of 
surgical margin for oncologic control. 


nb Wh 


The issue of robotic assisted versus pure laparoscopic partial nephrectomy: 

In a large comparative analysis of 500 cases shows that robotic partial nephrec- 
tomy offers a wider range of indications, better operative outcomes and lower peri- 
operative morbidity than laparoscopic partial nephrectomy. Overall, the quest for 
trifecta seems to be better accomplished by robotic partial nephrectomy, which is 
likely to become the new standard for minimally invasive partial nephrectomy [21]. 


Conclusion 
Laparoscopic partial nephrectomy has duplicated open surgery in a very competitive 
and comparable way. It does require significant laparoscopic surgical skills and care- 
ful pre-, intra-, and postoperative measures. Currently, more complex cases can be 
done laparoscopically with excellent results, but as previously stated, such cases 
require more experienced hands to achieve the best results. Although robotic assisted 
partial nephrectomy is being utilized more with excellent outcome, there is still a 
need for pure laparoscopic partial nephrectomy especially in developing world due 
to economic burden. 
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Difficulties in Laparoscopic 1 2 
Adrenalectomy 


Mahesh R. Desai and Arvind P. Ganpule 


Introduction 


Laparoscopic adrenalectomy is the method of choice in the majority of adrenal 
lesions. The open surgical approach for adrenal lesions requires a long skin incision, 
which at times may require muscle and rib cutting. The laparoscopic approach is 
quick and safe, the magnification offers excellent visibility, and blood loss is sub- 
stantially decreased if the surgical technique is meticulous. Adrenalectomy is also 
one of the few laparoscopic procedures in which, due to the quick access to the area 
in question, has a shorter operative time [1]. Although there is general agreement on 
use of this approach for benign and small lesions, the issue of the laparoscopic 
approach in adrenocortical carcinomas remains unresolved [2]. This chapter dis- 
cusses operative technique and troubleshooting measures. The steps, which require 
attention before and during adrenalectomy include: 


Preoperative preparation of the patient 

. Preoperative imaging to ascertain the possible nature of the disease and the status 
of the contralateral gland 

Port placements to ensure unhindered dissection 

4. Tips and tricks to identify the adrenal vein and prevent hemorrhage during the 
procedure 
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Surgical Anatomy 


The right gland is more superiorly located in the retroperitoneum. It is almost 
directly cranial to the upper pole of the right kidney. Surrounding structures include 
the liver anterolaterally, the duodenum anteromedially, and the inferior vena cava 
medially. It is also important to note that there is often a retrocaval extension of the 
gland on the right side. These facts are important for optimal port placement and 
dissection in relation to the vena cava. The left gland is crescentic and medial to the 
upper pole of the left kidney. The upper and anterior aspects are related to the stom- 
ach, tail of the pancreas, and splenic vessels [3]. During dissection of the splenic 
flexure, the above structures need to be protected. 

The arterial supply to the adrenal gland originates from three sources. Superiorly, 
from the inferior phrenic artery, few branches directly originate from the aorta. At 
times, branches from the aorta also supply the adrenal. Most of the time, no definite 
artery can be identified. Frequently, both the adrenals are drained by a single adrenal 
vein. The adrenal vein is the key structure to be identified during adrenalectomy. On 
the left side it enters the cranial aspect of the left renal vein. On the right side, the 
adrenal vein enters the vena cava directly on its posterolateral aspect [3]. The sig- 
nificance of this lies in securing the adrenal vein during adrenalectomy. The short 
stump of the adrenal vein and its origin from the cava require care when applying 
lateral traction. In regards to the left adrenal vein, it arises from the inferomedial 
aspect of the gland to enter the renal vein. This vessel has a close relation to the 
upper polar renal artery, upper polar branch of the main renal artery, and the inferior 
phrenic artery. One should be cautious of these structures while securing the adrenal 
vein. 


The Surgical Procedure 


The authors prefer the transperitoneal approach. All the laparoscopic adrenalecto- 
mies at the authors’ center are carried out via the lateral transperitoneal approach. 


Transperitoneal Approach 


Left Side 

Once the pneumoperitoneum is created, the ports are placed (Fig. 12.1), the white 
line of Toldt is incised and the colon reflected. The key step for adequate exposure 
is dissection of the splenorenal ligament right down to the splenic hilum (Fig. 12.2). 
The colon should be reflected optimally to expose the renal vein. The adrenal vein 
is identified from its origin from the renal vein. The authors prefer to secure the 
renal vein with the help of either Allport® (Ethicon Endo-Surgery, Inc., Cincinnati, 
Oh) or Ligaclips (Ethicon Endo-Surgery, Inc., Cincinnati, OH). In the authors’ ini- 
tial cases, the Hem-o-lok clip™ (Teleflex Medical, Research Triangle Park, NC) was 
used for ligation. The next step to be followed is dissection posterior to the clips 


12 Difficulties in Laparoscopic Adrenalectomy 141 


Port position and liver retraction 


Liver retractor 


i 


Fig. 12.1 (a) Left-side transperitoneal adrenalectomy with four ports (one 10 mm for camera, one 
10 mm for working instruments, one 5 mm for retraction, and occasionally one 3 mm for lateral 
retraction). (b) Right transperitoneal adrenalectomy with 4-port approach. The ports mirror the left 
side; an additional 5-mm port helps in liver retraction. (c) 5 mm Allis locking forceps helps in 
retraction of the liver on the right side; note that the adrenal mass is easily visible through the 
peritoneum 


along the psoas muscle (Fig. 12.3). Once this is done, the dissection should be out- 
side the adrenal fascia; this helps in preventing fractures of the adrenal. The next 
step is dissection along the superior border of the aorta. As the adrenal does not have 
any definite blood supply, any suspicious blood vessels should be secured. The 
medial wall of the adrenal is dissected last. In all cases of adrenal lesions suspected 
to be pheochromocytomas, the adrenal vein should be secured first; in all other 
cases it is prudent to dissect and secure the adrenal vein last because of the concern 
that early ligation of the adrenal vein might cause congestion of the gland and sub- 
sequent oozing. 


Right Side 

The port placement mirrors that on the left side, except an extra port is required for 
retraction of the liver (Fig. 12.1). The lie of the colon differs on the right side as 
compared to the left, the landmarks to be identified in these cases are the inferior 
vena cava and the renal vein (Fig. 12.3). Once the kocherization of the duodenum is 
done, the inferior vena cava is traced, this is followed by identifying the renal vein. 
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Fig. 12.2 (a, b) On the 
left side, aggressive 
dissection of the splenic 
flexure with division of 
splenocolic ligament 
makes the spleen fall off 
and provides exposure of 
the adrenal bed. (c) On the 
left side, the renal vein acts 
as a guide to identify the 
adrenal vein. (d) 
Dissection of adrenal the 
vein 


M.R. Desai and A.P. Ganpule 


12 Difficulties in Laparoscopic Adrenalectomy 143 


Fig. 12.2 (continued) 


Fig. 12.3 (a, b) Once the 
adrenal vein is secured, the 
next step should be to 
identify the psoas; this 
helps in the dissection 
between the kidney and 
adrenal without injuring 
either. (c, d) The vena cava 
and renal vein are the 
landmarks for dissection 
on the right side 
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Fig. 12.3 (continued) 
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The adrenal gland is dissected on the superior border of the vena cava. The dissec- 
tion on the under surface of the liver needs to be aggressive for proper identification 
and securing of the adrenal vein. The adrenal vein can be secured with Hem-o-lok™ 
clips (Fig. 12.4). 

All adrenalectomy specimens should be bagged before retrieval, typically they 
are retrieved by extending one of the ports. 

Although a variety of approaches have been described, all of them have their own 
advantages and disadvantages. In a nonrandomized, background-matched analysis, the 
authors of a study concluded that if a tumor was more than 5 cm and the surgeon not 
experienced, then the lateral transperitoneal approach was preferred. The lateral retro- 
peritoneal approach was also preferred in cases with upper abdominal surgeries [4, 5]. 

In the anterior transperitoneal approach, the patient is in semi-lateral position. 
On the right side the hepatocolic ligament is incised, while on the left side the 
phrenicocolic ligament is incised. 

In the lateral transperitoneal approach, the patient is in full lateral position. In 
this approach, the dissection is carried out till the diaphragm close to the curvature 
of the stomach. The spleen falls off the operating field, which helps to improve the 
exposure. On the right side, mobilization of the triangular ligament is carried out. 
The dissection is continued up to the diaphragm. This helps in allowing good expo- 
sure as the liver is shifted away from the operating field. 
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Securing the adrenal vein with Hem-o-lo 


Left adrenal vein Right adrenal vein 


Fig. 12.4 The adrenal vein should be circumferentially dissected prior to clipping. This helps in 
proper application of clips 


Retroperitoneal Approach 


The patient is placed in a lateral decubitus position. A 15-mm incision is made under 
the 12th rib. The space is created with the help of a balloon dilator after finger dissec- 
tion. The camera port is inserted and the rest of the ports are inserted under vision; a 
five-trocar approach has been described (one is 12 mm, two are 10 mm, and two are 
5 mm). The kidney remains in contact with its peritoneal attachment. The psoas 
muscle acts as a landmark. The renal vein on the left side and the vena cava on the 
right side are identified to ascertain the position of the adrenal vein. The suction drain 
is kept at the conclusion of the procedure. The specimen is always bagged [6]. 


Key Steps to Avoid Problems in Laparoscopic Adrenalectomy 
Preoperative Preparation of the Patient 


Optimal preoperative preparation in patients undergoing surgery for pheochromo- 
cytoma is key to success and safety. The pillars of success are: 


1. Correction of biochemical abnormalities 
2. Volume repletion 
3. Bowel preparation for transperitoneal approach 


Patients to be operated for pheochromocytoma need special care. Alpha- 
adrenergic blockade should be started 2 weeks before surgery, preferably phenoxy- 
benzamine, starting gradually with a dose of 10-20 mg twice per day. Some 
individuals may require beta blockade. Intraoperatively, high blood pressure can be 
treated with nitroprusside or a short-acting B(beta) blocker like esmolol. Volume 
repletion is important to prevent the postoperative hypotension secondary to loss of 
tonic vasoconstriction. 
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Patients with Cushing’s syndrome require correction of electrolyte abnormalities and 
diabetes before surgery. It is prudent to estimate cortisol levels in these patients. These 
patients are prone to infection and they should be administered preoperative antibiotics. 
Occasionally they may need steroids, intraoperatively or postoperatively [3]. 


Imaging Studies 


It is generally accepted that the plain film of the abdomen has little value in identify- 
ing and evaluating adrenal tumors, although calcification within an adrenal mass is 
commonly thought to signal malignancy. Ultrasound, although effective, may be of 
limited benefit in obese patients and patients having overlying bowel gas. Computed 
tomography (CT) generally is considered the method of choice in the radiodiagnos- 
tic evaluation of adrenal disease. The location, size, and shape of adrenal masses 
and nodules as small as 1 cm generally are demonstrated using conventional CT 
techniques. However, using thin-section CT scanning, nodules as small as 3-5 mm 
can be identified. Magnetic resonance imaging (MRI) improves adrenal imaging 
and provides prognostic help by appearance of the lesion on T1 and T2 imaging 
modes [7]. 


Exposure of the Adrenal Gland 


Difficulties may arise due to inadequate exposure of the adrenal gland, leading to 
troublesome hemorrhage from the adrenal vein and the adrenal gland. These Most 
of the time the solution is proper port placement, adequate mobilization of the 
colon, and exposure of the splenorenal recess (Figs. 12.1-12.3). 


Port Placement and Patient Positioning 


The patient in a lateral position in a transperitoneal approach offers adequate expo- 
sure as the viscera tends to fall with gravity. The port position at the authors’ center 
is as shown in Fig. 12.1. It resembles that of a transperitoneal nephrectomy, and 
typically the ports are placed more cranially as compared to the position in a 
nephrectomy. In addition, the colon should be reflected adequately so that the renal 
vein is adequately exposed. The adrenal bed is better exposed when the splenorenal 
ligament is taken down along the greater curvature of the stomach. 

Placing an additional port, which may be either a 3- or 5-mm port, improves the 
exposure. A retractor inserted through this port helps in retracting the kidney and 
delineating the mass in a better way, but one needs to be careful of injuring the 
spleen/liver through such laterally placed ports on the left side [8]. 

The port for retracting the liver should be inserted in the midline as high as pos- 
sible near the xiphisternum and passed along the undersurface of the liver towards 
the lateral sidewall. Care must be taken to avoid injuring the gall bladder. Various 
instruments can be used to retract the liver; they include the fan retractors and 
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locking Allis 5-mm clamps. The authors use the locking Allis clamp for the purpose. 
The Allis clamp is closed and locked, thereby creating a self-retaining retractor that 
does not require an assistant to hold it (Fig. 12.1). 

Mobilizing the spleen is a safe and feasible way of gaining adequate exposure on 
the left. While mobilizing the spleen, care must be taken not to tear the splenic cap- 
sule or to injure the diaphragm. If, however, in spite of extensive mobilization one 
finds a floppy spleen, a suprapubic trocar can be inserted and a sponge holder with 
gauze can be used for retracting the spleen and the pancreas. 


Dissection of the Adrenal Vein 


The adrenal vein is identified on the left side by identifying the renal vein. At times 
the renal vein can be identified by tracing the origin of the gonadal vein (Fig. 12.2). 
The gonadal vein almost always enters the renal vein opposite the entry point of the 
left adrenal vein. Therefore, upon reaching the left renal vein along the gonadal 
vein, dissection is performed medially along the anterior surface of the renal vein to 
identify the left adrenal vein. The key point in the dissection of the adrenal vein is 
that it should be dissected for a considerable length. The adrenal vein should always 
be dissected till the limit of the adrenal gland is seen (Fig. 12.2). 

The adrenal gland should be dissected outside the periadventitial plane, if this 
plane is not followed, one runs the risk of causing parenchymal fractures and persis- 
tent oozing from the adrenal surface. On the left side, a combination of blunt and 
sharp dissection helps to free the gland from the aorta and the upper pole of the 
kidney (Fig. 12.3). Particular care should be taken while coagulating small adrenal 
vessels as they may cause tears in the adrenal parenchyma. 

On the right side, the adrenal gland is more easily identified through the perito- 
neum (Fig. 12.1). The lower aspect is separated from the renal vein (with care taken 
to preserve the upper polar renal artery), the medial aspect is cleared from the infe- 
rior vena cava. 


Adrenalectomy in Difficult Situations 
Obese Patients 


Markedly obese patients have increased chance of surgical complications; this fact 
assumes importance in patients with Cushing’s syndrome with truncal obesity. 

In their study, Fazeli-Matin et al. concluded that, compared to open surgery, the 
laparoscopic approach offers decreased blood loss, quicker return of bowel func- 
tion, less analgesia, and shorter convalescence. They observed that abdominal wall 
obesity is located in the pannus, which in flank position shifts from the operative 
side, thus flank position offers the opportunity to use routine ports. They felt that a 
retroperitoneoscopy approach offers a shorter and more direct route to the kidney 
compared to the transperitoneal approach. The points in operating on these patients 
include the following: experience of the surgeon; adequate padding of all pressure 
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points; to maintain pneumoperitoneum, use of two carbon dioxide insufflators; and 
insufflation done with balloon dilators and kept anterior to the psoas fascia [9]. 


Large Tumors and Malignancy 


The opinions differ as far as adrenocortical carcinoma (ACC) is concerned. It is a 
deadly disease and complete resection is of utmost importance. Miller et al., in their 
retrospective study, concluded that laparoscopic approach should not be done in 
adrenocortical carcinomas [10]. The absolute contraindication for laparoscopic 
adrenalectomy is adrenocortical carcinomas with periadrenal invasion or venous 
thrombus. The relative contraindications include uncorrected coagulopathy, abdom- 
inal sepsis, intestinal obstruction, and unacceptable cardiopulmonary risk [11]. 
Although size alone is not a contraindication, there is considerable debate as to the 
size threshold for offering laparoscopic adrenalectomy as it is well known that the 
incidence of carcinoma increases with increasing size [12]. The estimation of risk 
of ACC for lesions more than 6 cm is 25% and for tumors between 4 and 6 cm is 6% 
and 2% for tumors <4 cm in size, as stated in the National Institutes of Health (NIH) 
consensus statement [13]. The authors’ data revealed an incidence of 5.2% of ACC 
in tumors larger than 5 cm [14]. Other potential problems associated with offering 
laparoscopic adrenalectomy for large adrenal masses are anatomical considerations, 
handling of tumor, technical difficulty in dissecting large adrenal tumor, increased 
likelihood of complications and peritoneal dissemination of carcinoma. There is no 
well-defined arterial supply to the adrenal gland [11]. There will be more technical 
difficulty in dissection of the large adrenal mass, leading to higher chances of intra- 
operative hemorrhage. Direct handling of a larger tumor is more likely to lead to 
fracture during handling, resulting in troublesome bleeding and inadequate removal 
and peritoneal dissemination [11]. 

The prerequisites include proper preoperative diagnosis as suggested by Suzuki; 
findings of heterogeneous mass lesions and irregular mass lesions on CT may sug- 
gest a malignancy. The lesion should be completely removed; incompletely removed 
lesions have a uniformly poor prognosis [15]. 


Pediatric Patients 


These patients should have a proper anesthesia checkup. It is advisable to have 
pediatric instruments (5-mm harmonic scalpel, pediatric suction and dissecting 
instruments). The working pneumoperitoneum pressures should be 8—10. The adre- 
nal tumors are usually easily visible in the transperitoneal approach. In all these 
cases, a biochemical workup is prudent. The adrenal vein is secured with the help of 
an Allport® or Ligaclips. 

Reports are available that describe this approach for neuroblastomas. 
Laparoscopic adrenalectomy for neuroblastomas is safe and feasible in children 
with good results; the prerequisite being adequate experience with advanced 
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laparoscopy. In a study by de Lagausie, adrenalectomy was performed in nine 
patients. The mean operative time was 85 min with no deaths. There was no 
instance of recurrence or metastasis. The authors noted that a transperitoneal 
approach is recommended because of the necessity of exploring the entire abdo- 
men to detect and inspect enlarged lymph nodes. This approach also facilitates 
exploration of the aortocaval space and the hepatosplenic region. The results are 
good for stage I tumors [16]. 


Laparoscopic Adrenalectomy for Adrenal Metastasis 


Most malignancies that metastasize to the adrenal are to the medullary portion (cen- 
ter) of the gland, rather than to the adrenal cortex. Adrenal metastases rarely pene- 
trate through the capsule of the gland, making laparoscopic surgical resection much 
less likely to result in tumor fracture, which could potentially predispose a patient 
to increased rates of local recurrence or intraperitoneal dissemination To date, eight 
series totaling 98 patients have reported the use of laparoscopic adrenalectomy for 
metastasis with no port-site recurrences and only one patient (1%) developing peri- 
toneal dissemination of disease [17]. 


Postoperative Management 


Electrolyte values are checked the night of surgery and each morning; this is espe- 
cially important for patients with Conn’s or Cushing’s syndrome. The urinary cath- 
eter can usually be removed on the first postoperative day when the patient is 
ambulatory. If a nasogastric tube was placed for open surgery, it can be removed 
with return of bowel sounds. Diet resumption is usually started on the first postop- 
erative day for laparoscopic surgery and when bowel sounds resume for open 
surgery. 

Blood pressure is carefully evaluated for hypertension or hypotension. 
Unexplained hypotension, confusion, lethargy, nausea, vomiting, or fever could rep- 
resent addisonian crisis (adrenal insufficiency). Adrenal insufficiency is most com- 
monly seen after surgery for Cushing’s syndrome as a result of contra lateral cortisol 
suppression. 


Conclusion 


The key steps in adrenalectomy include adequate adrenal exposure; working 
along landmarks such as the renal vein, vena cava and psoas; early adrenal 
vein identification and clipping; and bagging of all specimens. Difficult situa- 
tions such as pediatric cases, adrenocortical carcinomas, etc., should be done 
with discretion, depending on the experience of the surgeon. The surgeon 
should choose the approach (retroperitoneal or transperitoneal) with discre- 
tion. The surgeon should also not hesitate to convert to open surgery when 
needed. 
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Difficulties in Laparoscopic Renal Cyst 1 3 
Removal and Giant Hydronephrosis 
Nephrectomy 


Hamdy M. Ibrahim, Ahmed Al-Kandari, Hani S. Shaaban, 
and Inderbir S. Gill 


Introduction 


A giant kidney is a massively enlarged kidney having more than 1 L of fluid within 
the collecting system or is one that is the seat of large multiple cysts. It is defined 
radiographically when the enlarged kidney meets or crosses the midline, or spans 
more than five vertebral lengths [1]. The majority of giant hydronephrotic kidneys 
are nonfunctional and symptomatic, making nephrectomy the procedure of choice 
[2]. Because of the massive size and altered anatomic relationships of these kidneys, 
surgical excision is challenging. The other common cause of giant hydronephrotic 
kidney is the presence of large renal cysts, which may be simple or associated with 
other pathologies. Renal cystic disease is a common incidental, radiographic, and 
postmortem finding. It is estimated that evidence of renal cysts exists in 50% of the 
adult population [3]. The increased use of imaging modalities, such as ultrasonog- 
raphy and computed tomography (CT), has produced a corresponding increase in 
the detection of renal cystic disease. Simple renal cysts occur with an incidence of 
at least 20% by age 40 and 33% at age 60 [4]. Most of these lesions are asymptom- 
atic. At times, the lesions may be associated with dull renal angle pain, flank pain, 
hypertension, a palpable mass, hematuria, infection, and collecting system 
obstruction [5, 6]. Certain renal cysts can be associated with other pathologic 
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conditions, such as autosomal dominant polycystic kidney disease (ADPKD) and 
acquired cystic disease in chronic dialysis. ADPKD is an important cause of renal 
failure, accounting for approximately 9-10% of patients on chronic hemodialysis. 
Other clinical manifestations include hypertension, chronic pain, hematuria, urinary 
tract infection, stone formation, and cyst infection. Symptomatic renal cysts can be 
treated by percutaneous aspiration with or without injection of sclerosants [7], per- 
cutaneous marsupialization, open surgery, and, currently, by laparoscopic surgery 
by transperitoneal and retroperitoneal access with similar efficacy to open surgery 
and less morbidity [5, 7, 8]. The excellent results achieved with laparoscopic decor- 
tication of symptomatic simple renal cysts, first described by Hulbert et al. in 1992, 
have prompted its acceptance [9]. In this chapter, the authors present the laparo- 
scopic approaches for giant kidneys of varied pathology with an emphasis on the 
surgical options used in their management. 


Evaluation 
Evaluation of Renal Cystic Disease 


Renal cystic disease can be adequately evaluated with ultrasonographic techniques. 
For more complicated lesions, renal CT is the cornerstone of diagnosis. Based on 
CT scan, renal cysts have been classified into four categories by Bosniak [10]: 

Type I: This simple cyst is the most common and generally requires no treatment. 
A large simple cyst will rarely cause symptoms or obstruction, which would require 
intervention. 

Type IT: This homogenous, hyperdense cyst has thin septations and fine calcifica- 
tions that do not enhance after intravenous injection of contrast medium. Cysts that 
contain multiple hairline thin septa and/or walls or smooth, minimally thicker septa 
and/or walls may contain perceived enhancement and/or coarser calcification but no 
measurable enhancement. Also included are uniformly high attenuation lesions 
greater than 3 cm that may be totally intrarenal [11]. 

Type III. This multiloculated cystic mass or cyst has thick, irregular calcifica- 
tions, a thick wall, or nodularity. 

Type IV: A cyst associated with a solid component; such lesions are considered 
to be cystic malignancies and should be managed with radical nephrectomy. 

Ultrasound is the recommended imaging modality for reliable identification and 
follow-up of cystic lesions. Adding the IIF category increases the accuracy and, 
thus, the clinical impact of the categorization system, as evidenced by a low rate of 
progression in category IIF cysts and an increased malignancy rate in surgically 
treated category III lesions. Progression in complexity but not in size appears to be 
the most important indication of malignancy. The high malignancy rate suggests 
that all category II cysts should undergo definitive treatment when clinically fea- 
sible [12]. For complicated cysts that are more likely benign (category II), but have 
some worrisome findings, follow-up CT should be performed to establish the benign 
behavior of the lesion (category IIF). An initial follow-up CT is performed at 6 
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months and 1 year, and then again after one more year. If the lesion has not changed 
in appearance during this period, a benign nature is established [13]. Equivocal 
cysts raising the possibility of malignancy can be further evaluated with CT, but, if 
any doubts remain regarding the nature of the lesion, percutaneous aspiration or 
biopsy is advocated to provide a definitive answer. The sensitivity for the detection 
of malignancy using percutaneous techniques is 90%. The specificity for the deter- 
mination of benign disease is 92% [14]. 


Indications 


Depending on the symptoms, size, site, locations, number, presence of infection, 
suspicion of malignancy, and other associated pathologic conditions, the following 
renal cystic disorders can be managed by laparoscopic intervention: 


1. Bosniak type I and II renal cysts — large symptomatic renal cysts (>10 cm in 
size) may be directly taken up for laparoscopic management. Smaller symptom- 
atic renal cysts may be treated by percutaneous aspiration alone or with a scle- 
rosing agent, and, failing that, a laparoscopic resection can be undertaken [8]. 

2. Renal cystic masses with malignancy should be treated by laparoscopic radical 
nephrectomy [10]. 

3. Peripelvic or parapelvic cysts [15], ADPKD, renal hydatid cysts. 


Laparoscopic evaluation, marsupialization, excision, and radical nephrectomy 
for a cystic mass harboring malignancy offer a definitive treatment for patients who 
have renal cystic diseases and can obviate open surgery [16]. 


Evaluation of Giant Hydronephrosis 


Giant hydronephrosis can be adequately evaluated with ultrasonographic scanning. 
It is very important to delineate the extent of the dilated hydronephrotic kidney and 
its relationship to surrounding organs. The addition of coronal views on a CT scan 
is very helpful (Fig. 13.1). Magnetic resonance imaging (MRI) is also useful in 
delineating the intraabdominal anatomy in these challenging cases. Renal dynamic 
scintigraphy is used to determine the split function (split GFR mL/min) of the 
hydronephrotic units. Kidneys with a split glomerular filtration rate (GFR) of less 
than 10 mL/min are considered unsalvageable. Most giant hydronephrotic kidneys 
are almost nonfunctioning and any indication for retrograde ureteropyelography is 
rare. Routine blood work ups, including complete blood cell count (CBC), renal 
function tests, and urine tests, should be performed. If a patient is having respiratory 
difficulty due to the large hydronephrotic kidney compressing the diaphragm, neph- 
rostomy drainage may be required for 3 days or longer until the patient’s condition 
stabilizes. In case of significant laparoscopic difficulties, the patient should consent 
to a possible open conversion. 
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Fig. 13.1 (a) Preoperative CT with IV contrast showing right-sided giant hydronephrosis occupy- 
ing the whole abdomen and displacing abdominal contents. (b) Right-sided giant hydronephrosis 
with no contrast excretion. Notice the normal average-sized left kidney 


Operative Techniques 


The authors have reported single stage decompression of giant hydronephrotic kidney. 
This is achieved under the same anesthesia with a percutaneous nephrostomy insertion 
and decompression until no further drainage is noted. Then transperitoneal trocars are 
inserted (as routine) and the procedure is continued [17]. Others have suggested a 
staged approach because of the possible effects of sudden abdominal decompression 
that results in a change in the hemodynamic balance. The hydronephrotic kidney is first 
slowly decompressed with drainage, and nephrectomy is then performed after the 
patient’s cardiorespiratory and alimentary systems have been stabilized. Therefore, a 
two-stage procedure with slow decompression by percutaneous nephrostomy before 
the nephrectomy is preferred in the compromised patient [15, 17—19]. Recently Harper 
et al. claimed that, prior to laparoscopic nephrectomy, renal decompression via ureteral 
catheters is helpful to achieve adequate working space [19]. Retrograde ureteral 
decompression is an important consideration to reduce spillage of potentially infected 
urine into the peritoneum or retroperitoneum. Also, partial decompression of the kid- 
ney to 25-50% turgidity allowed adequate space for dissection and visualization while 
preserving enough turgidity to allow easier identification of surgical structures. 


Retroperitoneal Approach 


Laparoscopic Nephrectomy Technique 

General anesthesia was given via a cuffed endotracheal tube and the patient was cath- 
eterized preoperatively. The patient was placed in the kidney position with a minimal 
kidney bridge — enough to increase the space between the costal margin and iliac crest 
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without compromising the retroperitoneal space. A 1.5-cm to 2-cm transverse skin 
incision was made 1-2 cm below and posterior to the tip of the 12th rib in the lumbar 
(Petit’s) triangle between the 12th rib and the iliac crest, bounded by the lateral edges 
of the latissimus dorsum and external oblique muscles. A tunnel is created down to the 
retroperitoneal space by blunt dissection using Overhold or Kocher forceps. This tun- 
nel is dilated until an index finger can be inserted to push the peritoneum forward, thus 
creating a retroperitoneal cavity. Three dissection techniques of the retroperitoneum 
are used. The first technique uses a modification of the Gaur balloon technique by 
ligating a latex balloon using the middle finger of a powder-free surgical glove on an 
18 F Mercier catheter. The second technique employs a balloon trocar system consist- 
ing of a latex balloon ligated to an 11 mm metal trocar sheath. During instillation of 
500-1000 cc warm normal saline through the insufflation channel of the trocar, dis- 
section was monitored with the telescope inserted into the trocar sheath. In the last 
technique, dissection of the space between the lumbar aponeurosis and renal (Gerota’s) 
fascia is performed exclusively with the index finger [20]. 

Two secondary trocars (ports II and II) were inserted to one side of an index 
finger introduced through the primary access site. To avoid injury to the finger, a 
track was dilated first, using forceps. The initial incision (port I) was closed around 
the port using a mattress suture to prevent gas leakage. After establishing pneumor- 
etroperitoneum (maximum carbon dioxide pressure 15 mmHg), residual minor 
adhesions were lysed easily and the renal fascia was opened longitudinally for 
exposure of the psoas muscle, representing the most important anatomical landmark 
of retroperitoneoscopy. If necessary, an additional 5 mm trocar (port IV) was 
inserted under endoscopic view to retract the kidney during the dissection. 

Independent of the individual retroperitoneoscopic procedure, it is important to 
incise Gerota’s fascia completely. The wide longitudinal incision opens the retroperi- 
toneal space, thereby adding to the effect of the carbon dioxide insufflation, allowing 
retraction of the peritoneum and exposing all further anatomical landmarks. The usual 
technique of identifying the upper ureter first and then tracing it up to the renal pelvis 
and vessels has been modified as the hugely dilated kidneys restrict exposure of the 
upper ureter. The kidney was dissected posterior and then along the lateral surface as 
far medial as possible, and along the upper and lower poles. Inadvertent injury to the 
renal sac with early deflation of the kidney before the initial mobilization causes con- 
siderable difficulty in the subsequent dissection as the sac collapses, and thus special 
care should be taken to prevent this complication [2]. 

Once vision and available space limit further dissection, the hydronephrotic sac 
was deflated by percutaneous aspiration using a Veress needle along the anterior 
axillary line, while simultaneously monitoring the insertion and deflation laparo- 
scopically. The aspirated fluid was measured to determine the volume of the hydro- 
nephrotic kidney. Further posterior dissection was performed after retracting the 
kidney anterior using a tri-flange retractor. 

Once adequately dissected, the collapsed renal sac was brought out through the 
anterior port (extracorporeal retraction) as intracorporeal retraction of the large 
renal sac does not provide adequate countertraction to aid dissection. This proce- 
dure stretched the hilar structures and further dissection around the hilar region was 
performed with relative ease, allowing for individual clipping of the renal vessels. 
The ureter was then clipped and divided between clips [2]. 
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The kidney, partly freed extracorporeally with the rest in the retroperitoneal 
space, was delivered after suitably enlarging the anterior port used for extracorpo- 
real retraction. The retroperitoneum was then irrigated with saline and inspected for 
hemostasis, and a drain was placed. Finally, the port sites were closed with muscle 
and skin sutures. 


Laparoscopic Management of Renal Cysts 

If the retroperitoneal space is created underneath Gerota’s fascia, the kidney lies 
directly in front; otherwise, the overlying fascia of Gerota is usually thinned out and 
the blue-domed cysts are easily recognized. Gerota’s fascia is divided in relation to 
the location of the cyst. If the cyst is located anteriorly, medially, or anteromedially, 
the kidney is mobilized on the lateral border and retracted posteriorly with the help 
of a triflanged retractor to delineate the anterior surface of kidney. 

A combination of blunt and sharp dissection using a dissector and scissor permits 
rapid and complete mobilization of the cyst surface. If the cyst is very tense after 
initial exposure, it can be punctured and grasped with the help of an atraumatic dis- 
sector that provides countertraction for further dissection. The renal cyst can be 
further treated in the following ways. 


e The renal cyst can be completely excised when a good plane of cleavage can be 
developed between the cyst and the underlying parenchyma. 

e If the previous maneuver is not possible, near total excision of the cyst wall is 
performed to avoid damage to the underlying collecting system or renal 
parenchyma. 

e The renal cyst can be marsupialized by excising the wall. 


In cases of peripelvic cysts, the presence of a ureteral catheter is of great help in 
identifying the compressed and distorted collecting system. Because the cysts are 
deeply placed in the renal sinus, aggressive resection of the cyst wall should not be 
attempted; instead, marsupialization must be performed. At the end of the proce- 
dure, sterile methylene blue is injected through the preplaced ureteral catheter to 
identify any leak from the pelvicaliceal system. 

When the cyst wall is excised, the edges and base of the residual cyst wall are 
fulgurated. The surgeon should be extremely cautious while fulgurating the base 
because it overlies renal parenchyma and is in close proximity to the pelvicaliceal 
system. To prevent recurrence, a pedicle of perirenal fat is placed in the residual 
cavity subsequent to excision or marsupialization and finally a drain is placed. 


Transperitoneal Approach 


Laparoscopic Nephrectomy Techniques 

This approach was the preferred access for cases with unilateral giant kidney as it 
provides a better space and orientation, otherwise preoperative drainage of the 
hugely dilated kidney (Fig. 13.1) or intraoperative deflation using a percutaneous 
needle are needed to gain access to the retroperitoneum (Fig. 13.2) [17]. One needs 
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Fig. 13.2 (a) CT with IV contrast showing bilateral giant hydronephrosis occupying the whole 
abdomen and displacing abdominal contents. (b, c) Antegrade pyelography showing arrest of the 
contrast at the pelviureteric junction (PUJ). Note the difference in the volume after insertion of the 
percutaneous nephrostomy (PCN). Right-sided nephrectomy was performed on the poorly func- 
tioning right kidney 


to compress the flank until no more drainage noticed. The patient is placed in a shal- 
low flank position (30° ipsilateral side up), and Veress needle insufflation is per- 
formed at the superior aspect of the umbilicus. A 12-mm laparoscopic port is placed 
at the umbilicus, and the remaining ports are placed under laparoscopic vision. 

For the left side, a 10-mm to 12-mm port is placed just below the umbilicus along 
the midclavicular line, and a 5-mm port is placed in the midline between the xiphoid 
and the umbilicus. On the right side, a 12-mm upper midline and a 5-mm midcla- 
vicular line port are placed. An optional 5-mm port is placed along the anterior 
axillary line between the iliac crest and the costal margin to facilitate retraction of 
the liver or spleen. 

Because of the large kidney underneath, care must be taken during trocar place- 
ment to prevent injury to the renal sac and other abdominal viscera. Once the colon 
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Fig. 13.3 Gross specimen of a giant hydronephrotic kidney removed laparoscopically. Since the 
parenchyma was very thinned out, there was no need for morcellation as it was removed intact 
through one of the ports 


is dissected off the kidney, the kidney is mobilized as far as possible before percu- 
taneous deflation of the renal sac. During deflation, especially in a transperitoneal 
procedure, spillage of the renal contents into the peritoneum must be minimized. 
Traction on the renal sac extracorporeally facilitates further dissection at the renal 
hilum. In the transperitoneal approach, the renal sac is delivered through the lateral 
port near the more mobilized pole (generally the inferior pole). The remaining steps 
are similar to conventional transperitoneal laparoscopic nephrectomy. The kidney, 
once completely mobilized, can be delivered through the port used for retraction 
(Fig. 13.3) [2]. 


Transperitoneal Laparoscopic Renal Cyst Decortication 

Although the risk of collecting system injury is rare for peripheral cysts, peripelvic 
cysts and cysts associated with adult polycystic kidney disease may impinge on the 
collecting system, thereby increasing the risk for injury. The optional placement of 
a ureteral catheter provides a route for injection of indigo carmine or methylene 
blue to facilitate identification of inadvertent collecting system injury. If the injury 
is identified intraoperatively and is large, then laparoscopic repair is advised. If the 
injury is small, then the ureteral catheter can be converted to an internal ureteral 
stent after completion of the laparoscopic procedure [21]. Initially, the procedure 
was performed using four ports, although simple cysts can be treated using three 
ports. In cases of ADPKD, four ports are invariably needed. The technique is similar 
to that previously described. 

After incising the line of Toldt from the iliac vessels to the splenic or hepatic 
flexure, the colon is mobilized medially and Gerota’s fascia is opened. The kidney 
does not need to be mobilized in its entirety for unroofing of a solitary cyst. In con- 
trast, for ADPKD, the kidney is mobilized completely and the hilum exposed to 
provide optimal access to the maximum number of cysts. 

The surface of the kidney overlying the cyst is dissected until a rim of normal 
renal parenchyma surrounding the cyst is exposed. For large cysts, dissection may 
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be facilitated by partially decompressing the cyst using an 18-gauge spinal needle 
placed percutaneously and guided by laparoscopic vision. The cyst wall is grasped 
and excised using electrocoagulating scissors until it is flush with the renal capsule. 
The cyst is then sent for histopathologic evaluation. Other energy devices, like an 
ultrasonic activated device such as the Ultracision® Harmonic Scalpel® (Ethicon 
Endo-Surgery, Inc., Cincinnati, OH) or an electrocautery device like LigaSure™ 
(ValleyLab, Boulder, CO) can be used. The base of the cyst is inspected for suspi- 
cious nodules or irregularities that are excised for biopsy with cup biopsy forceps. 

Hemostasis is secured at the biopsy site and along the incised cyst wall with cau- 
tious use of electrocautery or the argon beam coagulator. Routine coagulation of the 
base of the cyst is discouraged because of the risk of collecting system injury. 
Perirenal fat or a tongue of omentum may be mobilized and placed into the cyst 
cavity to act as a wick to divert cyst fluid and prevent reaccumulation. For large 
cysts, a 7-mm suction drain is placed through a lateral port and is left in place for 
1-2 days. As an alternative to mobilizing the colon to expose the kidney, some 
authors describe accessing a right renal cyst directly through a window in the meso- 
colon [22]. This approach, however, risks ischemic bowel injury, and the authors 
advise caution to avoid injury to the ileocolic and right colic arteries. 

For peripelvic cysts, the renal hilum and pelvis are exposed. Identification of the 
cyst is facilitated by injection of indigo carmine stained saline into the renal pelvis 
through a ureteral catheter, with alternating filling and draining of the pelvis to dis- 
tinguish it from the cyst. The cyst wall is incised without the use of electrocautery 
because of the close proximity to the renal vessels and collecting system. The use of 
laparoscopic ultrasound may help distinguish the cyst from the renal vein [23]. It is 
essential to fill the residual cavity by fixing perinephric fat or a polytetrafluoroeth- 
ylene wick. In contrast to a simple renal cyst, a peripelvic cyst is considered a con- 
traindication to percutaneous sclerosis. These cysts can be managed effectively, 
although the procedure is more complex than decortication of simple renal cysts. 
The peripelvic cyst located near the hilum and pelvis requires more complicated, 
skillful, and challenging dissection [16]. 

For ADPKD, the objective is to unroof as many cysts as possible, or to be aspi- 
rated if excision of the cyst wall is precluded by the presence of surrounding renal 
parenchyma. A 7 mm suction drain is placed through a lateral port for 1-2 days. 
Because of extensive mobilization of the kidney, Elashry et al. advocate performing 
a nephropexy at the conclusion of the procedure [24]. 


Miscellaneous Issues Related to Giant 
Hydronephrosis Nephrectomy 


In a recent study, Laparoendoscopic single site (LESS) retroperitoneoscopic 
nephrectomy was completed in all patients with non-functioning giant hydrone- 
phrosis without conversion to open surgery and the additional placement of ports. 
The mean operative time was 98 min (range 77—146), and estimated blood loss was 
45 mL (range 20-120). No major intraoperative complications occurred. The post- 
operative period was uneventful in all patients and the mean hospital stay was 3.4 
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days (range 2—7).LESS retroperitoneoscopic nephrectomy for giant hydronephrosis 
is technically feasible and safe for selected patients. The combination of conven- 
tional and prebent laparoscopic instruments represents an attractive option for retro- 
peritoneoscopic LESS. 


Conclusion 

Laparoscopic surgery has almost replaced open surgery in benign nephrectomy 
as in hydronephrotic kidneys. But this subset of unusually and massively enlarged 
hydronephrotic kidneys are really challenging cases that need laparoscopic expe- 
rience. Typically, a transperitoneal approach is more efficient. The key to success 
is to create enough space by decompressing the massively dilated kidney and 
respecting other organ anatomy. In regards to laparoscopic cyst removal, the 
authors prefer the transperitoneal approach (although both approaches can be 
performed), and cyst wall excision with different energy devices is mostly 
curative. 
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Difficulties in Laparoscopic Simple 1 4 
Prostatectomy 


Rene J. Sotelo Noguera, Juan C. Astigueta Pérez, 
and David Canes 


Introduction 


Open surgical simple prostatectomy has traditionally been the treatment of choice for 
symptomatic benign enlargement of the prostate [1]. In 1894, Eugene Fuller performed 
a series of suprapubic prostatic adenomectomies in New York city. Eleven years later, 
he published an investigative work entitled “The question of priority in the adoption of 
the method of total enucleation suprapubically of the hypertrophied prostate [2].” 
However, it was not until 1912 that, thanks to the results obtained by Peter Freyer, this 
approach was popularized using a technique consisting of enucleation of the prostatic 
adenoma through an extraperitoneal incision in the wall of the bladder. This surgical 
technique did not change until 30 years later when Terence Millin described his tech- 
nique for a retropubic simple prostatectomy in 1945. Millin developed the innovative 
trans-capsular approach, which spared the bladder from unnecessary incisions. This 
avoided the morbidity and complications associated with the vesicotomy [3]. 

Later, endoscopic transurethral techniques superseded open surgery for the 
majority of cases of benign prostatic hyperplasia (BPH) [4—6]. Modifications of the 
standard transurethral resection, such as the bipolar transurethral resection, holmium 
laser resection, or potassium-titanyl-phosphate (KTP) laser vaporization have 
successively been incorporated into clinical practice. These and other minimally 
invasive techniques are becoming increasingly popular, including transurethral 
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needle ablation and thermotherapy, although the latter are typically reserved for 
small volume glands [7]. 

The choice of technique depends on various factors unique to a given patient, 
including gland volume, patient age, patient preference, particular glandular anat- 
omy (e.g. presence of median lobe), and institutional access to technology (e.g. 
availability of holmium laser). Gland volume is far and away the main driving force 
in the decision process. For instance, transurethral incision of the prostate (TUIP) is 
effective for small glands (< 30cc). For moderate-sized adenomas, transurethral 
resection of the prostate (TURP) is the gold standard [8]. 

Minimally invasive techniques have also been developed in an effort to offer 
ambulatory alternatives to the traditional TURP, including transurethral ablation 
by microwave thermotherapy (TUMT), and interstitial laser coagulation. Both 
have resulted in symptomatic improvement in properly selected patients. However, 
the persistence of irritative symptoms form thermal changes in residual prostatic 
tissue is not an infrequent occurrence after TUMT. These symptoms, as well as 
the greater time required with catheterization, unpredictable results, and high 
rates of secondary procedures, have restricted the use of these techniques 
[9-11]. 

In general, open surgery is indicated for prostates that are larger than 100 g, 
especially if they coexist with other pathologies such as large bladder diverticula, 
multiple bladder stones, musculoskeletal restrictions that preclude lithotomy posi- 
tioning. The advantages of the retropubic technique over the suprapubic approach 
include better exposure of the prostatic anatomy, visualization of the adenoma dur- 
ing the enucleation with the subsequent assurance of complete removal, direct view 
of the proximal urethra, direct access to the prostatic fossa for post-nucleation ham- 
ostasis, and minimal trauma to the bladder. The suprapubic approach offers the 
basic advantage of excellent exposure to the bladder neck. Finally, the transperineal 
approach, by which access to the retroperitoneum is avoided, is useful for patients 
with extensive prior abdominal or retroperitoneal surgery [12, 13]. 

The use of laparoscopy in urologic surgery continues to expand. High volume 
centers are exploring new techniques, including outcomes research, with laparo- 
scopic simple prostatectomy, which attempts to duplicate the open approach in a 
minimally invasive fashion. The laparoscopic technique appears to have decreased 
morbidity, less pain, shorter hospital stay, and quicker return to regular activities. 
Laparoscopy combines the advantages of minimally invasive techniques with the 
favorable results of open surgery [14]. 

In 2002, Mariano and coworkers performed the first laparoscopic simple prosta- 
tectomy for BPH. Final pathology revealed a prostatic adenoma weighing 120 g 
removed through a longitudinal vesical-capsular incision [15]. Four years later, the 
same authors published a report on a series of 60 patients treated with the same 
technique, with average specimen weight of 144.5 g [16]. 

Other urologists, like Baumert and van Velthoven, have also reported their initial 
experiences in series with 20 and 18 cases, respectively [17, 18]. Recently, Sotelo 
and colleagues described their technique for laparoscopic retropubic simple prosta- 
tectomy on 17 patients with obstructive BPH for large (>60 cc) glands by TRUS 
estimate, averaging 93 g on final pathology. The same authors have described the 
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extraperitoneal technique in 71 patients with mean estimated blood loss of 275 mL, 
operating times of 140. min, and adenoma weights of 65 g [19]. 

Various experiences with laparoscopic simple prostatectomy are reported in 
the literature, such as reports by Porpiglia et al., Blew et al., and Rehman et al., 
among others [20—25]. Laparoscopic techniques have their limitations when com- 
pared to open surgery, including difficult learning curves and the requirement for 
significant previous laparoscopic expertise. Nevertheless, preliminary reports 
from high volume centers are encouraging [26—29. Robotic surgery, as an exten- 
sion of laparoscopy, has recently been demonstrated to be a feasible approach to 
simple prostatectomy as well [30, 31]. In the following chapter, the authors 
describe the technique they have developed for laparoscopic simple prostatec- 
tomy, inculding tips and suggestions that they have found particularly useful in 
achieving an optimal result. 


Equipment and Instruments Required 
Equipment 


e Olympus laparoscopic video tower (21-in. monitor, EXERA II image processor 
with light source; Olympus Medical Systems, Tokyo, Japan) 

e High definition video laparoscope with chip on the tip (30° EndoEye, Olympus 
Medical Systems, Tokyo, Japan) 

e UHI-3 high flow CO, Insufflator (up to 35 L/min) (Olympus Medical Systems, 
Tokyo, Japan) 

e SonoSurg ultrasound generator (Olympus Medical Systems, Tokyo, Japan) 

e Electro-surgical unit (monopolar/bipolar) 

e Surgipump aspiration/irrigation pump (Olympus Medical Systems, Tokyo, 
Japan) 


Instruments 


e Trocars: three 5mm one 10 mm, and one12 mm 

e 5-mm surgical grasper (two crocodile fenestration, one with and one without 
ratchet; one surgical grasper with ratchet) 

e 5-mm suction-irrigator 

e Two needle drivers (Olympus Medical Systems, Tokyo, Japan) 

e Metzenbaum reusable scissors (Olympus Medical Systems, Tokyo, Japan) 

e 5-mm L-shape high frequency hook type monopolar electrode 

e SonoSurg ultrasonic 5-mm scissor 

e Metal urethral sound 24 Fr 

e Carter-Thomason suture passer (CooperSurgical Inc., Trumbull, CT) 

e Endopouch laparoscopic extraction pouch (Ethicon Endo-Surgery, Cincinnati, OH) 

e Silicone Foley catheter 20 Fr 

e Metal urethral catheter guide 
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e Sutures: 0-Monocryl™ with CT-1 needle (Ethicon, Inc., Somerville, New 
Jersey); 3-0 Catgut with SH needle (hemostasis); 2-0 Monocryl™ with UR 6 
needle (Ethicon, Inc. Somerville, New Jersey) (trigonization); 0-Vicryl™ 
with CT-1 needle (Ethicon, Inc., Somerville, New Jersey) (capsulotomy 
closure) 

e Blake drain 10 F 

e Optional: Endoscopic GYNECARE type Morcellator (Ethicon, Inc., Somerville, NJ) 


Preoperative Preparation 


1. Routine preoperative testing (including urine culture), pulmonary exercises with 
incentive spirometer 

2. Bowel preparation, magnesium citrate 

3. Preoperative antibiotics (1st generation cephalosporin covering skin flora) 

4. Review the preoperative ultrasound (estimated volume and expected anatomy of 
the middle lobe) 

5. Cystoscopy (in cases of hematuria, acute urinary retention, or urinary lithiasis) 


Patient Positioning 


The patient is treated with chemoprophylaxis for deep venous thrombosis or 
intermittent compression devices on the lower extremities, according to risk fac- 
tors and institutional practice patterns. With the patient supine, the upper and 
lower extremities are in adduction with a support behind the shoulders to prevent 
slipping. A 20F silicone Foley catheter is inserted prior to initial access. 
Immediately after the first trocar is placed, steep Trendelenburg is initiated. Note 
that the foley balloon need not be inflated, as the catheter will be subsequently 
removed. 

If there is difficulty in delineating the anatomical structures, the balloon can be 
inflated to 20 cc and moved back and forth, thus accentuating the prostatovesical 
Junction. 


Room Setup 


The laparoscopic tower is placed near the patient’s feet at a height that is comfort- 
able for clear viewing of the monitor and inflation equipment. The principal sur- 
geon is positioned to the left side near the patient’s shoulder, the first assistant to 
the right side, and the second assistant to the left of the principal surgeon. The 
instrument technician is positioned diagonally from the principal surgeon 
(Fig. 14.1). 
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Fig. 14.1 Distribution of the surgical equipment 


Approaches 

Extraperitoneal 

Advantages: 

e In theory, operating time is shorter, considering that the dissection of the preperi- 
toneal space is done digitally or with a balloon. 

e Lower risk of bowel injury. 

e Smaller probability of developing postoperative ileus in case of urine leakage. 

Disadvantages: 

e Small working space, collapses readily when suction is applied. 


e Since the space is bluntly established, increased minor bleeding can diminish 
visibility. 
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Transperitoneal 
Advantages: 


e Even when the bladder is released from the abdominal wall, entering the prevesi- 
cal space, this is done with sharp dissection thereby limiting bleeding and 
improving optics (blood does not absorb the light). 

e Large working space (useful with large adenomas), resulting in less collapse of 
the operating field with suction and less interruption of visibility from fluids such 
as blood or saline solution for irrigation, since gravity forces them into the upper 
abdomen. 

e Allows for the placement of the surgical specimen outside of the work area. 


Disadvantages: 


e Greater risk of bowel injury. 
e Higher probability postoperative ileus. 


Transperitoneal with Two Windows 


This is an intermediate situation, a technique in which after initiation of the 
transperitoneal approach two lateral peritoneal windows are created, giving 
access to the prevesical space. Thus, the advantages of the extraperitoneal 
approach are obtained as well as the range of space inherent in the transperito- 
neal approach. 


Trocar Placement 
Extraperitoneal 


The trocars are arranged in a “W,” as this is the most correct and comfortable man- 
ner (Fig. 14.2). In the extraperitoneal approach, the first 10-mm trocar is placed 
immediately below the umbilicus. A vertical or horizontal incision is performed in 
the skin with a scalpel, followed by dissection of the subcutaneous tissue, a horizon- 
tal incision in the anterior layer of the abdominal rectus sheath, and lateral displace- 
ment of the rectus muscles. 

Two ways to gain access to the extraperitoneal space will be described. The first 
is done by transverse incision of the anterior rectus fascia and then a longitudinal 
section of the entire midline with scissors, then dissecting the prevesical space digi- 
tally or with a balloon. The second involves longitudinal division of the anterior and 
posterior layer of the rectus sheath, entering the space between the posterior rectus 
sheath and the peritoneum, dissecting with a lubricated finger in this preperitoneal 
space, advancing first to the direction of the pubis, and then laterally, being careful 
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Fig. 14.2 Placement of 
the trocars 


not to accidentally open the peritoneum or tear perforating vessels located princi- 
pally in the epigastric zone. 

Problem: It is important that no perforations are made while dissecting the peri- 
toneum. If this happens, CO,will enter the peritoneal cavity, pushing the bladder 
into the potentialspace, causing difficulty with the surgery. 

Solution: If this occurs, the solution is to expand the peritoneal continuity and 
create another window on the contralateral side, so that the CO, can circulate freely 
between the two cavities. 

To create an airtight space, one may use a Hasson trocar. Alternatively, use a 
large needle and monofilament suture, and place a figure-of-eight stitch through the 
entire thickness of the abdominal wall (from the skin to the posterior rectus sheath). 
Loosen the stitch, introduce the trocar without its obdurator, and quickly tie a half 
hitch, adjusting it with a Kelly clamp to prevent the air leak. 

The importance of this type of stitch to prevent the air leak is to easily and quickly 
reestablish pneumoperitoneum in the event that it is necessary to remove the 
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specimen during the operation. This may be required when the specimen obstructs 
the working space and cannot be placed aside (e.g. extraperitoneal approach). 

Next, inflate with CO, to a pressure of 15 mmHg, and complete the dissection, 
using the lens for dissection, with forward and fanning movements. This bluntly 
expands the extraperitoneal space cephalad. 

Tip: The camera tip should be placed 1 cm inside the trocar to maintain a clear 
optic during blunt extension of the extraperitoneal space using the camera trocar. 

The second 5-mm trocar is placed at the pararectal level on the left, slightly 
below the line that connects the umbilicus and the anterior superior iliac spine. 
The third 5-mm trocar is located 2 cm above and inside of the left anterior supe- 
rior iliac spine. The fourth 12-mm trocar is placed contralateral to the left pararec- 
tal, and the fifth 5-mm trocar 3 cm above and inside of the right anterior superior 
iliac spine. 

It is important to remember that an adequate dissection of the bladder and 
the extraperitoneal space must be made so that the trocars do not go across the 
peritoneal reflection, potentially out of sight, risking unrecognizable bowel 
injury. 


Transperitoneal 


The distribution of the trocars is similar to that in the extraperitoneal approach. This 
can be initiated by using a Veress needle or with the Hasson technique. Once cre- 
ated, the pneumoperitoneum is introduced in the first trocar, which has a safety 
system with a retractable sleeve. After inserting the laparoscope and exploring the 
peritoneal cavity, place the other trocars under direct vision. 

The depth of the trocars as well as their fixation to the abdominal wall are 
extremely important to ensure that they do not move, either coming out or going in 
accidentally. The tips of the more medial pararectal trocars should be 2 or 3 cm 
(from the inside) so that they do not interfere with the movement of the graspers. In 
contrast the lateral trocars may be introduced to almost their entire length. This 
helps to avoid inadvertent small bowel injury by the assistant during instrument 
insertion, which often occurs outside of the camera view. With both approaches, 
special attention should be made that the two pararectal trocars have a separation 
of 18-20 cm between them. 

The first assistant uses the transumbilical trocar to introduce the 30° lens, 
which is manipulated with the left hand, and uses the right hand to introduce the 
suction-irrigation canula and other instruments in the fifth trocar. The second 
assistant uses the right hand for retraction of the bladder for countertraction dur- 
ing the adenoma mobilization, and the left hand to manipulate the metallic intra- 
urethral sound. 

It should be made clear that the authors use a 30° highdefinition laparoscopic 
video (EndoEye) for its multiple advantages, as it allows the first assistant to manip- 
ulate it just with one hand. Furthermore, the 30° optical allows for a lateral view 
and a depth perception that is not possible with the 0° angle. 
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Creation of the Lateral Transperitoneal Windows 


In order to overcome the difficulty of peering around the corner as the lateral 
windows are created on either side of the bladder, take advantage of the angled 
lens. The 30° lens is introduced through the first trocar, with the camera shaft 
pointed towards the right lower quadrant, and the 30° lens looking to the left. The 
surgeon, with the grasper introduced through the left pararectal trocar, applies 
tension to the urachus and cuts the peritoneum in the external border of the right 
umbilical ligament with the L-shape hook type monopolar electrode, introducing 
it through the right pararectal trocar, creating a lateral window in the cranio-cau- 
dal direction that goes alongside the umbilical ligament towards the right vas 
deferens (Fig. 14.3a, b). 

The surgeon proceeds in a similar manner on the left side until the two dissec- 
tion planes meet. For the left lateral dissection, often working through the two left 
trocars is the optimal approach. The first assistant helps with counter-traction 
through any of the right ports. In this manner, the surgeon completes the dissec- 
tion of the Retzius space arriving at the pubis, the avoiding surface of the 
bladder. 


Fig. 14.3 (a) Umbilical 
ligaments and (b) 

prevesical dissection and 
creation of side windows 
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Fig. 14.4 (a, b) 
Dissection of the anterior 
face of the prostate 


Access to the Adenoma 


Using the grasper and the Ultrasonic scissor, the surgeon dissects the fat located from 
the anterior surface of the prostatic fascia, back to the expected location of the blad- 
der neck. The procedure does not require opening of the endopelvic fascia, or the 
ligation of the dorsal venous complex, as in radical prostatectomy (Fig. 14.4a, b). 

There are different techniques for gaining access to the prostatic adenoma: (1) 
through the prostatic capsule with a tranverse incision (Millin), (2) longitudinal 
transcervical-capsular (Mirandolino), and (3) the technique which the authors favor, 
a transverse incision in the bladder neck at its junction with the prostate. 


Aperture of the Bladder 


Once the union between the bladder and the prostate has been identified, the surgeon 
makes a cut over the bladder using the 5-mm L-shape, high frequency hook type 
monopolar electrode, performing the initial section at a depth where the bladder 
mucosa is seen. Then, using the SonoSurg, laterally complete the transverse cystot- 
omy wide enough to allow for the identification of the existence of a prominent 
middle lobe, visualizing the interior of the bladder and the ureteral orifices (Fig. 14.5). 
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Fig. 14.5 Identification of 
the bladder-prostate 
junction and transverse 
cistotomy 


One way to recognize the junction of the prostate and the bladder is by differen- 
tiating the characteristic of the fat on the prostatic surface (easily peeled away) and 
the the bladder (denser and adherent). Alternatively, place gentle traction on the 
foley catheter with the balloon inflated. The movement of the balloon will delineate 
the bladder neck. 

The reason for first using the monopolar electrode cut is the need to make a clean 
cut that allows for distinguishing of the detrusor of the bladder until entering it, and 
the SonoSurg is used on the lateral extension because it is a vascularized area and 
needs to be kept as bloodless as possible. 


Dissection and Enucleation of the Prostatic Adenoma 


Once the border between the prostatic adenoma and the posterior vesical mucosa 
has been recognized, the surgeon cuts with the hook type monopolar electrode and 
proceeds to outline the entire circumference, starting first in a posterior semicircle 
and slowly going deeper until reaching the adenoma and completing and the entire 
circumference. 

At the border between the adenoma and the vesical mucosa where the incision 
should be made, a difference in mucosal color is normally observed. In most 
patients, an injected appearing strip of hypervascular mucosa can be identified. 
This serves as a reliable reference for the incision. 

The whitened tissue of the prostatic adenoma is easily identifiable and the dissec- 
tion plane between the surgical capsule and the adenoma is made using the monopo- 
lar type hook and the ultrasonic scissors, in addition to blunt with the suction 
cannula (Fig. 14.6). 

If faced with a prostate with a prominent median lobe, before initiating the dis- 
section and enucleation, place a figure-of-eight traction stitch into the median lobe 
with 1-0 Monocryl™ on a CT needle. Exteriorize the suture ends through the 
abdominal wall in the suprapubic region using a Carter-Thomason device, and 
secure them with a Kelly clamp at the skin surface. This will serve to expose the 
posterior vesical mucosa in the region of your initial incision. 
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Fig. 14.6 Dissection of 
prostate adenoma with 
SonoSurge 


Fig. 14.7 (a, b) 
Retraction of prostate 
adenoma with 
monofilament suture 


In general, when the initial dissection of the adenoma is complete, proceed to 
place a figure-of-eight suture in the lateral lobes of adenoma with a 1-0 Monocryl™ 
suture on a CT-1 needle, leaving the ends of the suture long enough to serve as a 
source of traction (Fig. 14.7a, b). 
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Fig. 14.8 Ligation of 
intracapsular prostatic 
pedicles with the SonoSurg 


The advantage of using the monofilament suture with a large needle such as 
the 1-0 Monocryl™, CT-1 is that it allows for deep introduction and easily passes 
through the adenoma, thus providing firm surfaces that do not come undone from 
the traction. A very important trick that the authors call “fishing” is to not cut 
the needle of the traction stitch. As more adenoma is exposed with further dissec- 
tion, take another “bite” of the adenoma with the original stitch, and repeat as 
necessary. In this manner, countertraction remains effective as more tissue is 
exposed. 

While manipulating the traction stitch in all directions, small perforating 
branches will appear; with the use of the monopolar coagulator or the ultrasonic 
shears, these perforators can be controlled. This allows continued enucleation in a 
relatively avascular plane. 

More attention should be paid to the 4-5 and 7-8 o’clock areas, corresponding 
to the zones of the lateral prostatic pedicles (Fig. 14.8). 

A useful instrument designed specifically for the dissection of the prostatic ade- 
noma is the Sotelo Prostatotomo, which consists of three parts: a Teflon® sleeve, a 
stainless steel cylinder body, and a distal curve of the same material in a concave 
shape with sharp edges that aid in the enucleation (Fig. 14.9a, b). Using both its 
convex and its concave elements, develop the dissection plane. At the smallest sign 
of difficulty in advancing the dissection, which generally coincides with areas with 
perforating vessels or adhesions, this tool should be removed and the limiting band 
either cauterized or divided with ultrasonic shears (Fig. 14.10a, b). 

When retracting the adenoma from side to side, it is important not to do so 
directly with graspers because the adenoma will tear. Tearing the adenoma subse- 
quently makes the dissection more difficult, and finding the correct plane problem- 
atic. At times, due to adenoma size obstructing the dissection view, one may 
deliberately fragment the adenoma. In general, avoid cutting the median lobe since 
this is what engages the lateral lobes and allows for their enucleation. Usually it is 
necessary to first enucleate one of the lateral lobes, then cut the urethra laterally and 
enucleate the other lobe. 
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Fig. 14.9 (a, b) Diagram and photo of the Sotelo Prostatotomo 


The urethra can be clearly identified and should be divided sharply with scissors. 
The metal sound in the urethra can help to identify the borders of the urethra and 
help to compress it in case of bleeding from the dorsal vein complex. 
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Fig. 14.10 (a, b) 
Dissection of prostatic 
adenoma with the Sotelo 
Prostatotomo 


Hemostasis, Trigonization, and closure of the Bladder 


After completing the enucleation, hemostasis should be confirmed and the pneumo- 
peritoneum pressure decreased. Any venous channels that have been compressed 
under pressure are typically revealed and can be addressed. Then move the lens 30° 
to see laterally inside the capsule and inspect very carefully, primarily in those areas 
where bleeding may be expected such as the lateral pedicles and the dorsal venous 
complex. If there is the slightest doubt, bipolar, ultrasonic shears or fixation sutures 
should be placed using Catgut 3-0 SH. 

Trigonization should then be performed, bringing the vesical mucosa to the pos- 
terior prostatic capsule or posterior border of the urethra. This is normally done with 
two or three stitches, one central and two lateral, with absorbable sutures (2-0 
Monocryl™, UR 6). The knots are tied intracorporeally. 

Introduce a silicone three-way 24 Fr Foley catheter with a sound and, after fin- 
ishing closure of the bladder, fill the balloon with 30-50 cc depending on the size of 
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the prostatic fossa, leaving it inside the bladder and connecting to continuous 
irrigation (Fig. 14.11). 

For closure of the bladder, 2-0 Vicryl™, CT1 is used in a running fashion from 
each corner of the opening, tied to each other in the midline (Fig. 14.12a—d). 

It is very important to check for watertightness of the suture line at the end. 
Additional interrupted sutures must be placed at any focal point of leakage. 


Fig. 14.11 Entering with 
the Foley catheter guide 


Fig. 14.12 (a-d) Closure of bladder 
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Fig. 14.12 (continued) 


Drainage 


It is important to provide drainage (Blake drain) to aid in the removal of any urine 
that leaked, exteriorizing it in any one of the lateral incision ports. This should be 
maintained until no more than 30 cc drains in a 24 h period, which, on average, 
should occur on the second or third day after the operation. 


Extraction of the Operatory Clamp 

The mouth of the specimen bag should be exteriorized, and the specimen frag- 
mented (Fig. 14.13a, b). Usually there is no need to extend the umbilical incision. 
Postoperative Care 

On average, continual irrigation is stopped within 12-24 hs if the urine is clear. 


On average, the drain is removed in 48 h once drainage falls below 30cc in an 8 h 
shift. 
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Fig. 14.13 (a, b) 
Extraction of the surgical 
specimen 


The Foley catheter is removed in 5-7 days A cystogram is not mandatory but can be 
performed per the surgeon’s discretion. 
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Difficulties in Laparoscopic Radical 1 5 
Prostatectomy 


Rene J. Sotelo Noguera, Juan C. Astigueta Pérez, 
and Camilo Andrés Giedelman Cuevas 


Necessary Equipment and Instruments 
Equipment 


e Olympus laparoscopic video tower (21-in. monitor, EXERA II image processor 
with light source) (Olympus Medical Systems, Tokyo, Japan) 

e High-definition laparoscopic EndoEye 30° “chip-on-a-stick” laparoscope 
(Olympus Medical Systems, Tokyo, Japan) 

e High flux UHI-3 CO, insufflator (up to 35 L/min) (Olympus Medical Systems, 
Tokyo, Japan) 

e SonoSurg ultrasonic generator (Olympus Medical Systems, Tokyo, Japan) 

e Electrosurgery unit (monopolar/bipolar) 

e SurgiPump suction/irrigation pump (Olympus Medical Systems, Tokyo, Japan) 


Instruments 


e Trocars: Three 5-mm TroQ trocars (Olympus Medical Systems, Tokyo, Japan) 
and two disposables, 10 and 12 mm 
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e 5-mm graspers: Two fenestrated alligator clips, one with and the other without a 
locking handle; one alligator grasper 

e 5-mm suction-irrigation cannula 

e Two Olympus straight laparoscopic needle-holders (Olympus Medical Systems, 
Tokyo, Japan) 

e Olympus reusable Metzenbaum scissors (Olympus Medical Systems, Tokyo, Japan) 

e 5-mm high-frequency L-hook-type monopolar electrode 

e 5-mm SonoSurg cutting and coagulation shears (Olympus Medical Systems, 
Tokyo, Japan) 

e 5-mm and 10-mm Weck Hem-o-lok® clip appliers (Teleflex Medical, Research 
Triangle Park, NC, USA) 

e 5-mm Olympus titanium clip applier (Olympus Medical Systems, Tokyo, Japan) 

e 24 F Urethral bougie (Beniqué) 

e 10-cm Ethicon Endopouch laparoscopic extraction pouch (Ethicon Endo- 
Surgery, Cincinnati, OH) 

e 20 F Foley silicone-coated catheter 

e Metallic urethral catheter guide 

e Sutures: 
e Dorsal vein complex ligation: 0-Vicryl™ on CT-1 needle (Ethicon, Inc., 

Somerville, NJ, USA) 
e Urethrovesical anastomosis: 2-0 Monocryl™ on UR-6 needle, or alternative 
2-0 Biosyn™ on GU-46 needle (Covidien, Dublin, Ireland) 

e Olympus fascia seal needle (to seal orifices or bleeding epigastric vessels) 
(Olympus Medical Systems, Tokyo, Japan) 

e Storz 10-mm right angle dissector (Karl Storz, Tuttlingen, Germany) 

e 10F Blake drain with collection chamber. 


Patient Preparation 


e Routine preoperative studies (urine culture), respiratory exercises with incentive 
inspirometer 

e Bowel preparation with magnesium citrate 

e Preoperative antibiotics 

e Detailed review of the preoperative ultrasound regarding the estimated volume, 
expected anatomy of the median lobe, and type of apex 

e Consider performing cystoscopy in patients with symptoms of urinary obstruc- 
tions and/or history of hematuria 

e Digital rectal examination under anesthesia. 


Patient Positioning 


Antiembolic stockings or intermittent compression devices are placed on both legs. 
The patient is placed supine with the upper extremities in adduction and with the 
shoulder supported to prevent sliding. A 20 F silicone-coated Foley catheter is 
inserted without filling the balloon to evacuate the bladder. After application of the 
first trocar, the patient is placed in a steep Trendelenburg position. 
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Fig. 15.1 Surgical setup. 
Surgeon (blue), first and 
second assistant (sky blue) 


When performing antegrade dissection and encountering difficulty in delineating 
the plane between the bladder and prostate, one may inflate the balloon with 10 cc and 
slide it distally, thus the junction between the two structures will be demonstrated. 


Surgical Setup 


The laparoscope tower is placed at the patient’s feet at a height whereby the monitor and 
insufflation equipment are clearly visible. The main surgeon is positioned on the 
patient’s left, the first assistant to the right and the second assistant to the left of the main 
surgeon. The surgical orderly is positioned diagonal to the second assistant (Fig. 15.1). 


Approaches 
Extraperitoneal 


Advantages 

e In theory, surgery duration is shorter, considering that the dissection of the pre- 
peritoneal space is done digitally or with a balloon. 

e Decreased risk of bowel injury. 
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e Decreased likelihood of developing postoperative ileus in the event of urine leak. 
e A shallower Trendelenburg position is required since the bowel is naturally 
retracted by the veil of the peritoneum. 


Disadvantages 

e Small working space. 

e Potentially increased tension on the urethrovesical anastomosis. 

e Occasional bloody dissection of the preperitoneal space, decreasing visibility. 


Transperitoneal 


Advantages 

e The space created with direct-vision through an avascular plane allows for a 
“clean” work field, taking greater advantage of light, thus obtaining better image 
and color. 

e Wider working space, with reduced incidence of collapse of the operating field 
during suction and less interruption of visibility by fluids like blood or saline solu- 
tion when irrigating, since they escape into the upper abdomen due to gravity. 

e Wide bladder mobilization allows it to be brought down to the anastomosis with 
less tension. 

e Storage of the specimen away from the work area, especially when it is large, 
does not hinder the execution of the anastomosis. 

e Proximal extended lymph node dissection is more readily achieved. 


Disadvantages 

e Greater risk of bowel injury. 

e Increased likelihood of developing postoperatory intestinal obstructions due to 
manipulation of the wall, and mainly because of leaked urine. 


Transperitoneal with Two Windows 


The authors have carried out an intermediate situation, in which after the transperi- 
toneal approach, two lateral peritoneal windows are created to gain access to the 
prevesical space. This technique obtains some of the advantages of the extraperito- 
neal approach (bowel retraction) as well as the wider space of the transperitoneal 
approach. 


Trocar Placement 
Extraperitoneal 
Placement of the trocars in a “W” tends to be the most correct and comfortable 


technique. In the extraperitoneal approach, the first trocar (10 mm) is placed imme- 
diately below the navel. A vertical or horizontal incision in the skin is performed 
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with a scalpel, followed by dissection of the subcutaneous cellular tissue, and a 
horizontal incision into the anterior rectus abdominus sheath. 

The authors will describe two ways of gaining access to the work space: the first 
method requires the surgeon to section the entire middle raphe of the rectus sheath 
with scissors and dissect the prevesical space digitally or with the balloon. The sec- 
ond method requires the surgeon to vertically section the posterior of the rectus 
sheath and gain access to the space between the posterior sheath of the rectus and 
peritoneal. The surgeon then dissects with a lubricated finger, heading first toward 
the pubis, the Retzius space and then moving laterally, taking care not to acciden- 
tally open the peritoneal or section the perforable vessels located mainly in the 
epigastric zone. 

Problem: It is important that the dissection of the peritoneum cavity generates no 
perforations. If perforated, CO, will enter the peritoneal cavity and push the blad- 
der towards the created space, making surgery difficult. 

Solution: Should a perforation occur, the peritoneal continuity solution should 
be broadened and another should be created contralaterally so that the CO can 
freely circulate between both cavities. 

In order to cut costs, a Hasson trocar is not used. To maintain an airtight seal, a 
pulley stitch is placed using a retention needle through the entire width of the wall 
from the skin to the posterior aponeurosis of the rectus. The suture is loosened and 
the trocar is introduced without the obdurator. The surgeon then makes a half-knot 
and adjusts it with the Kelly forceps to avoid gas leakage. 

The importance of this type of suture is to enable the operation to progress 
smoothly, as it is easy to quickly reestablish the pneumoperitoneum hermetically 
after removing the operatory piece to review the borders of the section or simply to 
create a greater work space. 

Insufflation then proceeds at a pressure of 15—17 mmHg and the blunt dissection 
is completed under direct vision with the scope moving forward in a fanning motion. 

Tip: The scope should be 1 cm within the trocar to prevent it from getting dirty 
and wasting time cleaning it. Alternatively, a bariatric trocar (which is much longer) 
may be employed. 

The second trocar (5 mm) is placed at the left pararectal level, a little below the 
line that unites the navel and the anterior superior iliac spine; the third trocar (5 mm) 
is placed 2 cm above and within the left anterior superior iliac spine. The fourth 
trocar (12 mm) is placed contralaterally to the left pararectal and the fifth trocar (5 
mm) is placed 3 cm above and within the right anterior superior iliac spine. 

Tip: It is worth remembering that one should perform the dissection of the blad- 
der and prevesical space adequately, so that the trocars may be placed in the appro- 
priate position. 


Transperitoneal 


For the initial approach, the authors use a modified Veress needle entry with abdom- 
inal wall retraction. A vertical skin incision is made in the umbilicus with an 11 
blade. The anterior rectus sheath is cleared off, and a 2—3 mm incision is made until 
preperitoneal fat is seen. Two holding sutures of 2/0 Vicryl™ (passed inside out on 
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the fascia) are lifted for anterior traction on the abdominal wall. This serves to 
increase the distance between the abdominal wall and underlying structures and 
provides countertraction to the resistance of the peritoneum encountered by the 
Veress needle. 

Once pneumoperitoneum is created, the first trocar is placed blindly using a 
safety trocar that has a retractible blade. After introduction of the optical scope and 
exploration of the cavity, the other trocars are placed under direct vision. The order 
is similar to that of the extraperitoneal approach, or in accordance with what is dis- 
covered during exploration (Fig. 15.2). 

Tips: It is important that the depth and rigging of the trocars be in such a way 
that they do not move, to prevent them from entering or exiting accidentally. 

The first assistant employs the transumbilical trocar to introduce the 30° optical 
scope (which is manipulated with the left hand), and the fifth trocar to introduce the 
suction-irrigation cannula and other instruments (which are manipulated using the 
right hand). The second assistant uses the right hand to retract the bladder or bowel 


Fig. 15.2 Trocar placement. 
10-12 mm (square), 5 mm 
(circle) 
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with a grasper through the third trocar, and the left hand to manipulate the metallic 
intraurethral bougie. 

The authors use a high-definition 30° EndoEye laparoscopic video because of its 
multiple advantages. It allows the first assistant to manipulate it with one hand, and 
the 30° scope allows for lateral vision and a sense of depth not possible at with a 0° 
scope. 

During dissection of the anterior wall of the prostate, bladder, and urethra, the 
bevel is pointed downwards and to the sides. In the lateral pedicles, the bevel is 
positioned upwards and to the middle. In the posterior wall of the prostate and the 
Denonvillier’s fascia upwards, in the initial points of the anastomosis to the level of 
the urethra upwards, and in the rest it is downwards and to the side. 


Transperitoneal Creation of Lateral Windows 


With the 30° scope introduced in the peritoneal cavity through the first trocar (with the 
extreme distal located in the lower right quadrant and with the bevel pointed to the 
middle), the surgeon, with a grasper introduced by the left pararectal trocar, pulls on 
the urachus and presents the right umbilical ligament. Then using the 5-mm monopo- 
lar L-hook electrode introduced by the right pararectal trocar, the surgeon dissects the 
parietal peritoneum, creating a lateral window in the cephalo-caudal direction that 
proceeds laterally to the umbilical ligament down to the right vas deferens. 

The surgeon proceeds in a similar manner on the left side until both dissection 
planes are united. The surgeon works using the two left 5-mm trocars and the first 
assistant performs counter-traction using the suction through the fourth trocar. 
Then, the second assistant introduces a grasper through the third trocar for cephalad 
retraction and posteriorly the peritoneal band made up of the urachus and the umbil- 
ical ligaments. In this manner, the surgeon completes dissection of the Retzius space 
reaching the pubis (Fig. 15.3). 


Direction of Dissection 


The laparoscopic dissection of the prostate was initially described in the antegrade 
direction, proceeding from base to apex. Other authors later presented the technique 
using retrograde dissection, similar to conventional open surgery [1, 3]. Nevertheless, 
both dissections have been combined with transperitoneal or extraperitoneal 
approaches. Technically, antegrade dissection is probably the most natural, in terms of 
the continuity of the prostate axis and taking into account the angle of the 0° scope. 
However, dissection of the lateral prostatic pedicle is difficult since the surgeon cannot 
spatially know the location of the distal point that he or she is heading towards. 

Despite the use of the 30°scope and the ability to see the lateral border of the 
prostate, it is possible to lose the dissection plane of the lateral pedicle and head 
tangentially, sectioning the neurovascular bundles with consequent functional 
damage to the patient. 
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Fig. 15.3 (a, b) 
Umbilical ligaments and 
right lateral window 


If difficulty is encountered in identifying the section’s lateral line, the initial 
stitch (proximal) and the final one (distal), the authors first perform the retrograde 
dissection, which is possible due to the visibility obtained with the 30° scope. A 
proximal retraction stitch in the prostate allows for it to be lifted, retracted, and for 
the apex to be turned, which makes dissection of the lateral bundles in a retrograde 
direction feasible. This approach makes the dissection safer as the stitch reached in 
the antegrade approach can be simply connected to the stitch where the retrograde 
approach ends. 


Dissection of the Anterior Wall of the Prostate 


The surgeon employs the grasper, SonoSurg and laparoscopic swab to remove the 
fat located in the anterior wall of the prostate. Dissection proceeds in a distal to the 
proximal direction; adipose tissue is removed as a continuous flap from the pubic 
bone back to the prostatovesical junction (Fig. 15.4). 
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Fig. 15.4 Dissection of fat in the anterior wall of the prostate 


It is important to take care when sectioning the fat in the median distal line, 
because easy-to-bleed, superficial veins flow through this fat. 

The presence of lymphatic ganglions in this tissue has been reported in some 
works, which is a reason to send it to anatomopathologic study. 


Opening Endopelvic Fascia and Dividing the Prostatic 
Component of the Puboprostatic Ligament 


The surgeon opens the endopelvic fascia, lateral periprostatic fascia and partial 
separation of the neurovascular bundles (from apex to base) with the scissors and 
the swab, sectioning the prostatic component of the puboprostatic ligament while 
respecting the fibers leading to the urethra. 

On the right side, with the 30° scope bevel aimed to the left, the surgeon retracts 
the prostate to the contralateral side with a left hand grasper, and sections the endo- 
pelvic fascia with the scissors in the right hand. Then, the surgeon deepens the dis- 
section of the fascia with the grasper in the left hand, retracts the medial cut edge of 
endopelvic fascia, exposing the posterolateral zone of the periprostatic fascia. The 
surgeon sections with the scissors in the right hand and dissects with a swab, clean- 
ing the apex with in a clockwise motion (Fig. 15.5). The procedure on the left side 
is similar, but dissection of the apex with the torund requires counterclockwise 
movements. 


Ligation and Division of the Dorsal Venous Complex 
Prior to ligature of the vein complex, a proximal stitch is placed at the apex to group 


and unite the entire area of the complex along the median line for better definition, 
thus allowing for improved ligature. Furthermore, the stitch allows the application 
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Fig. 15.5 (a, b) Opening 
of the endopelvic fascia 


of traction and flection of the prostate to view the posterior component of the apex 
and thus facilitate retrograde dissection. Afterwards a second stitch is placed, which 
is the true distal stitch that encompasses the dorsal vein complex. Finally, with the 
Metzenbaum scissors, the dorsal vein complex is sectioned (Fig. 15.6). 

Tip: To make proper placement of the needle used to ligate the vein complex 
easier, upon taking it with the needle-holder, press it against the anterior wall of the 
prostate and grasp it by its distal third. During its insertion it should be held 
straight; only after it has gone through nearly the entire complex should it be turned. 
If the needle is turned too quickly it may enter the complex. 

Tip: When inserting the needle to ligate the vein complex, the first assistant 
should push the apex to the right with the suction device to see where the stitch exits. 
The second assistant should then go down with the Benique in the urethra, thus 
assuring that the needle enters between the area of the dorsal vein complex and the 
urethra. 

Problem: The dorsal vein complex bleeds after being ligated and sectioned. 
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Fig. 15.6 Placement of 
the proximal point in the 
prostate 


Solution: The bleeding can be controlled with the Benique; compression should 
be applied beforehand against the arc of the pubis. 

The placement of a linear stapling device is an alternative way to ligate the dorsal 
vein complex; it should be 30 mm in width, vascular, and placed with a TYCO clip 
that articulates and roticulates. 

Tip: The placement of the linear device should be done in three movements: (1) 
articulation, (2) reticulation, and (3) another articulation. Keep the stapler closed 
for approximately 1 min to compress the tissue, expel edema, and improve tissue 
coaptation. 

Some surgeons perform the antegrade dissection before ligating the vein com- 
plex and opening the endopelvic fascia. This technique was described by Gaston, 
who does not ligate the complex or open the fascia, but goes directly to open the 
vesicle neck, then advances laterally interfascial or intrafascial and finally ligates 
the dorsal vein complex. In the authors’ case, they first connect the dorsal vein com- 
plex and proceed to the dissection of the urethra, performing the retrograde dissec- 
tion of the prostate and then the antegrade dissection to communicate both 
dissections. Their technique will be further described in the following sections 
(Fig. 15.7). 


Apical Dissection, Division of the Urethra 


The laparoscopic nondisposable scissors are used to dissect the urethra; with lateral 
movements, proper identification the structures is possible with 30° of vision and 
the neurovascular bundles can be dissected laterally. The Benique is gently removed 
and sectioning of the anterior circumference of the urethra is performed with a 
single cut, if possible. 

Tip: The urethral stump should be kept as long as possible, requiring dissection 
very Close to the prostate, but without risking margin safety. 
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Fig. 15.7 (a-d) Ligation of the dorsal venous complex and point of suspension 
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Fig. 15.7 (continued) 


Tip: The opening angle of nondisposable scissors are greater than disposable 
ones, so transection of the urethra with regular continuous edges can be performed 
with fewer cuts. 

With the help of the 10-mm right-angle dissector, the posterior plane of the ure- 
thra and the posterior rhabdosphincter are dissected. Before sectioning the posterior 
lip of urethra, the anatomy of the posterior lip of the prostate’s apex is identified 
laterally using the 30° scope. This identification guarantees a correct cutting plane, 
since the posterior prostatic apex may extend distally beneath the urethra (Fig. 15.8). 


Retrograde Dissection of the Prostatic Apex 


Once the dorsal vein complex and the urethra are sectioned, the surgeon proceeds 
with retrograde dissection of the prostatic apex, sectioning the posterior rhabdo- 
sphincter, laterally dissecting the bundles, and reaching as far as the Denonvilliere 
fascia. Positioning the bevel of the 30° scope with downward and applying traction 
with the proximal stitch will help facilitate this dissection (Fig. 15.9). 

Tip: For a better view during the retrograde dissection, the second assistant pulls 
from the proximal stitch and the surgeon, with a grasper in the left hand, pulls and 
bends the posterior lip of the apex. 


Anterior Bladder Neck Dissection 


Once retrograde dissection of the apex has been completed, the surgeon takes the 
prostate from the point of proximal traction. While performing lateral movements 
and with the posterior traction of the bladder, the cleavage plane between both struc- 
tures can be clearly identified by observing the differences in mobility between a 
hollow organ (bladder) and a solid one (prostate). After identifying the line where 
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Fig. 15.8 (a, b) Dissection 
and division of the urethra 


the bladder and prostate meet, a transverse incision is performed using a 5-mm 
L-hook monopolar electrode until the bladder is opened (Fig. 15.10). 

Another way to recognize the boundaries of the prostatic-vesicle is to differenti- 
ate the fat on the prostatic surface (easily removable) and the bladder (denser and 
adheres to the organ). It also helps to laterally follow the curvature of the prostate. 
A combination of these maneuvers will aid in correctly identifying the limits for the 
cut. 

A large median lobe may lead to confusion since the prostate and bladder may 
appear to meet farther back. This may result in the surgeon sectioning in the wrong 
place, so care should be taken in patients with large median lobes. 

When cutting the anterior wall of the bladder, do not attempt to preserve the 
vesicle neck since there is no evidence of improvement in continence by doing so. 
Performing the anastomosis is difficult when the orifice is small, and at times it is 
impossible to determine precisely whether there is or is not a median lobe. There is 
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Fig. 15.9 (a, b) Retrograde 
dissection of the prostatic 
apex 


also the risk of cutting the posterior wall and leaving the lobe semidetached from 
the bladder. 

With the anterior surface of the bladder sectioned, the authors release the traction 
of the prostate’s proximal stitch and take the rim of the bladder that drops off, grab- 
bing the prostate with a locking alligator grasper. The prostate is raised and bent, 
and the vesicle neck is laterally sectioned until the trigone is visible, which exposes 
the posterior mucous ending. (Fig. 15.11). 


Posterior Bladder Neck Dissection 
After sectioning the bladder’s anterior wall and exposing the trigone, the authors 


section the lateral walls of the bladder, allowing the prostate to bend completely, 
separating it from the bladder. The authors then make a transversal incision with the 


198 R.J.S. Noguera et al. 


Fig. 15.10 (a, b) 
Anterior bladder neck 
dissection 


electrocautery shears, starting at the medial line and moving towards the entire 
depth of 4-5 mm along the shears (which is the thickness of the wall), and then 
moving to the sides. 

Tip: If the median lobe appears, it can be retracted with suture. The posterior 
mucous vesicle should be cut where the median lobe ends; generally it has hyper- 
vascularized, beefy red mucosa that defines the border of the lobe and helps delin- 
eate the line of incision. 

Once the posterior wall of the bladder has been sectioned, the surgeon should 
pay careful attention to anatomic detail and identify the vertical vesicle fibers. This 
continues until the areolar fat tissue is encountered and the deferential ducts appear. 

Tip: During dissection of the posterior wall of the bladder, once the vesicle fibers 
have been visualized, the direction of dissection should change from frontal to 
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Fig. 15.11 (a, b) Bladder trigone 


posterior to finish sectioning the posterior vesicle wall and reach the deferential 
plane and seminal vesicles. 

Once the adipose areolar tissue has been exposed, the second assistant changes 
the grasper and takes the vesicle neck tissue stuck to the prostate, lifting it 
upwards and distal to expose and bring the deferential ducts to the surface 
(Fig. 15.12). 

As the surgeon completes dissection of the posterior vesicle wall, the window is 
widened laterally before proceeding with the seminal vesicle to avoid working in a 
small cavity. As the prostate is freed from the lateral pedicles, the surgeon should 
finish releasing the bladder neck as it bends back and exhibits the deferential ducts 
and seminal vesicles. 


200 R.J.S. Noguera et al. 


Fig. 15.12 (a—c) Trigone and posterior bladder neck dissection with electrocautery 
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Dissection of the Vas Deferens and Seminal Vesicles 


Approaching the precise plane to dissect the deferential ducts and seminal vesicles 
requires meticulousness and care to gain adequate access to the area. Once the def- 
erential ducts are visible, the surgeon begins pulling the planes apart. The assistant 
uses the grasper to retract the bladder backwards and the surgeon uses a hand to 
retract the duct, dissecting it as wide as possible. 

Tip: When performing the dissection of the deferential ducts (which form a rigid and 
easy-to-grab structure), do not be separate them from the vesicles. Instead, use the 
natural attachments of the vas to the seminal vesicles to deliver the seminal vesicles up. 

Once dissection has progressed, the deferential ducts should be separated in order 
to dissect the seminal vesicles from within the duct. The surgeon begins with the 
internal wall of the seminal vesicles, which is under and within the duct, and ends 
with the outer wall. Generally, there is a vessel parallel to the deferential and seminal 
vesicle which is then directed to the external wall of the seminal vesicles (Fig. 15.13). 


Fig. 15.13 (a, b) Dissection 
of the seminal vesicles 
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Dissection is performed with a swab or a swab-shaped piece of gauze to turn 
down the tissue that sticks to the seminal vesicles, only using clips and scissors to 
separate them. Once the seminal vesicles have been dissected, both should be 
lifted; it is recommended that the second assistant lift them, or the first assistant 
can lift one while the surgeon lifts the other. To dissect on the right side, the first 
assistant retracts the bladder and the surgeon takes the seminal vesicle. On the left 
side, the assistant should lift the vesicle while the surgeon retracts the bladder. It is 
also possible to insert a suprapubic 5-mm trocar to help to hold up the seminal 
vesicles. 


Dissection of Denonvillier’s Fascia 


When the prostate is lifted upwards with a grasper applied over the seminal vesicles, 
Denonvillier’s fascia is exposed. Downward retraction with the suction cannula 
over the rectum is applied. An incision is made using the scissors, with a cold trans- 
versal cut 2 mm below the prostate. A counter-traction maneuver is applied from the 
rectum downwards, exposing the yellowish tissue of the prerectal fat and separating 
it from the posterior wall of the prostate. 

Tip: Once the transversal cut has been made, the 30° optical scope can be placed 
upwards to provide a better view of the posterior surface of the prostate during its 
dissection. 

Tip: If there is a suspected injury to the rectum, fill the pelvic cavity with liquid 
and introduce a Foley catheter through the rectum to inject air. Air bubbles will 
indicate a rectal injury. 


Ligation of Prostate Vascular Pedicles 


Once Denonvillier’s fascia and the rectum have been dissected, the surgeon and 
assistant should coordinate to dissect the lateral pedicle, keeping the prostate in 
upward traction. With the lateral walls of the prostate and the dissection line of the 
lateral periprostatic fascia in evidence, the surgeon proceeds to ligate the prostatic 
pedicles. This maneuver can be performed with 5- to 10-mm Hem-o-lok® clips, or 
alternatively, the SonoSurg can be employed during this step. 

Once the prostate has been freed upon communicating the antegrade and retro- 
grade dissection, the assistant should retract the bladder backwards and observe if 
there is any bleeding, particularly in the lateral pedicles. In case of bleeding, chro- 
mic cat gut figure-of-eight sutures can be placed (Fig. 15.14). 

Tip: To perform ligature of the lateral pedicles, trace an imaginary line 
between the external lateral surface of the prostate and the medial surface. This 
will indicate which direction the surgeon should move. To ascertain depth, raise 
the prostate and search for the point of retrograde dissection that was previously 
reached. 
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Fig. 15.14 (a-c) Dissection 
and ligature of the lateral 
pedicles 
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Fig. 15.15 Prostate and 
seminal vesicles in the 
extraction pouch 


Specimen Extraction 


The prostate and seminal vesicles are placed in an extraction pouch (Endopouch). 
To shorten operative time in a transperitoneal approach, the specimen is placed in 
the cavity to be extracted at the end of the surgery. The thread fastening the extrac- 
tion pouch (with the specimen inside) is exteriorized with the umbilical trocar. This 
easily extracts the specimen once the surgery is complete (Fig. 15.15). 


Urethrovesical Anastomosis 
Generalities 


Urethrovesical anastomosis is the reconstructive stage of this surgery, requiring 
experience and dedicated laparoscopic training. It represents a fundamental step in 
the results of a laparoscopic radical prostatectomy, and poor technique can have 
short- and long-term consequences, not just regarding morbidity (urine leak, dura- 
tion of catheterization), but also functional outcomes (bladder neck contractures). 


Instruments 


There are some needle-holder models that automatically align or rectify the needle 

with the axis of the instrument to maintain a 90° angle. These types of needle- 

holders are not recommended for performing anastomosis as the needle needs to be 

at different angles to the needle holder axis during this part of the procedure. 
Suturing Tips 


1. If possible, manipulate the target tissue into a favorable position for an easy 
forehand or backhand stitch. 


15 Difficulties in Laparoscopic Radical Prostatectomy 205 

2. If the target tissue is rigid or cannot be manipulated (e.g., the urethral stump), 
change the angle of the needle in the driver. 

3. Simulate the movement of the needle (in the “air” ) before placing the stitch to 
ensure that the desired path will be accomplished. 

4. If the previous suggestions do not achieve the optimal path, place the needle 
driver in a different trocar. 

5. Try using the nondominant hand to achieve the best angle of approach. 


There are needle-holders made for the right hand and others for the left with 
curved points; the authors prefer the straight needle-holders that can be used in 
either hand. The Olympus brand is recommended as the distal extreme is slightly 
thicker, its jaws stronger and more robust, which prevents the needle from sliding 
and changing angles when held. Another benefit is that when the insert in the needle- 
holder wears out, only the insert needs to be changed and not the whole 
instrument. 

The use of an absorbable monofilament such as Monocryl™ or Biosyn™ suture is 
recommended since it easily slides without tearing the tissues, mainly of the ure- 
thra. It is fundamental that there be a UR-6 type (Monocryl™) or GU-46 (Biosyn™) 
needle, as its curvature allows for optimal passage over the urethral stump. 

For anastomosis, some use a Benique with a hole in the tip; the needle is inserted 
into the Benique orifice and when it is removed, the point of the needle falls into the 
urethra. Instead of this maneuver, the authors torque the sound to the side opposite 
the needle path. The needle tip passes in the space between the metal and the mucosa, 
rather than in the hollow bore of the sound itself. However, either technique is accept- 
able. Alternatively, an assistant can pass the Foley catheter tip in and out, coordinat- 
ing with the needle movement to avoid incorporating the Foley catheter in the stitch. 


Type of Anastomosis 


Urethra-bladder anastomosis is described in several ways: with interrupted stitches, 
continuous stitches or a combination of the two. The advantage of anastomosis with 
continuous sutures is that it guarantees a superior water-tightness to results obtained 
using separate stitches. Anastomosis with continuous stitches may be performed in 
several ways; some surgeons perform it with a single suture, others with two sutures 
knotted together beforehand in their distal threads. These sutures go from outside to 
inside in the posterior wall of the bladder in such a way that the knot is in the outer 
wall (van Velthoven).2 

In the authors’ case, they employ individual sutures knotted separately in each 
initial stitch. The stitches advance circumferentially from the posterior plane to the 
anterior, the left going clockwise and the right counter-clockwise. The sutures meet 
around the back, one ending in the urethra and the other in the bladder and are 
finally tied together. 

There are two reasosn to not use two prewoven sutures, the first being that there 
is a risk of stenosis of the anastomosis in a purse-string fashion, which can be 
avoided by using two separate sutures. The second reason is that when the stitches 
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pass through the posterior urethral wall, the maneuver becomes difficult as posterior 
gaps may occur when pulling the posterior plate together, particularly when there is 
tension. For these reasons, the authors prefer to use separate sutures that allows each 
closure of the posterior wall to be checked.4 As an alternative, the van Velthoven 
approach can be used with care to ensure that the posterior plate comes together 
completely. With either approach, a monofilament suture should be used. 


Anastomosis with Two Separate Sutures with Continuous Stitches 


With the 30° scope guided upwards, the first stitch is placed into the urethra at the 5 
o’clock position with the right needle-holder, with the needle introduced from the 
outside in. When the needle goes in from outside, it is more posterior and takes up 
a greater quantity of the rhabdosphincter and urethral muscle (external circle and 
internal longitudinal). Then, upon turning the hand, the point of the needle enters 
the urethral lumen, perforating the cylindric epithelium very near the edge. This 
maneuver guarantees a greater consistency and solidity of the anchoring tissue, 
keeping the urethra from coming loose when tying the knot, and assures approxima- 
tion of the bladder and urethra. 

Once the suture is through the urethra, the surgeon proceeds to the bladder stitch. 
With the help of the left needle-holder to grip and retract the bladder from its ante- 
rior wall, allowing a downward view with the 30° scope, the posterior wall of the 
bladder and the passage of the needle with the right needle-holder from inside out 
in radio five. 

The knot is placed outside of the anastomosis, towards the right. The first semi- 
knot loops around three times to maintain the tension and prevent slippage, while 
the second and third knot loop around twice. 

Problem: Tension when lowering the bladder when tying the first knot. 

Solution: After verifying that the second assistant has removed the traction on 
the bladder, the first assistant applies suction at the level of the trigone, which helps 
lower the bladder and reduce tension so that the first semi-knot can be adjusted. If 
tension persists, it causes difficulty in approaching the vesicle neck, impeding coap- 
tation of the anastomosis knot. This generally occurs because the bladder has not 
been well dissected laterally and is solved by completing the dissection. A few addi- 
tional millimeters can be gained by reducing the pneumoperitoneum pressure to 
<5 mm by having the assistant apply suction. 

Once the first stitch is in and the knot is on the outside and the needle is on the 
right, there are two ways to continue with anastomosis: (1) pass the entire suture 
with the needle behind the knot (in order to be on the left side) and continue with a 
ipsilateral semicircle, or (2) take it with the right needle-holder and pass it diago- 
nally from outside in, moving right to left throughout the entire length of the bladder 
so that it comes out from within on the left side. The second maneuver saves time 
and is the authors’ preferred method. 

Tip: Before putting the first stitch in the urethra, the perineum can be compressed, 
allowing for better exposure and visualization of the urethral stump. 
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Tip: As much for placing the stitches in the bladder, as for those in the lateral and 
anterior urethra walls, the bevel of the 30° scope is pointed downward, allowing for 
optimum visualization of the place where the needle goes in and/or comes out. 

Now with the needle within the bladder, the authors end by putting the second 
stitch in the urethra with the right hand, from the inside out, with the 30° scope 
positioned upwards (Fig. 15.16). 

Tip: Before putting in the anastomosis stitch, make a separation with the Beniqué 
in the direction opposite to the needle’s point of entry, leaving space between the 
Benique and the urethral wall. Once the point of the needle is in this space, remove 
the Benique to allow for the turn and exit of the needle outside the urethra. 

The following two or three stitches of the left posterior quadrant of the urethra 
are placed with the left hand, moving clockwise, from inside out. Then in the left 
anterior quadrant, the needle-holder is switched to the right hand. With the bevel of 
the 30° scope positioned downwards to show the zone where the needle will pass 
with the free hand, stitches are placed in the bladder from the outside in with the left 


Fig. 15.16 (a-b) First stitch 
in the urethra and passage of 
the needle in the posterior 
wall of the bladder 
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Fig. 15.17 (a, b) Stitches of 
the left semicircle 


needle-holder in the posterior quadrant and with the right needle-holder in the ante- 
rior quadrant (Fig. 15.17). 

To complete the urethrovesical anastomosis, the surgeon begins with a stitch at 
the 5 o’clock position in the right semicircle, using the right needle-holder. The 
stitch goes from inside out in the urethra and then, from outside in the bladder, and 
a double knot is tied on the outside. The stitches of the urethra are placed with the 
right hand in the posterior quadrant and with the left hand in the anterior quadrant; 
the stitches in the bladder are done with the right hand (Fig. 15.18). 

Tip: Before passing the needle in the needle-holder through the tissue, simulate 
the movement externally. This ensures that the needle will go in the direction that is 
mentally expected, as the view is two-dimensional and without depth; potentially 
the point of the needle can pass closer or farther away than intended. 

It is important to keep the ureteral orifices in sight during anastomosis. As this 
maneuver is complex, it is recommended that diuresis be forced to make the 


15 Difficulties in Laparoscopic Radical Prostatectomy 209 


Fig. 15.18 Stitches of the 
right semicircle 


ejaculated urethral evident or for intravenous carmine indigo be administered to 
mark the orifices. If the bladder neck has been preserved and the ureteral orifices 
are well away from harm, no additional attempt to expose them must be 
undertaken. 

Upon finishing both semi-circles, the two suture threads are in the exterior of the 
urethra. The surgeon then passes into the bladder with the needle on the right side, 
first from outside in and finally from inside out. This positions the sutures one in 
front of the other before they are tied together. 

Before tying the threads, the transurethral vesicle catheter should be introduced 
with a metal guide. It is fundamental to visualize clearly that the catheter is ahead 
of the mucous of the posterior vesicle wall to guarantee proper placement. 

Tip: Once the catheter has been placed within the bladder using the guide, the 
curve will tent up the anterior bladder wall. Moving the guide from side to side will 
clearly indicate its position. 

In cases where the size of the mouth of the bladder proportionally exceeds the 
dimensions of the diameter of the urethral stump, the anastomosis must be remod- 
eled using the stitches in the urethra that are closest to each other and the stitches 
in the bladder that are farthest apart. Nevertheless, if there is one too many in the 
bladder, it should be closed off with another continuous suture after the threads 
are tied. 


Drainage 


It is important to put in drainage in the form of a Blake drain to help guide any 
leaked urine. It is recommended that one of the most lateral ports be employed for 
that purpose (Fig. 15.19). According to how it wears out it is maintained up to 24 h 
when it is less than 25 cc, this is on average between 2 and 5 days. 
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Fig. 15.19 Blake drain 


Specimen Extraction 


The specimen is finally extracted through the umbilical orifice which can be pro- 
gressively extended to adapt to the size of the specimen. Care should be taken not to 
incorporate bowel into the fascial closure. 
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Difficulties in Robotic Radical 1 6 
Prostatectomy 


Manoj B. Patel, Sanket Chauhan, Kenneth J. Palmer, 
and Vipul R. Patel 


Introduction 


The task of learning robotic-assisted laparoscopic prostatectomy (RALP) can be 
quite challenging for both novice and experienced open or laparoscopic surgeons 
alike. Therefore, prior to the first procedure, adequate training and planning is 
required as the entire surgical team prepares for the upcoming challenge. The learn- 
ing curve to achieve basic competency has been estimated to be between 20 and 25 
cases [1, 2]. However, during the initial stage of the learning curve, the surgeon 
should screen potential operative candidates cautiously to minimize the technical 
challenges of the procedure by selecting “ideal candidates” so that the surgical team 
can ease into the experience. As the experience of the surgeon and robotic team 
develops, one can begin to entertain the idea of tackling more challenging clinical 
scenarios, as studies have shown that difficult cases were attempted after perform- 
ing a median of 50 procedures [3]. 

After performing over 3,000 cases, it is the authors’ opinion that no single learn- 
ing curve exists and that there is a continual process of education and refinement. It 
is the authors’ belief that after the initial learning curve, one naturally transitions to 
more challenging cases, often leading to longer surgical times and increased 
difficulty during surgery. This stepladder approach allows the surgeon to continu- 
ally develop the skills to deal with even the most challenging patients. However, 
during the initial learning period, the authors recommend excluding obese patients 
and patients with prior abdominal surgery. The authors also advocate initially 
screening all patients with either flexible cystoscopy or transrectal ultrasound to 
detect and avoid patients with prominent median lobes, prior history of transurethral 
resection of the prostate (TURP) defects or large prostate gland size. In this chapter, 
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various challenging scenarios during the RALP procedure will be entertained, fol- 
lowed by a discussion of the authors’ approach to these various challenges. 


The Challenges of the Complex Patient 
Management of Difficult Anesthesia Cases 


The risk of anesthetic complications related to the pneumoperitoneum during 
robotic surgery is similar to other reported laparoscopic procedures. One major fatal 
complication is a gas embolism, which can cause severe cardiovascular failure and 
death if not detected promptly. It is believed to occur from carbon dioxide (CO,) gas 
entering the venous vascular system and therefore is trapped in the right ventricle, 
causing outflow obstruction from the right ventricle into the pulmonary artery. The 
initial characteristic clinical findings are mill-wheel cardiac murmur, hypoxia, 
decreased end-tidal CO, concentration through the ET tube, and cyanosis. Intra- 
operative transesophageal echocardiography may confirm the diagnosis. Treatment 
protocol involves rapid release of pneumoperitoneum followed by hyperventilation 
with 100% oxygen and placing the patient in the left lateral decubitus and 
Trendelenburg position (to mobilize the gas bubbles from the right ventricle) and 
aspirating the gas embolus via a central venous catheter. 

Patients with a significant history for emphysema or chronic obstructive pulmo- 
nary disease COPD present with an anesthesia challenge during RALP. Due to its 
high diffusion coefficient and soluble characteristics, CO, is the ideal gas for estab- 
lishing pneumoperitoneum while minimizing the risks of gas emboli. Carbon diox- 
ide levels are easily measured at the end of exhalation. The anesthesiologist should 
be adamant, especially in COPD cases, to monitor the CO, levels and to adjust the 
ventilator accordingly to remove excess CO,, preventing hypercarbia and acidosis. 
Furthermore, the functional residual capacity is reduced during laparoscopy due to 
the limited expansion of the diaphragm from the pneumoperitoneum and patient 
positioning, resulting in decreased pulmonary compliance and ventilation/perfusion 
mismatching — further exaggerating the acidosis state. Increasing the minute vol- 
ume may correct this, but patients with pulmonary dysfunction may present a par- 
ticular challenge. This illustrates the need for careful selection of patients undergoing 
robotic surgery as well as preoperative pulmonary and cardiac clearance. 


Difficult Access and Port Placement in Patients with Midline 
Laparotomies 


There are many safe and effective methods of obtaining peritoneal access. Individual 
surgeon preference leads to the development of a technique that is comfortable and 
reproducible. It may be advantageous to know more than one technique, especially 
in cases where there is a history of prior abdominal surgery or a significant amount 
of subcutaneous fat. Veress needle access can achieve pneumoperitoneum quickly, 
though it is a blind procedure relying on the feel of the needle popping into the 
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peritoneum. The reported rates of vascular and bowel injuries vary from 0.03% to 
0.3% [4]. If a Veress needle is used, it is important to be cognitive of the location of 
the aorta and iliac vessels near the umbilicus, which can be injured with overzealous 
needle entry. The needle should be aspirated to ensure no return of blood or gastric 
content, followed by injection of saline. The “drop test” should be performed to 
confirm that saline flows freely into the peritoneum. If there is any doubt, the 
sequence should be repeated or the needle replaced. Once insufflation is started, a 
low intraperitoneal pressure (<5 mmHg) suggests correct needle placement. After 
insufflation is completed, the initial port can be placed blindly or with an optical 
access trocar. The optical access trocar allows visualization of tissue planes and may 
prevent bowel perforation. 

An open or modified Hasson technique may used in patients with prior abdomi- 
nal surgery to reduce the risk of inadvertent injury to the bowel or vascular struc- 
tures by allowing direct visual placement of the trocar into the peritoneum. 
However, this approach can create leakage of gas from the established pneumo- 
peritoneum. The authors’ modified Hasson technique consists of making a 2-cm to 
3-cm vertical incision supraumbilically, entering the peritoneal cavity under direct 
vision. More specifically, with the rectus fascia is exposed, anchoring sutures are 
placed on either end of the fascia; the fascia is incised through the midline linea 
alba while the fascia is tented up with the anchor sutures. These anchoring sutures 
will also facilitate closure of the rectus fascia at the conclusion of the procedure. 
After additional blunt dissection, a finger is then used to navigate an entry to the 
peritoneum. The extent of intra-peritoneal adhesions is assessed with the 5-mm 
laparoscopic camera. If extensive adhesions are noted, the incision is lengthened to 
a small mini-laparotomy incision of 2—3 in. This limited but spacious access allows 
for open lysis of adhesions until enough space is developed for the placement of at 
least two other trocars in their regular position. The mini-laparotomy incision is 
reapproximated around the camera port and pneumoperitoneum is established. 
Once the robot is docked, adhesions in the lower abdomen and pelvis can be effi- 
ciently released with the assistance of the 3D vision and wrist articulation of the 
robot. 


The Obese Patient 


Patients that are of an abnormal body habitus can provide a technical challenge for 
any type of surgical approach, including open, laparoscopic, or robotic. Abnormal 
body configurations often require the entire operative team, including anesthesia, 
nursing, and surgical staff, to deviate from their normal routines. This is particularly 
true for obese (body mass index or BMI > 30) and morbidly obese patients (BMI > 
40), as they often have a large girth and breadth. The increased amount of internal 
and external body fat, along with their medical co-morbidities, often provides a 
challenge with anesthesia, positioning, and the surgical approach. However, under- 
standing and adapting to the intricacies presented by these patients, in addition to 
the nuances of robotic surgery, will allow the surgical team to optimize the chances 
of success. 
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Fig. 16.1 (a, b) Patient 
positioning in steep 
Trendelenburg prior to 
draping 


In preparation for robotic prostatectomy, patients are placed supine, in low lithot- 
omy with a moderate Trendelenburg position. A study using the cadaveric model 
showed that hip abduction greater than 30° can cause significant strain on the obtu- 
rator nerve to cause neural damage [5]. This strain is alleviated by flexing the hip by 
45° or more. Therefore, during RALP, the authors attempt to minimize the amount 
of hip abduction and maximize the degree of hip flexion that still accommodates the 
robotic arms. It is extremely important that these patients be positioned properly, 
with adequate padding on the extremities, and stabilized to prevent unwanted move- 
ment during surgery. The authors recommend that the patient be placed centered on 
the table in low lithotomy with all pressure points padded on a desufflated bean bag 
that is strapped to the table. The authors’ standard patient positioning is shown in 
(Fig. 16.1). The desufflated bean bag will cradle the patient and prevent movement 
while the patient is in the Trendelenburg position. Once the robot has been docked, 
there can be no adjustment in the robotic surgical cart as it is locked in a fixed posi- 
tion adjacent to the patient. However, the operating room bed can be unlocked and 
moved into the optimal position for fine adjustments. 

Once the patient is positioned, the next step is in determining optimal trocar 
selection and placement. One must be cognitive of the fact that the robotic arms 
have a maximum working length of 25 cm and complications can arise from placing 
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Fig. 16.2 Trocar 
placement. With the 
exception of the § mm 
assistant port, each port 
should be placed 8—10 cm 
from each other. The 5 mm 
port is placed just cranial 
to the umbilical port and 
midway between the right 
robotic trocar and the 
umbilical camera port 


the ports too near or too distant from the camera port. The working arm ports should 
be placed 8—10 cm from the camera port to not only avoid clashing of the instru- 
ments within the abdomen, but also with the arm collisions on the outside of the 
patient. For obese patients, the authors recommend using the extra long da Vinci® S 
robotic system (Intuitive Surgical Inc., Sunnyvale, CA) trocars and accessory instru- 
mentation. This will allow the center point of the trocars to stay at the fascia level, 
facilitating optimal movement; in addition it will prevent the tips of the trocars from 
slipping out of the abdominal wall should there be an inadvertent drop in pneumo- 
peritoneal pressure. 

Even in obese patients, the authors tend to keep their trocar placement constant 
to optimize the movement of the robotic instruments and that of the assistant. The 
authors employ a 6-port transperitoneal approach for RALP, in which trocar place- 
ment has stayed constant over the last 1,500 cases. The authors’ standard trocar 
placement is shown in (Fig. 16.2). The assistant ports are positioned more cranially 
to allow maximum maneuverability without obstruction by the robot. The pubic 
bone to umbilicus length is not measured, as this is not the main issue in these 
patients; the issue is the challenging angles created by their body habitus. Many 
obese patients have an abdominal wall that is quite lax and inflates like a dome, 
moving the trocars further up and out (Fig. 16.3). In addition, the trocars are ele- 
vated well above the level of the pubic bone, often providing a challenging angle for 
the robotic instruments as they try to tackle the apical area of the prostate. In this 
situation, instruments are often obstructed by the pubic bones. This will often 
require readjustment of the angles of the robotic arms by tucking them in lower on 
the abdominal wall. Even with these adjustments, it is possible that during the oper- 
ation the instruments may have difficulty reaching the apex. In this scenario, the 
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Fig. 16.3 Ballooning of 
trocars in an obese patient 
with rotund abdomen 


trocars can be advanced further by pressing the setup-joint button and inserting the 
trocar further into the abdomen under direct vision. It should be noted that this will 
often offset the center point of the trocar and should only be performed under neces- 
sitating circumstances. The newer version of the robot, the da Vinci® S system, is 
equipped with instruments that have a longer reach by 2 in., and therefore adjust- 
ment of trocar placement has not been necessary. 

Another essential point that cannot be overemphasized is the importance of 
correct technique during trocar insertion in patients with thick abdominal walls 
secondary to fatty tissue. Due to the large distance between the skin and the fascia 
in these patients, an incorrect angulation of the trocar during insertion through the 
skin can be exaggerated significantly by the time it pierces the fascia. Optimally, 
the trocar should be inserted into the abdomen at a 90° angle to the fascia and 
skin. In obese patients, an oblique insertion will lead to the trocar entering the 
fascia at a location distant to that of the entry through the skin. This will alter the 
center point of the trocar and require it to pivot at two widely placed points of 
resistance at the skin and the fascia, potentially interfering with optimal instru- 
ment movement. An easy way to check whether a port is placed in the proper 
fashion is to view the exterior of the trocar after placement. If properly placed, it 
will project at a nearly perpendicular direction from the skin. On the other hand, 
a trocar that appears to be at an acute angle may indeed have a hole in the fascia 
distant from that in the skin, causing limited range of motion of the robotic 
instruments. 

Once the operation has begun, obese patients often provide the additional chal- 
lenge of increased intra-abdominal fat that obscures the vision of the surgical 
field. It is essential that the patient has been placed in Trendelenburg position and 
that adequate insufflation pressures (12-15 mmHg) be maintained. In addition, 
adequate retraction of the intra-abdominal contents will be necessary. The authors 
have found it beneficial to use the fourth robotic arm to hold back the fat and pro- 
vide exposure. Another option employed by Ahlering and associates is to place a 
0-silk suture on the urachus after the retropubic space has been developed. This 
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suture is grasped and exited through the 5-mm trocar port with the end snapped to 
a clamp. This clamp is placed on traction by the assistant to allow the intestinal 
segments and fat to be pushed cranially by the retracted bladder (T. E. Ahlering, 
oral communication, May 2009). In obese patients, the anastomosis can be a chal- 
lenge as the angles of the instrumentation and the working space is less than 
optimal. The key is to maintain adequate retraction and exposure while optimally 
using the wristed instrumentations to compensate for the lack of space and 
agility. 


Patients with Prior Inguinal Hernia Repair 


Open or laparoscopic radical prostatectomy performed after the prior repair of an 
inguinal hernia, especially with the placement of mesh products, can be challenging 
for a surgeon. The key issue is distortion of the planes in the retropubic space sec- 
ondary to scarring from the prior dissection or placement of mesh. This problem can 
be similar after open or laparoscopic inguinal hernia repair surgery, however, the 
most difficult dissection is considered to be after a laparoscopic pre-peritoneal her- 
nia repair. This is due to the fact that the exact space that needs to be entered during 
the robotic prostatectomy has been violated. 

While hernia repair does distort the surgical anatomy, the authors have not 
found it to significantly deviate the surgical approach. The key has been identifica- 
tion of the surgical landmarks and precise dissection below the level of the hernia 
repair. Via the transperitoneal approach, it is usually quite apparent that a hernia 
repair has been performed as the mesh, sutures, or tacks are quite prominent later- 
ally on the pubic bone. The authors’ recommended approach is to first visualize the 
normal anatomy: the urachus, median umbilical ligaments, vas deferens, and, if 
possible, the pubic bone. The initial incision is best made in the midline above the 
bladder and then carried laterally. If one has difficulty visualizing the boundaries 
of the bladder, it can be filled externally via the urinary catheter with 200 cc of fluid 
to provide a more distinct anatomy. It is important to enter the retropubic space in 
the midline to localize the posterior aspect of the pubic symphysis. Once the sym- 
physis has been identified, the superior pubic rami can be exposed and followed 
laterally and deep into the pelvis to expose the endopelvic fascia (EPF) bilaterally. 
If the vas deferens draped by the peritoneum can be identified, the dissection is 
extended laterally to the medial borders of the vas. By using this systematic 
approach, the mesh or scarring from the previous surgery is often never encoun- 
tered. If the mesh is seen, it is essential to keep the plane of dissection deep to the 
mesh at all times. 

In patients with prior laparoscopic pre-peritoneal hernia repairs, tissue scar- 
ring can be more prominent. Again, the same principles are followed: a midline 
dissection into the retropubic space is developed, then extended laterally to the 
vas and deep along the EPF. A constant part of these complex dissections is early 
exposure of anatomical landmarks in the pelvis to help provide spatial 
orientation. 
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The Challenges of the Bladder Neck Dissection 


Dealing with nuances of the bladder neck is probably the most challenging aspect 
of RALP. The unique variability of the anatomy at the bladder neck can pose quite 
a formidable task to even the most adept surgeon. The key is to recognize the ana- 
tomical landmarks and provide a precise dissection in a clear surgical field. The 
anterior bladder neck can be recognized in a variety of ways. One option is to 
observe the level of descent of the urethral catheter with a gentle tug. However, this 
maneuver can be compromised if there is a median lobe or a history of a prior 
TURP. The optimal method is to visualize the borders of the prostate laterally after 
the periprostatic fat has been cleared off. The cessation of the bladder fat as it 
approaches the prostate is usually the most reliable indicator of the boundary 
between the bladder and prostate. Once it is located, it should be dissected pre- 
cisely to prevent inadvertent entry into the prostate. The authors recommend using 
the bipolar grasper and monopolar scissors to dissect on either side of the midline 
following the lateral contours of the prostate. If it is difficult to locate the planes of 
dissection, one should follow the bladder fibers down the midline as this will lead 
to entry into the anterior bladder at a safe location. An alternative method to iden- 
tify the prostatovesical junction has been described by Tewari et al., where using 
blunt robotic instruments, the prostate is trapped on both sides and pulled proxi- 
mally until there is a sudden feeling of “giving way” at its junction with the col- 
lapsed bladder [6]. Once the bladder has been entered, the urinary catheter can be 
identified and retracted superiorly with the fourth robotic arm to expose the poste- 
rior bladder neck. 

The posterior bladder neck is best approached by incising the bladder neck full 
thickness and then dissecting directly downward. The bipolar grasper can be used to 
manipulate the posterior bladder neck and help identify the contour of the posterior 
plane. The dissection should be limited to the midline unless absolutely necessary, 
as lateral migration of the dissection will often lead to opening of the peripheral 
venous sinuses. If one sees vertically oriented white fibers during dissection, then 
these are of bladder origin. Incising these fibers horizontally will lead one into the 
correct plane to locate the seminal vesicles under the prostate (Fig. 16.4). 


Enlarged Prostate 


Prostates that are larger than 100 g can also pose a surgical dilemma. These larger 
sizes pose many anatomical challenges as they often occupy a large portion of the 
pelvis, making exposure and rotation of the prostate difficult during dissection. In 
addition, larger prostates often have a generous blood supply and thick pedicles, 
further complicating the procedure. However, one advantage of large prostates is 
that they possess more obvious boundaries, which make the anatomical planes of 
dissection more distinct. It is important to carry out each stage of the procedure in a 
precise manner during RALP, as small mistakes have a tendency to produce an 
escalating “snowball” effect, leading ultimately to non-progression. However, if 
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Fig. 16.4 (a) Posterior 
bladder neck dissection 
showing the white vertically 
oriented fibers and (b) 
completed posterior 
dissection exposing the 
seminal vesicles 


approached correctly, these cases can be performed safely with relative efficiency 
and low complication rates. 

The authors recommend preoperative cystoscopy or transrectal ultrasound evalu- 
ation of all candidates during the first 20-25 cases of the learning curve and avoid- 
ance of such large prostates. The key to the dissection of an enlarged prostate is 
early identification and ligation of the dorsal venous complex (DVC). Opening the 
EPF, division of the puboprostatic ligaments, and early control of the dorsal vein 
will allow clear identification of the apical borders and reduces venous bleeding 
from large periprostatic veins throughout the remainder of the case. 

The anterior bladder neck is once again potentially the most challenging aspect of 
the dissection, as the large volume of the prostate requires a technically precise dis- 
section in the correct plane. It is important to provide adequate exposure to allow 
wide dissection without working in a tunnel with a deep hole. The key is to stay in 
the correct surgical plane between the vesicoprostatic junction; this is achieved by 
providing cranial retraction of the bladder with the fourth arm, producing an inverted- 
V shape of the detrusor musculature at the vesicoprostatic junction. Furthermore, 
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traction can be applied on the Foley catheter by the assistant while visualizing the 
position of the Foley balloon on the bladder neck. Visual confirmation of where the 
perivesical fat stops at the vesicoprostatic junction is another technique in identifying 
the plane of dissection. The anterior bladder neck dissection should be approached in 
the midline following the vertical detrusor fibers, which are seen only if dissecting in 
the correct plane. Dissection should proceed strictly in the midline without deviating 
laterally, as this will minimize bleeding from large venous sinuses. Once the anterior 
bladder has been entered, the urinary catheter should be retracted anteriorly using the 
fourth arm to elevate the prostate superiorly, exposing the posterior bladder neck. 

The posterior bladder neck dissection is difficult in that it requires dissecting 
deep in the posterior plane to reach the seminal vesicles. The key element in this 
dissection is maintaining a wide exposure by releasing the lateral bladder attach- 
ments to flatten out the posterior dissection, thus avoid working in a deep hole. Care 
must be taken to avoid extensive lateral dissection as bleeding from venous sinuses 
will increase, obscuring vision. Once the seminal vesicles are identified, the lateral 
bladder attachments are clipped with 10-mm Hem-o-lok® clips (Teleflex Medical, 
Research Triangle Park, NC) and divided. The keys to a successful bladder neck 
dissection are broad exposure, maintaining a relative bloodless operative field, and 
correct identification of surgical planes. 


Prominent Median Lobe 


The protrusion of a median lobe of prostatic tissue into the bladder neck can provide 
a surgical challenge, as it is often difficult to distinguish the true plane between the 
posterior bladder neck and the prostate. The first step in dealing with a median lobe 
is to diagnose its presence. This can be done preoperatively with cystoscopy or 
transrectal ultrasound. If the diagnosis is not made preoperatively, several clues dur- 
ing surgery can help with the diagnosis. Prior to the bladder neck dissection, a 
gentle tug on the urinary catheter will show contralateral deviation of the balloon 
away from the side of a unilateral median lobe enlargement. In patients with a cir- 
cumferential or midline median lobe, the urinary catheter will not descend to the 
level of the true visualized bladder neck; this can be easily seen when inflating the 
Foley balloon with 40 cc of sterile water. The most definitive clue is the absence of 
the “drop-off” sign, which occurs when the Foley catheter is elevated while the 
bladder neck is opened with the forceps and the posterior bladder neck drops verti- 
cally downward into the body of the bladder in the absence of a median lobe. If the 
bladder base continues cranially, a median lobe is almost certainly present 
(Fig. 16.5). In this case, the lateral bladder attachments should be taken down to 
further expose the bladder base and trigonal area. With retraction on the anterior 
bladder neck, the median lobe can be delivered and elevated out of the bladder neck 
with the fourth arm. If the surgeon is unable to perform this, an alternative is to 
perform an anterior midline cystostomy to gain definitive visualization and assess- 
ment of the bladder neck anatomy. The median lobe can be lifted out of the bladder 
neck and retracted upward to locate the prostatic-posterior bladder neck junction. 
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Fig. 16.5 Presence of median lobe with absence of “drop-off” sign as indicated by arrow 


Prior to dissecting the posterior bladder neck, one must realize the presence of a 
voluminous median lobe will displace the bladder neck cranially, thus reducing its 
distance from the ureteral orifices. The location of the ureteral orifices must be iden- 
tified prior to proceeding with the dissection of the posterior bladder neck. If there 
is any doubt as to the location of the orifices, intravenous administration of 1 ampule 
of indigo carmine (not methylene blue) about 15 min prior to beginning the bladder 
neck dissection followed by intravenous fluid bolus can often localize the orifices. 
It is essential to visualize a blue efflux of urine prior to commencing the dissection, 
as it will confirm both their location and integrity. 

Once the median lobe has been retracted superiorly with the fourth arm, the 
first step in dissecting the posterior portion of the lobe is to score its border with 
the bladder circumferentially. The authors prefer to begin the dissection at the 
most lateral corners of the bladder, working their way medially below the median 
lobe. This allows optimal visualization of the corners and avoids working in a 
restricted hole. The bladder neck should then be divided full thickness. The pos- 
terior bladder dissection in these patients often varies from that of patients with- 
out a lobe, in that the lobe protrudes into the bladder. Therefore, the dissection 
should progress under the median lobe. Once the median lobe has been passed, 
the direction of dissection is downward along the contour of the bladder. If one 
continues to dissect along the horizontal plane of the adenoma, there may be inad- 
vertent entry into the peripheral zone of the prostate. This step-like dissection is 
best performed by following the vertical detrusor fibers and keeping a wide plane 
of dissection. 
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Post-transurethral Resection of the Prostate 


Many patients presenting with a diagnosis of prostate cancer have had a prior his- 
tory of TURP or were diagnosed in such a manner. While the grade and stage of the 
cancer in these patients is variable, the optimal treatment is still often a radical 
prostatectomy. In patients diagnosed with prostate cancer via TURP, it is recom- 
mended to wait a minimum of 12 weeks to allow for healing and for inflammation 
to subside prior to RALP. The authors also advocate performing cystoscopy in these 
patients approximately 6 weeks post-TURP to make sure that the tissue has healed 
sufficiently. The most common challenge encountered in these patients is during the 
bladder neck dissection. The anatomy of the true bladder neck is distorted by the 
TURP, often making it difficult to locate and dissect the normal planes around the 
prostate. 

When determining the plane of the vesicoprostatic dissection, the most optimal 
method to locate the bladder neck is by judging its location using visual clues. The 
3D visualization provided by the da Vinci® system will often allow clean visualiza- 
tion of the contour and boundaries of the prostate. In addition, the perivesical fat 
ceases at the junction of the anterior bladder neck and prostate. It should be cau- 
tioned that using traction on the urinary catheter balloon to detect the location of the 
bladder neck in these patients can be misleading, as the balloon will often descend 
into the prostatic fossa. A generous TURP can lead to a large prostatic fossa into 
which the catheter balloon can lodge, distorting the perception of the bladder neck 
to a more distal location. To overcome this, the Foley catheter balloon can be inflated 
with 40—45 cc of sterile water in order to ascertain the line of prostatovesical dissec- 
tion. After the anterior bladder neck and prostate junction is determined, the Foley 
catheter balloon should be deflated back to 10—15 cc for the remainder of the case, 
as a large balloon will hinder dissection. In these specific patients, it is often best to 
approach the bladder neck dissection in the midline to quickly enter the bladder, 
elevating the prostate using the urinary catheter, and surveying the anatomy from 
the inside. 

Identifying the posterior bladder neck often provides the most ominous chal- 
lenge due to the fact that the true anatomy is obscured either by regrowth of the 
adenoma or the reurothelialization of the vesicoprostatic junction, making it diffi- 
cult to distinguish the boundary between the bladder and the prostate. The authors 
recommend that the ureteral orifices be identified prior to commencing dissection, 
as they are often close to the site of the posterior dissection. As described previ- 
ously, indigo carmine can be used to visualize the ureteral orifices. 

The posterior bladder neck should be approached with cautious optimism. The 
previous history of TURP (or in certain transurethral microwave thermotherapy 
[TUMT] or transurethral needle ablation [TUNA] cases) will often decimate the 
true surgical planes, especially at the level of the seminal vesicles, creating a chal- 
lenging scenario. The key to the posterior bladder neck dissection in these patients 
is to incise full thickness and carrying the dissection inferiorly, making sure not to 
advance forward into the prostate tissue or to advance too cranially into the bladder 
toward the ureters. Usually the best practice is straight downward to locate the 
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seminal vesicles, keeping in mind that a 30° camera is used during this 
dissection. 

If, after a prolonged period (approximately 30 min), no efflux is visualized and 
the bladder neck dissection has been performed, then the integrity of the orifices 
should be tested. This is to ensure that no injury to the ureters has occurred during 
the isolation of the seminal vesicles and vas deferens. Urine output can be encour- 
aged using small fluid boluses with diuretics if necessary; a 500-cc bolus of normal 
saline with 10 mg of lasix is often sufficient. If the aforementioned indigo carmine 
test is not successful, then a 5 French pediatric feeding tube can be placed intra- 
abdominally through the assistant trocar and advanced up the ureters bilaterally 
using the robotic instruments. If a ureteral injury is identified, the best method of 
treatment is usually reimplantation after excision of the injured and devascularized 
segment. 


The Challenges of the Prostatic Apical Dissection 
Handling of Accessory Pudendal Arteries 


Several studies using Doppler flow ultrasound has shown that arterial insufficiency 
following radical prostatectomy is a contributing factor to port-operative erectile 
dysfunction.7 Accessory pudendal arteries have been anatomically isolated during 
radical prostatectomy procedures with increased frequency, mainly due to improved 
intra-operative 3D magnification. The incidence of large accessory pudendal arter- 
ies in open radical prostatectomy series is reported to be 4% [8]. With the assistance 
of higher magnification, the incidence of accessory pudendal arteries during laparo- 
scopic radical prostatectomy ranges from 25% to 30% [9, 10]. Rogers et al. have 
shown that preservation of the accessory pudendal arteries directly correlates with 
improved recovery of sexual function and interval to recovery after radical prosta- 
tectomy by twofold [8]. With the assistance of higher magnification, Matin has 
shown that preservation of the accessory pudendal arteries was successful in 78.3% 
of the cases [9]. 

Accessory pudendal vessels may be seen either coursing across the anterolateral 
aspect of the bladder and prostate beneath the EPF or emerging laterally through the 
levator ani musculature near the apex of the prostate gland. These vessels travel 
distally beneath the puboprostatic ligaments, alongside the deep dorsal vein com- 
plex to exit the pelvis through the genitourinary diaphragm to provide penile 
circulation. 

Upon identification of an accessory pudendal vessel, the authors recommend 
completing the EPF dissection on the contralateral side first. When returning to the 
side of the accessory pudendal vessel, the EPF is opened sharply and the levator ani 
muscle is swept laterally from the prostate. The puboprostatic ligaments are divided 
and the lateral aspect of the dorsal vein complex with the adjacent accessory puden- 
dal is exposed. The lateral pelvic fascia is then opened superficial to the pudendal 
and a combination of sharp and blunt dissection is used to free the vessel from the 
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Fig. 16.6 Dissection and 
isolation of accessory 
pudendal artery as indicated 
by arrow 


prostate and subsequently the dorsal vein complex (Fig. 16.6). As it courses adja- 
cent to the apex of the prostate, occsionally the accessory pudendal gives off several 
small branches to the prostate, which need to be controlled with the bipolar grasp- 
ers. Care must be taken to avoid excessive handling or traction on the vessel as this 
may lead to avulsion. The vessel must be released from the adjacent dorsal vein 
complex distally to allow suture ligation of the DVC; maintaining adequate pnemo- 
peritoneum will assist with this dissection as it minimizes venous bleeding from the 
accessory pudendal. 


Handling of the DVC 


Incision of the EPF and identification of the DVC can lead to extensive bleeding that 
causes obscured vision, if not dissected in the proper planes. Using the 0° binocular 
lens, the following important landmarks need to be identified: bladder neck, base of 
the prostate, levator ani muscles, and apex of the prostate. Once adequate exposure 
has been obtained, the EPF is opened immediately lateral to the reflection of the 
puboprostatic ligaments bilaterally. The EPF is best opened at the base of the pros- 
tate using cold scissors. This is the area with the largest amount of prostate mobility 
and space between the prostate and the levator ani. Proceeding from the base to the 
apex, the levator fibers are pushed off of the prostate until the DVC and urethra are 
visualized. Dissect only that which is necessary to get in a good DVC stitch. 
Extensive dissection of the apex at this stage of the procedure can lead to unneces- 
sary bleeding; the full apical dissection is best performed at the end of the 
procedure. 

Many different sutures and types of needles are used for this purpose; however, 
the authors use a nonbraided absorbable suture (#1-Caprosyn™, Covidien, Dublin, 
Ireland) on a CT-1 needle. The needle is placed between the DVC and urethra in the 
visible notch, which is easily identified after incising the EPF and rotating the cam- 
era laterally. After suture placement, the authors prefer to ligate the DVC with a slip 
knot as it prevents the suture from loosening as it is tied. 
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If a slip knot is not feasible, an alternative method of ligating and dividing the 
DVC is described by Ahlering and associates, who use a 45-mm Endo-GIA stapling 
device (Ethicon, Somerville, NJ). According to their report, the one-step stapling 
and dividing method helps to protect the urethra [11]. Prior to employing the sta- 
pling device, a 22 French Foley catheter is placed to help protect the urethra, because 
it is difficult to staple through a 22 French catheter. They recommend clamping the 
DVC and waiting 30-60 s before firing the stapling device, as this compresses the 
edema from the tissue, creating a more secure staple line. Once the stapler is fired, 
the staple lines converge on top of the urethra in a V-configuration. In terms of onco- 
logic control, Nguyen et al. showed no difference in the positive margin rate between 
sutured and stapled control of the DVC [12]. 

After placement of the slip-knot on the DVC and before ligating the DVC, using 
the same Caprosyn™ suture, the authors place an anterior retropubic suspension 
stitch. This suture is used for suspending the urethra to the pubic bone to decrease 
post-operative urethral hypermobility to improve urinary incontinence (Fig. 16.7). 
The DVC is encircled and then stabilized against the pubic bone, thereby stabilizing 


Fig. 16.7 Anterior 
suspension stitch. (a) After 
the EPF has been incised, the 
DVC is ligated with a 
Caprosyn™ suture; (b) using 
the same Caprosyn™ suture 
on a CT-1 needle held at a 
90° angle, the needle is 
passed from right to left 
between the urethra and 
DVC; (c) the needle is placed 
through the periostium of the 
pubic tubercle; (d, e) a 
second pass between the 
urethra and DVC and through 
the periostium is performed; 
(f) the two ends of the suture 
are secured with a slip-knot 
to give the final configuration 
(Reprinted from Patel VR, 
Coelho RF, Palmer KJ, Rocco 
B, Periurethral suspension 
stitch during robot-assisted 
laparoscopic radical 
prostatectomy: description of 
the technique and continence 
outcomes. Eur Urol. 
2009;56:472-478, with 
permission from Elsevier) 
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Fig. 16.7 (continued) | ` 
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Fig. 16.7 (continued) 


the urethra anteriorly. Studies from open radical prostatectomy series have shown 
that the placement of the retropubic urethropexy suspension increases the likelihood 
of complete postoperative urinary continence by increasing the Valsalva leak-point 
pressure [13]. 


Bladder Neck Reconstruction 


After the removal of the prostate in patients with large glands, prominent median 
lobes or prior history of TURP, the bladder neck may be capacious. The authors 
recommend reconstructing the bladder neck prior to the performing the vesicoure- 
thral anastomosis in order to internalize the ureters away from the anastomotic 
sutures. The authors have found the most effective technique to be lateral closure of 
the bladder neck opening with 3-0 Monocryl™ suture (RB-1) (Ethicon, Inc., 
Somerville, NJ) in a figure of eight fashion at the 3 and 9 o’clock positions. The 
opening should be tailored to a 26 French caliber — this can be estimated against the 
diameter of the suction tip catheter that is 5 F. The authors have found that the tra- 
ditional tennis racket closure on the anterior surface of the bladder leads to medial 
migration of the ureteral orifices, causing a risk of injury to the ureters during the 
vesicourethral anastomosis. 


The Vesicourethral Anastomosis 


During the initial experience with robotic prostatectomy, it can be challenging to 
perform the vesicourethral anastomosis. One of the technical challenges can be to 
bring the posterior bladder neck down to the urethra. This difficulty can be obviated 
with a few simple steps. During the initial dissection, the peritoneum should have 
been mobilized lateral to the median umbilical ligaments and posteriolaterally to the 
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intersection of the vasa bilaterally, providing adequate release of the bladder. The 
authors have incorporated a posterior reconstructive suture to re-approximate the 
proximal end of Denonvilliers fascia adjacent to the posterior bladder neck to the 
periurethral tissue near the rhabdosphincter on over 1,500 cases (Fig. 16.8). The 
authors use a double-armed (dyed and undyed) 3—0 Monocryl™ suture (RB-1), each 
5 in. in length and connected at the terminal ends by a hand knot of eight throws. 
The undyed suture is used for re-approximating Denonvilliers fascia to the posterior 
periurethral tissue, while the dyed end of the suture is used for reapproximating the 
posterior lip of the bladder neck to the posterior lip of the urethral stump. Performing 
this reconstruction not only provides a tension-free vesicourethral anastomosis, but 
also provides improved urinary continence post-operatively. 

The key to getting the bladder down to the urethra is the optimal placement of 
sutures and correct manipulation of the suture while sliding the bladder down to the 
urethra. The authors recommend taking generous bites (approximately 0.5—1 cm) of 
both the bladder neck and urethral tissue. The authors use the same double-armed 
suture as noted in the previous paragraph, but the length of each arm is 8 in. The 
anastomosis should be started on the outside-in of the bladder at the 5 o’clock posi- 
tion (if right-handed predominant suturing) and then inside-out at the same position 
on the urethra. The anastomosis is completed in a clockwise fashion using one arm 
of the suture, while the other end of the suture is used for completing the anastomo- 
sis in a counter-clockwise fashion. The two ends of the suture should be tied together 


Fig. 16.8 Modified posterior reconstruction of the rhabdosphincter. The first layer (a) approxi- 
mates the free edge of the remaining Denovilliers’ fascia to the posterior aspect of the rhabdo- 
sphincter and the posterior median raphe using one arm of the continuous Monocryl™ suture. The 
second layer of the reconstruction (b) approximates the posterior bladder (2 cm posterosuperior to 
the bladder neck) to the initial reconstructed layer of posterior rhabdosphincter and Denovilliers’ 
fascia, using the other arm of the Monocryl™ suture (From Coughlin G, Dangle PP, Nilesh NN, 
et al. Modified posterior reconstruction of the rhabdosphincter: application to robotic-assisted 


laparoscopic prostatectomy. BJUT. 2008; 102(40):1482—1485. Reprinted with permission of Wiley) 
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on the same side of the anastomosis — never across the anastomotic line. Three 
passes through the bladder and two through the urethra are made before attempting 
to re-approximate the bladder neck to the urethral stump by placing tension on the 
suture. The mechanics of manipulating the stitch during the descent of the bladder 
are important to getting a close, tension-free approximation. The suture should be 
pulled directly vertically in a hand-over-fist manner using the two needle drivers. 
This provides the optimal angle and tension for the suture, allowing the bladder to 
slide down with the least difficulty. If there is still the presence of some tension or 
separation of the anastomosis, the authors recommend using the fourth robotic arm 
to hold the anastomosis together while placing reinforcing sutures to relieve the 
problem. 

If a situation is encountered that the two will not reapproximate, one option is 
to move the location of the bladder neck anteriorly as the anterior portion of the 
bladder is likely to roll forward more easily. This can be performed by opening 
the bladder neck anteriorly in the midline, then suturing the area of the true blad- 
der neck closed. This will move the bladder neck to a more maneuverable 
position. 

If there is difficulty in performing an intracorporal knot during the anastomosis, 
an alternative method, as described by Shalhav et al., is to use a Lapra-Ty clip 
(Ethicon Endo Surgery, Cincinnati, OH) as a substitute for knot tying [14]. The 
vesicourethral anastomosis is performed using a double-armed suture composed of 
3-0 Vicryl™ (Ethicon, Inc., Somerville, NJ) and 3—0 Monocryl™, each 6 in. in length 
and connected at the terminal ends by a hand knot and a Lapra-Ty clip. Their anas- 
tomosis is started at the posterior bladder neck (6 o’clock position), running the left 
arm of the suture toward the 11 o’clock position. Upon completion, the suture line 
was cinched with a Lapra-Ty clip at the level of the tissue. The same sequence was 
repeated on the right side with another clip applied at the 12 o’clock position. The 
clip has shown to maintain tensile strength for 14 days and is completely absorbed 
within 90 days [15]. 
= Conclusion — 

During the initial learning curve, the surgeon should be selective of patient 
population in order to decrease patient morbidity and mortality. Every attempt 
should be made to avoid patients with a BMI < 30; with prostate sizes less 
than 60-70 g as proven by transrectal ultrasound; with prior history of previ- 
ous abdominal surgery (e.g., hernia repair); with previous TURP, TUNA, hor- 
monal therapy, and/or radiation therapy; with identified large median lobes 
and/or history of chronic prostatitis; and with the clinical indications for a 
pelvic lymph node dissection. Also, patients should have a prostate-specific 
antigen (PSA) level of less than ten and a lower volume of Gleason Grade 6 
cancer; this will decrease the likelihood of positive surgical margins in the 
initial cases. In addition, to diminish the impact of suboptimal nerve sparing, 
patients with low Sexual Health Inventory for Men (SHIM) scores or those in 
whom preservation of sexual function is not important should be in the initial 
group of patients. 
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With growing experience of the robotic team and confidence of the surgeon, 
preoperative screening will become unnecessary and the patient profile may be 
extended to obese patients, larger prostates, previous abdominal surgeries, 
RPLND, clinical T3 cancers, poor Gleason grades (8-10), or salvage 
prostatectomy. 
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Difficulties in Laparoscopic Surgery 1 7 
for Urinary Stones 


Nasser Simforoosh, Alireza Aminsharifi, 
and Akbar Nouralizadeh 


Introduction 


Stone disease has been a great challenge for surgeons through history and in fact 
one of the first surgeries performed in human has been for stone. For centuries stone 
disease has been a common health problem and traditional open surgery has been 
practiced to manage problems caused for human by urinary stones [1]. Today, stone 
disease is still common, but the pattern of practice in stone management has been 
revolutionized in the last decades. In the era of minimally invasive surgery, open 
surgery for stone disease is obsolete and almost abandoned [2]. The biggest blow to 
open surgery came about when extracorporeal shock wave lithotripsy (SWL) was 
applied successfully by Chaussey in Berlin [3]. While, percutaneous nephrolithot- 
omy (PCNL) and ureteroscopic lithotripsy were another great steps forward and 
today have major roles in managing large renal and ureteral stone disease in most of 
the continents of the world. 

The technology of pneumolithotripsy and laser lithotripsy is another important 
achievement in dealing with stone disease during PCNL and ureteroscopic litho- 
tripsy, which is used commonly in many countries due to its effectiveness and espe- 
cially cost effectiveness. Introducing flexible instruments facilitates navigation 
through the collecting system. Disposable flexible endoscopes seem to be promis- 
ing alternative to costly fiberoptic ones to solve their cost and maintenance 
problems. 

All above measures which are called today “ENDOUROLOGY” has made us to 
put knife aside in almost all cases of stone disease. 
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In the era of minimally invasive endoscopic procedures and shock wave litho- 
tripsy (SWL), laparoscopy has limited role in armamentarium of urologist for surgi- 
cal stone management [4]. However, in case of large stones, single or combined 
endourologic procedures may not be cost effective than single one session approach 
for complete stone removal [5]. Therefore, OSS including open ureterolithotomy, 
pyelolithotomy and nephrolithotomy has still had its role in many centers. 
Laparoscopic stone removal is a valuable option in these situations which offers a 
less morbid modality for removing large stones in the urinary tract. 

In this chapter we have focused on the potential difficulties and complications 
that may occur during laparoscopic stone surgery and the approaches to deal with 
them have been discussed. 


Laparoscopic Ureterolithotomy (L.U): Difficulties and Their 
Management 


Laparoscopic ureterolithotomy (LU) is an alternative option for removing larger 
than 15 mm impacted ureteric stone [6, 7] or may be used as a salvage procedure in 
failures of SWL and/or ureteroscopic lithotripsy [8].This technique usually results 
in complete stone removal through a single minimally invasive surgery in a reason- 
able operative time and short hospital stay [9]. Thus the indications for laparoscopic 
ureterolithotomy in the era of modern endourology include stones which cannot be 
accessed ureteroscopically or cannot be fragmented. (Fig. 17.1) 

LU can be accomplished through transperitoneal (TP) or retroperitoneal (RP) 
route. Although the preferred approach is mainly defined by surgeon’s prefer- 
ence and experience, we think that TP approach might be the preferred approach 
specially for beginning or average laparoscopic surgeon. Since TP approach 
provides a larger working space with familiar anatomic landmarks compared 
with RP route. Moreover, difficulties and complications might be better handled 
[10]. In the absence of dense retroperitoneal fibrosis laparoscopic ureteroli- 
thitomy is almost easy procedure especially for beginners. Laparoscopic ure- 
terolithotomy for distal ureteral stones, especially those lodged behind the 
bladder and very close to ureterovesical junction, is more difficult and needs 
more expertise. 


Stone Migration during LU 


The ideal case for LU is a large impacted ureteral stone. However, as in open ure- 
terolithotomy, there is always a potential risk of upward stone migration during the 
procedure. To decrease the chance of stone migration to the kidney, ureteric dissec- 
tion should be accomplished as gently as possible from proximal to distal direction. 
Once the dilated ureter above the site of impacted stone identified, placing a laparo- 
scopic Babcock prevents stone migration during further ureter dissection. Placing 
patient in head up position, making patient well hydrate and intravenous infusion of 
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Fig. 17.1 Preoperative (a) and postoperative (b) IVU following laparoscopic ureterolithotomy 
(c). Significant relief of obstruction is noted (Arrow shows the proximal ureteral stone, U ureter) 


0.5 mg/kg frusemide may help to prevent stone migration. In case of stone migra- 
tion, one should open the ureter at the site of stone impaction and by passing the 
rigid or flexible ureteroscope through lower abdominal 5-mm laparoscopic port, 
ureteroscopy could be easily performed up to the renal calices. Then, the migrated 
stone could be pushed back to the site of ureteric incision by basketing or milking 
the ureter by laparoscopic Babcock. 


Difficulties in Stone Localization During LU 


Sometimes, after dissecting the ureter, it is difficult to localize the site of stone. This 
may especially occur in obese patients and those with dense, fibrotic adhesions 
around the ureter due to chronic inflammation or multiple sessions of 
SWL. Intermittent pressing the dilated proximal ureter in proximal to distal direc- 
tion by laparoscopic Babcock may help to sense the site of impacted stone. Difficulty 
in localizing the stone due to severe peri-ureteric fibrosis can be overcome by the 
use of fluoroscopy or intraoperative laparoscopic ultrasonography. If still the stone 
could not be localized, one can fix the problem by proximal and distal ureteroscopy 
after opening the ureter at the site of its maximal dilation and passing the rigid or 
flexible ureteroscope to the ureterotomy via lower or upper abdominal trocars. After 
finding stone, it can be removed through the ureteral incision by milking, basketing 
or it might be fragmented in-situ with pneumatic or laser lithotripsy. 
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Stone Adhering to the Mucosa 


Sometimes, after ureteral incision, the stone could not be easily delivered because 
of its adherence to the ureteral mucosa. This is especially true in long standing, large 
impacted stones and those with multiple sessions of SWL. After proximal extension 
of the ureteral incision over the dilated proximal ureter, with the aid of laparoscopic 
hook one can separate the “head” of stone from ureter. Then, the rest of stone can be 
easily released from ureteral mucosa using laparoscopic Babcock. Levering the 
stone out of the ureter prevents its breakage and subsequent problems with small 
pieces. It has been recommended that direct stone grasping with laparoscopic 
grasper should be avoided especially when the stone is not hard enough. Because 
grasping the stone can break the stone with possibility of migration [11]. 


Lost Stone 


Sometimes, after stone extraction, the stone might be lost before its extraction from 
abdomen. It is recommended that before incising the ureter, the surgeon places the 
endobag or its alternate in the abdomen to put the stone into the bag just after its 
removal. Sometimes, the stone is already fragmented (perhaps due to previous SWL- 
effect) or it might be fragmented by the force of graspers at time of extraction. Having 
the bag near to the field lets the surgeon to collect the fragments without losing them. 

Anyhow, in case of lost stone, usually the stone stays medial to the ureter over 
the reflected colon. Changing the camera port may help to find the lost stone. 


Stenting and Suturing 


Classically, both ureteral stenting and suturing have been recommended. Laparoscopic 
antegrade ureteral stenting is feasible by placing the double j or feeding tube in lapa- 
roscopic suction and guide it to the ureteral incision. However there is evidence that 
ureteral stenting during LU could be obviated safely. Demirci and his colleagues 
have shown the safety of leaving the sutured ureterotomy without stenting [12]. 
Similar findings have been demonstrated by others [8, 9]. Goel and Hemal recom- 
mended stenting only in the setting of renal dysfunction and/or stone impaction [13]. 

Suturing of the ureterotomy incision is usually a simple task. Laparoscopic mag- 
nification allows clear visualization of mucosal apposition. Sometimes, suturing is 
not possible due to severe inflammation and fragility of the tissue. Fixing a stent in 
the ureter and leaving the unsutured ureteral incision with an external draining cath- 
eter could be planned safely in these circumstances [5, 8, 9]. 


Ureteral Stricture 
The incidence of ureteral stricture following LU has been reported between 2.5—20% 


[14, 15]. Various contributing factors may have a role for development of ureteral 
stenosis. Nouira and his coworkers have recommended that adhering to the 
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principles of ureterotomy closure during open surgery (i.e. loose sutures in order to 
just approximate the ureteral edges) may reduce the chance of ureteral stricture fol- 
lowing LU [14]. They also believe that using laparoscopic cold knife instead of elec- 
trical hook is a more suitable task. However, we as well as many authors believe that 
the use of cutting-mode electrical hook is much easier and more popular [5, 9]. To 
decrease the rate of stricture we suggest that the cutting- electrical hook should be 
applied only on the dilated ureter proximal to the stone and the extension of the 
hook-incision should be done by laparoscopic scissor. 


Laparoscopic Pyelolithotomy (L.P): Difficulties and Their 
Management 


Compared with percutaneous nephrolithotomy (PCNL), laparoscopic removal of 
renal pelvic stone has limited role. And its indications have not been clearly defined. 
There are a few comparative studies between PCNL and laparoscopic pyelolithot- 
omy (LP) in the literature [16, 17]. In a prospective cohort trial, the stone free rate 
was significantly higher for LP in comparison with PCNL in patients with a solitary 
renal pelvis stone larger than 30 mm (100% versus 76.7%). Interestingly, overall 
treatment cost was determined by the need for ancillary procedures; both were 
higher in PCNL group [18]. Through a randomized clinical trial, the stones free 
rates were shown similar after LP versus PCNL in patients with a renal pelvis stone 
>2 cm. The need for blood transfusion and mean blood loss were lower in LP and 
interestingly, the recovery of GFR three months after the operation was quicker in 
LP group; all indicative of a lesser cortical injury during LP [19]. In situations of 
failed percutaneous access due to technical reasons, a laparoscopic approach in 
selected cases may provide a similar success rates as open surgery. We think that LP 
could be reserved as an alternative approach in selected cases of large renal pelvis 
stones, stones resistant to fragmentation and in those with abnormal kidney anat- 
omy. This technique allows en-block stone extraction in a minimally invasive 
milieu. The procedure is easier in patients with an extra renal pelvis. The efficacy of 
LP (Stone free rate: 84.6%) for removal of partial or complete staghorn stones have 
also been shown in small series [20]. Again en block removal of these large stones 
minimized the need for further ancillary procedures. 


Dissecting the Renal Pelvis 


Identification and dissection of proximal ureter is the initial step during LP. Dissection 
over proximal ureter usually guides the surgeon to the renal pelvis. Aggressive 
dissection over UPJ especially in the presence of inflammation may lead to UPJ 
avulsion. In case of avulsion, meticulous dissection and mobilization of renal pelvis 
may allow laparoscopic reanastomosis following stone removal via the pyelotomy 
incision (Fig. 17.2). 

Renal pelvis should be released and dissected completely before pyelotomy. In 
patients with prior retroperitoneal surgery transperitoneal approach is recommended 
(Fig. 17.2). 
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Fig. 17.2 Preoperative KUB (a) and IVU (b) of a patient with a large renal pelvis stone. 
Laparoscopic pelvic dissection and stone extraction have been carried out (c, d). (U ureter, P renal 
pelvis) 


During LP, dissection should be done over the renal pelvis to prevent inadvertent 
injury to the branches of renal artery, renal vein and aberrant vessels. Peripelvic 
inflammation as well as a number of aberrant vessels may be found while dissecting 
the pelvis and this requires expertise in laparoscopic dissection. Conversion to open 
surgery may be required due to significant perinephric adhesions and resultant dif- 
ficulty in dissection 


Pyelotomy and Stone Removal 


The pyelotomy incision can be made using a laparoscopic knife or more popu- 
larly, cutting-mode electrical hook. Incision may be longitudinal or transverse. 
Sometimes, especially in case of large impacted stone, it would be better to place 
two stay sutures at both ends of pyelotomy incision to prevent incision extension 
during stone removal. These sutures make pyelotomy closure easier. The pyelot- 
omy could be well extended to the superior and inferior calyces or their 
infundibula. Gentle delivery of the “tail” of stone from UPJ together with rotat- 
ing and twisting maneuvers help to extract large stones. This invariably led to 
delivering one end of the partial staghorn stone out first, allowing manipulation 
of the other end. 
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One of the major limitations of the laparoscopic approach is difficulty in retriev- 
ing the caliceal calculi. 

In situations where the stone was too large for the port site, it could be placed in 
a laparoscopic sac and removed via the umbilical laparoscopic port site by extend- 
ing the incision. Alternatively, it could be fragmented within the endobag and 
removed via a smaller incision. 


Stone Migration 


Stone migration during LP usually occurs in the presence of small renal pelvis stone 
causing severe hydronephrosis. If stone migrated to the kidney, guiding a flexible or 
rigid ureteroscope to the pyelotomy incision via lower abdominal laparoscopic port 
allows direct exploration of the calyces and stone removal under direct vision with 
a nitinol stone basket. Since the patient is in lateral decubitus position, the migrated 
stone often falls into the upper pole calyces. Micali et al., have also described 
removal of pelvic and caliceal calculi using the flexible cystoscope through the 
10/12 mm laparoscopic port [21]. 


Pyelotomy Closure 


Reconstructing the pyelotomy requires advanced laparoscopic skills for intracorpo- 
real suturing. Sometimes, the edges of the incised renal pelvis are inflamed and 
fragile and suturing is not possible. Antegrade placement of a ureteral stent and 
applying two sutures at both ends of pyelotomy incision and tying them to each 
other usually fix the problem [22]; excessive manipulation in such situations may 
result in renal pelvis disruption. 


Laparoscopic Nephrolithotomy 


Staghorn renal stones are a challenging issue in urology. Even with the introduction 
of endourological methods, the management of staghorn renal stones remains chal- 
lenging. Several series have considered open anatrophic nephrolithotomy for man- 
agement of staghorn renal stones even in the era of endourology. Due to high 
incidence of recurrence of staghorn stones, particularly those associated with an 
infective process, the complete removal of the stone is the ultimate goal in their 
management, a result that might not be attained even after several sessions of PCNL 
and/or ESWL and/or retrograde intrarenal surgery [6, 23, 24]. 

Laparoscopic anatrophic nephrolithotomy (LAN) can be considered as an alter- 
native for open surgery of staghorn renal stones. Since its introduction in 2008 [25, 
26], several groups have shown the feasibility of this minimally invasive modality 
(Table 17.1). One session stone free rate was between 60 and 90.9% with mean 
warm ischemia time (WIT) of 20.8—32 and mean operative time of 139—192.3 min. 
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Table 17.1 Perioperative outcome of laparoscopic anatrophic nephrolithotomy series 


Sample | Mean operative | WIT Mean stone Stone free 
Study size time (min) (min) size (mm) rate (%) 
Simforoosh, 2008 5 170 | 32 53 60 
[26] 
Zhou, 2011 [27] 11 139 31 52 90.9 
-Giedelman, 2012 8 142.5 20.8 53 62.5 
[28] 
Simforoosh, 2013 |24 185 30.4 61.5 88 
[29] 
Aminsharifi, 2013 | 10 192 32.8 67.3 80 
[30] 
Aminsharifi, 2016 |15 192.3 31.8 69.8 80 
[31] 


WIT warm ischemia time 


LAN is a complex laparoscopic procedure requiring full laparoscopic experience. 
Large burden “en-blocked” complete or partial staghorn stones are appropriate 
candidate for LAN. Small burden stones and stones with many particles in different 
calyces are very difficult for LAN and may increase the WIT. Renal vascular anat- 
omy, stone size and burden should assessed preoperatively by computerized tumo- 
graphic angiography and intraoperative ultrasonography may be helpful for 
delineating the stone morphometry. 


Surgical Technique 


After complete dissection of both renal artery and vein, Gerota’s fascia incised and 
the kidney fully mobilized within this fascia. Unless the renal parenchyma is atro- 
phic the renal artery should be clamped temporarily by a bulldog clamp. Through an 
incision with sufficient length on the Brodel line, the collecting system sharply 
incised and the staghorn stone mobilized intrarenally, rotated and removed as com- 
pletely as possible (Fig. 17.3). In order to decrease warm ischemia time, both of the 
collecting system and renal cortex could be closed with a single row of polyglactin 
2-0 running sutures and the sutures would be buttressed by applying Hem-o-lok 
clips instead of tying knots. Intraoperative laparoscopic ultrasonography might be 
used to identify the site of thinnest parenchyma and detecting possible residual 
stones. 

One of the major concerns regarding the LAN is the effect of warm ischemia on 
the renal function. In a series of 10 cases of complete staghorn stones managed 
with LAN, the renal function of the affected kidney was monitored 12 month after 
the surgery with Technetium-99 dimercaptosuccinic acid scintigraphy 
(99Tc-DMSA), mean renal function decreased significantly from 48.4% + 8.83 to 
41.4% + 13.98 (—7% + 6.53) [30]. In another prospective cohort trial, the outcome 
of PCNL versus LAN versus Open nephrolithotomy for management of complete 
staghorn stones were compared [31]. The stone free rate was significantly higher 
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Fig. 17.3 Preoperative KUB (a) and IVU (b) of an obese patient with a large co mplete staghorn 
renal stone (c) extracted by laparoscopic anatrophic nephrolithotomy (d). Sites of trocars are 
shown (e) (From Simforoosh et al. [26] Reprinted with permission from Wiley-Blackwell) 


after open surgery (92.8%) in comparison with LAN (80%) and PCNL (43.7%). 
Therefore, the need for ancillary procedure and in turn the overall treatment costs 
were the highest for PCNL and the least for open nephrolithotomy. In this trial, the 
renal function of the operated kidneys were monitored after a mean follow up 
period of 12 months. The more invasive the procedure is, the greater renal func- 
tional loss(—2.12% for PCNL versus —6.04% for LAN versus —8.66% for open 
nephrolithotomy). 
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Laparoscopic Management of Stone Disease in Anomalous 
Kidneys 


Relative urinary stasis imposed by anomalies in the collecting system predisposes 
the kidney to urolithiasis and increase the risk of stone recurrence. 


Ureteropelvic Junction Obstruction (UPJO) and Stone 


There is a 70-fold increased risk of stone formation in patients with UPJO [32]. 
Since laparoscopy is becoming the standard of care in managing UPJO, when there 
is concomitant stone, it can be removed by laparoscopy during the procedure of 
pyeloplasty [32, 33]. Stone can be removed by laparoscopic instruments if it is 
located in the renal pelvis or at visible areas of the kidney. Furthermore, navigation 
within collecting system is possible using flexible or rigid endoscopes. After local- 
izing the hidden stone, it could be managed with basketing and/or pneumatic or 
laser lithotripsy, under direct vision. 

We have used rigid ureteroscope and pneumatic lithotriptor successfully during 
laparoscopy for management of stone in kidneys with UPJO. In case of failures, 
intraoperative ultrasound can also be used to localize the stone in the kidney. 
Sometimes, after stone localization with intraoperative ultrasonography, nephrot- 
omy over the stone is necessary for en-block stone extraction. This is especially true 
when the stone is located in inaccessible calices in the hydronephrotic system. 
Nephrotomy can be done without hilar clamping since renal cortex is usually thin 
when it is associated with UPJO. 


Horseshoe Kidney 


Relative urinary stasis and abnormal anatomy of collecting system in those with 
horseshoe kidney put them at risk of urolithiasis with an incidence rate of 21-60%. 
Various single or combined endourologic procedures such as SWL and PCNL can 
provide up to 90% of stone free rate in these patients [34-36]. Laparosopic pyeloli- 
thotomy is an alternative option in patients with horseshoe kidney having large bur- 
den stone in the renal pelvis or isthmus. There are several advantages of laparoscopic 
approach in removing stone from horseshoe kidney. All of the procedure can be 
done under direct vision without any need of radiation exposure. There is no glo- 
merular damage and less chance of hemorrhage. Stone can be removed in one piece 
especially if it is located in the renal pelvis (Fig. 17.4). When UPJO is associated 
with horseshoe kidney, pyeloplasty can also be performed simultaneously. During 
laparoscopy, care should be taken not to injure anomalous vascular supply to the 
horseshoe kidney. 
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Fig. 17.4 Preoperative 
KUB (a) and IVU (b) of a 
patient with a large renal 
pelvis in his horseshoe 
kidney. The stone was 
removed by laparoscopic 
pyelolithotomy (c). The 
renal pelvis was easily 
accessed during 
laparoscopy due to its 
anterior position 
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Fig. 17.5 Preoperative 
KUB (left) and IVU (right) 
of a patient with an upper 
calyx stone in his ectopic 
kidney (indicated by 
arrows). The patient was 
successfully managed by 
laparoscopic-assisted 
PCNL 


Cross-fused Kidney 


We have successfully removed stone from a crossed fused ectopic kidney. It was 
very difficult to find a bare area of pelvis for pelviotomy due to abnormal vascular 
anatomy but with great care and patience this was possible and a large stone was 
extracted from the kidney en-blockly. 


Pelvic Kidney 


While laparoscopic assisted PCNL is standard of care for minimally invasive man- 
agement of stone in pelvic kidney [37], large stones especially in the renal pelvis of 
pelvic kidney can be removed by laparoscopy. Since the kidney is located in a lower 
anatomic position in the abdomen, transperitoneal laparoscopy is the best alterna- 
tive to open surgery in these circumstances (Fig. 17.5). 

The authors successfully removed the kidney stone from renal pelvis of a pelvic 
kidney in our early experiences but unfortunately the stone was dropped and lost 
during the surgery. We did not convert the procedure to open surgery. Post operative 
imaging revealed the lost stone behind the spleen. Stone did not cause any clinical 
problem during follow up and was left intact. 


Retrocaval Ureter 


If there is stone in the kidney with retrocaval ureter, laparoscopic stone removed can 
be performed directly or by using other endourologic means like flexible or rigid 
ureteroscopy or percutanous approach. We have reported six cases of retrocaval 
ureter, one of them was associated with stone. The stone was removed with laparo- 
scopic grasping forceps in one piece [38]. 
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Summary 


Although laparoscopic stone surgery has limited role for management of urolithia- 
sis, it could be offered as a proper alternative to open stone surgery. Proper case 
selection for laparoscopic ureterolithotomy, pyelolithotomy and especially laparo- 
scopic anatrophic nephrolithotomy is the key for preventing complications during 
the procedure. However, most of the difficulties during these techniques could be 
managed without any need to open conversion. 
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Difficulties in Robotic-Assisted Nerve- 1 8 
Sparing Radical Prostatectomy 


Gerald Y. Tan, Philip J. Dorsey Jr., and Ashutosh K. Tewari 


Introduction 


Serum prostate-specific antigen (PSA) screening, coupled with a rising incidence of 
needle biopsies in asymptomatic men, have all contributed to prostate cancer 
becoming the most common cancer in men in the United States [1, 2] and other 
parts of the world [3]. With increasing evidence of improved long-term survival and 
progression-free outcomes [4-7], radical prostatectomy has become increasingly 
popular as the treatment of first choice for organ-confined disease. 

Since its inception in 2001, robotic-assisted radical prostatectomy has become 
immensely popular with both urologists and their patients, with over 55,000 radical 
prostatectomies being performed with da Vinci® robotic assistance (Intuitive Surgical, 
Inc. Sunnyvale, CA) in the United States in 2007 [8]. The benefits of the da Vinci® 
robotic system over conventional laparoscopy are readily apparent: superior ergonom- 
ics, optical magnification of the operative field within direct control of the console 
surgeon, and enhanced dexterity, precision, and control of operative movements. 

Nonetheless, robotic-assisted nerve-sparing radical prostatectomy (RARP) 
remains a difficult procedure to do well, although the learning curve is less steep 
than that for laparoscopic radical prostatectomy. Surgeon caseload and institutional 
volume have been shown in numerous studies to impact significantly on surgical 
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outcomes [9-1 1]. Recent published meta-analyses comparing robotic-assisted radi- 
cal prostatectomy with open and laparoscopic approaches have reported an overall 
complication rate of up to 33% for centers performing RARP [12, 13]. Major com- 
plications associated with RARP include vascular injury and bleeding, lymphocele, 
injury to ureter or bladder, anastomotic leakage, bowel injury, obturator nerve 
injury, port site hernia, gas embolism, and robot malfunction. 

In addressing the difficulties encountered by surgeons performing RARP, this 
chapter is organized as follows: (1) dealing with intraoperative complications; (2) 
avoiding perioperative complications; and (3) optimizing pathologic and functional 
outcomes following surgery. 


Dealing with Intraoperative Complications 
Bleeding, Vascular Injury and Hematoma 


Vascular injury and clinically significant bleeding requiring transfusion may result 
from injury to the inferior epigastric vessels, external iliac vein, Santorini’s plexus, 
as well as bleeding from small vessels. Of these, inferior epigastric vessel injury 
during port placement remains the most common cause of vascular injury during 
RARP, usually occurring during insertion of the trocars at the pararectal line. 
Inferior epigastric vessel bleeding is usually discovered early in the operation, and 
may be controlled via bipolar coagulation, clips or, if persistent, suturing through 
the abdominal wall using a straight needle. Occasionally, the tamponading effect of 
the pneumoperitoneum may cause this injury to go unnoticed until the insufflations 
pressure is reduced, usually at the end of the procedure. If undetected and not 
redressed, persistent postoperative bleeding, and hematoma formation will ensue. 
This unpleasant scenario is best circumvented by carefully observing the shadow 
cast by the abdominal vessels during port placement with a 30° upward lens to avoid 
injury, and diligently inspecting the port sites during port removal with controlled 
desufflation of the pneumoperitoneum before final removal of the robotic lens. 

Injury to the external iliac vein (EIV) may occur during lymph node dissection, 
or due to manipulation of robotic instruments without adequate visual control. In 
this situation, experienced surgeons often temporarily raise the pneumoperitoneum 
insufflation pressures to 20-cm water to slow down the bleeding, and proceed to 
repair the injury robotically with haemostatic Prolene™ 4/0 sutures (Ethicon, Inc., 
Somerville, NJ). Should robotic repair of the EIV injury proves unsuccessful, it may 
be necessary to convert to an open laparotomy. 

Significant venous bleeding may also arise during dissection of Santorini’s dor- 
sal venous complex (DVC). Despite adequate ligation of the DVC, significant 
bleeding may reoccur during subsequent apical dissection. Encountering this, the 
insufflation pressure should be temporarily increased, the operative field irrigated 
and bleeding points accurately identified. If the prostatectomy is completed, firm 
caudal traction of the Foley catheter balloon inflated with 50-cc saline for 5-10 min 
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is a helpful maneuver for tamponading bleeding from the DVC. Definitive control 
of these bleeding points may then be achieved robotically with Vicryl™ 0 running 
sutures (Ethicon, Inc., Somerville, NJ). 

The small vessels at the lateral pedicle and lateral aspect of the prostate gland 
may also be a source of significant bleeding during RARP. If possible, use of cau- 
tery coagulation should be avoided for optimizing nerve preservation. Judicious 
placement of Hem-o-lok® clips (Teleflex Medical, Research Triangle Park, NC) are 
often sufficient for adequate vascular control. In rare situations, haemostatic seal- 
ants such as FloSeal™ (Baxter International Inc., Deerfield, IL) or TachoSil® 
(Nycomed, Zurich, Switzerland) may be further needed to control bleeding and 
ensure adequate homeostasis both during and after the procedure [14]. 


Colon and Small Intestine Injury 


Bowel injury is a severe potential complication during RARP which may be life 
threatening if not recognized early. With a reported incidence of 0.4-3.5% in vari- 
ous series of RARP [14, 15], it most commonly arises inadvertently during trocar 
insertion in patients with previous abdominal surgery and peritoneal adhesions, dur- 
ing passage of instruments and needles through the lateral ports, or due to cautery 
injury of viscera during surgical dissection or specimen extraction when the midline 
port incision is extended. Minor serosal abrasions may be repaired robotically with 
Vicryl™ 3/0 sutures. 

Bowel perforation due to surgical dissection usually presents within 24-72 h 
postoperatively as fever, leucocytosis, vomiting, and persistent abdominal tender- 
ness or guarding. If suspected, these patients should be placed on nil-by-mouth 
regimes, given broad-spectrum intravenous antibiotic coverage. Given its potential 
for fatality if not rectified promptly, surgeons should harbor a low threshold for 
bringing a suspected patient back to the operating theater for exploratory laparot- 
omy and repair of bowel injury. 

In the authors’ practice, the following steps have been routinely adopted to mini- 
mize the possibility of colonic and bowel injury: (1) ensuring the patient is strapped 
and placed in full steep Trendelenburg position before commencement of port inser- 
tion; (2) making efforts to adequately mobilize the caecum and descending colon 
before insertion of the lateral trocars if these are adherent to the abdominal wall; (3) 
visually ensuring that the caecum and descending/sigmoid colon are adequately 
mobilized to ensure unobstructed passage of instruments and needles through the 
lateral ports; (4) use of an extended length (5-12 mm caliber) bariatric port 
(VersaPort™ Plus V2, Covidien, Dublin, Ireland) to deliver the right robotic instru- 
ment; and (5) minimizing intra-abdominal passage of laparoscopic Endo Shears™ 
scissors (Covidien, Dublin, Ireland) by employing the robotic needle drivers to snap 
off the sutures at the desired length instead. This ensures that retrieval of needles 
through the assistant port occurs under direct vision to avoid undetected intestinal 
serosal lacerations. 
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Rectal Injury 


The incidence of rectal injury has been reported as 0.7-8.0% in various laparo- 
scopic radical prostatectomy series, and less than 1% in contemporary robotic series 
[16]. It usually occurs during posterior dissection of the prostate gland, where des- 
moplastic reaction has caused the planes of Denonvilliers’ fascia to become matted 
and fibrotic. Known risk factors include periprostatic fibrosis, previous prostate or 
rectal surgery, radiotherapy, previous hormonal therapy, and chronic prostatitis. 
Blunt posterior dissection should be avoided at all times. If suspected intraopera- 
tively, rectal injury may be confirmed either by digital rectal examination, or by the 
presence of bubbles on rectal insufflation with air following copious irrigation of 
the operative field with water. 

In both published laparoscopic and robotic series, most cases have recovered 
without consequence by: (1) intraoperative closure of the lesion with two-layer 
sutures; (2) interposition of healthy omentum between rectum and urethra to mini- 
mize the risk of rectourethral fistula formation; and (3) subsequent parenteral nutri- 
tion for 4 days and residual free enteral feeding for 6 days [16-19]. Diverting 
colostomy is generally only performed for patients with massive fecal spillage, pre- 
vious radiotherapy, or a tense suture line [20]. 


Obturator Nerve Injury 


Injury to the obturator nerve (L2—L4) can occur during pelvic lymphadenectomy as 
a result of cautery injury, excessive traction, sharp transection, or entrapment with 
clips, and is often accompanied with a visible “obturator jerk.” Clinical sequelae of 
obdurator nerve injury may be both sensory or motor, including pain or anesthesia 
over the medial aspect of the thigh, and weakness of thigh adduction. Neuropraxia 
from traction or thermal injury generally recovers within 6 weeks [20, 21]. However, 
iatrogenic nerve transection should be repaired with an end-to-end tension-free 
coaptation, aligning the fascicles to give the best results. Spaliviero et al [22]. from 
the Cleveland Clinic reported their experience with a case of laparoscopic reap- 
proximation of the transected ends of the obdurator nerve during laparoscopic radi- 
cal prostatectomy. Using four 6-0 nylon epineural sutures under the direction of an 
on-site plastic surgeon to achieve a tension-free anastomosis of the cut ends 
(Fig. 18.1), the patient recovered with minimal neurological sequelae at 6 months’ 
follow-up. 


Large Median Lobes and Ureteric Orifice Injury 


Inadvertent injury to the ureteric orifices may occur during the dissection of the pos- 
terior bladder neck or during vesicourethral anastmosis, particularly in patients with 
a large prostate or median lobe (Fig. 18.2) where bladder neck division has been 
extended close to orifices to ensure complete clearance of prostatic tissue [23, 24]. 
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Fig. 18.1 Laparoscopic reapproximation of transected ends of obdurator nerve using 6-0 nylon. 
(Reprinted from Spaliviero et al [22]. With permission from Elsevier) 


Fig. 18.2 Large median 
lobe visualized after 
anterior bladder neck 
dissection (From El 
Douaihy et al.27 Reprinted 
with permission from Mary 
Ann Liebert, Inc.) 


Undetected, the injury may result in postoperative uraemia and flank pain from iatro- 
genic upper tract obstruction, requiring secondary procedures to redress this avoid- 
able complication. To prevent ureteral orifice injury in cases where they are poorly 
visualized, double-pigtail ureteral stent insertion during robotic-assisted radical 
prostatectomy for accurate visualization and preservation of the ureteral orifices 
should be considered [25-27]. 

In the authors’ practice, they employ a 0-Vicryl™ suture on a GS-21 needle 
(Covidien, Dublin, Ireland) placed through the median lobe for improving ante- 
rior traction by the assistant. Intravenous furosemide and indigo carmine are then 


250 GY. Tan et al. 


administered for accurate identification of both ureteral orifices, posterior blad- 
der neck transection is completed under optical magnification, and radical pros- 
tatectomy proceeds in the standard fashion. Post-prostatectomy, an in situ ureteral 
intubation with 6-F double-pigtail ureteral stents (Sof-Flex® stent, Cook Medical 
Inc., Bloomington, IN) is performed at this point prior to vesicourethral anast- 
mosis construction. The soft-tipped guidewire is introduced through the patent 
lumen of the suction trocar. The introducer tip is then grasped using both left and 
right robotic forceps and gently passed through the ureteral orifice along the axis 
of the distal ureter (Fig. 18.3a). Care is taken not to cause inadvertent ureteral 
perforation at this point by watching for signs of buckling of the guidewire. The 
radio-opaque 6-French double pigtail Sof-Flex® stent is then passed over the 
guidewire in a retrograde fashion using a modified Seldinger technique 
(Fig. 18.3b). The guidewire is then removed after correct positioning of the stent, 
and the procedure repeated on the contralateral side (Fig. 18.3c). The authors 
then complete the vesicourethral anastomosis with continuous running 2-0 
Monocryl™ sutures (Ethicon, Inc., Somerville, NJ) (Fig. 18.3d). Postoperatively, 
upright abdominal roentograms are performed to confirm accurate stent position. 
The stents are removed cystoscopically 6 weeks after surgery to allow adequate 
time for resolution of edema and optimal healing at the anastomosis before 
instrumentation. 


Fig. 18.3 (a) Robotic manipulation of soft-tipped guide wire into ureteral orifice. (b) Radio- 
opaque 6-F double pigtail stent railroaded over the introducer. (c) Bilateral JJ stents in place just 
prior to the beginning of the anastomosis. (d) Construction of vesicourethral anastomosis with 
running continuous suture — the stents serve as visible landmarks for avoiding iatrogenic ureteral 
orifice injury (From El Douaihy et al [27]. Reprinted with permission from Mary Ann Liebert, Inc.) 
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Ureteral injury may also occur during dissection of the posterior bladder neck 
and extended pelvic lymph node dissection, particularly in patients with previous 
transurethral resection of prostate where the posterior anatomy may be distorted. In 
these cases, leakage of intravenous indigo carmine and furosemide from the cut 
ends of the distal ureter confirms the diagnosis and localizes the injury. Intra- 
operative repair may be performed by end-to-end ureterorrhaphy over a ureteral 
stent and/or placement of a double J-stent if not completely transected. Failing this, 
the distal ureter may be reimplanted robotically to the bladder dome at the end of 
the surgery over a similar ureteral stent. 


Robot Malfunction 


Perioperative failure of any of the many components involved in the robotic system 
can result in operative delays, cancelled surgery or conversion to an open or pure 
laparoscopic approach. While the manufacturers of the da Vinci® Surgical System 
do not release data on the reliability and failure rates of their systems, various 
authors have reported an incidence of technical malfunction at 0.5-2.6% in their 
series [28, 29]. In their multi-institutional review of 8,240 cases in 11 institutions, 
Lavery et al. reported that critical malfunctions requiring the shut-down of the sys- 
tem occurred in 34 cases (0.4%), resulting in case cancellation or conversion to 
laparoscopic or open procedures [30]. Reported causes for robot malfunction 
included failures in power supply (15%), optics (34%), robotic arms (34%), failure 
of the masters (10%), and an unknown cause of malfunction (7%). Associated 
patient injury occurred in 4.8% of all robotic failures. 

In the few instances of disabling robot malfunction encountered in the authors’ 
institution with three da Vinci® systems, most malfunctions are correctable by sim- 
ply undocking the robotic cart and instruments from the patient and rebooting the 
system again. On the rare occasion that the malfunction could not be rectified, the 
anesthetized patient was transferred from one operating suite to an adjacent suite 
with a functional da Vinci® system, and the surgery was completed using the new 
robotic system without complication. 


Allograft Injury in the Renal Transplant Patient 


Technical advances in renal transplantation, especially in living-related donor 
nephrectomies, coupled with improvements in immunosuppressive therapy regimes, 
have resulted in renal allograft recipients living longer and healthier lives of signifi- 
cantly better quality. The reported incidence of localized prostate cancer in these 
males varies from 1.8% to 3.1%, and is likely to increase with such men living 
longer lives with regular PSA surveillance [31, 32]. To the extirpative urologist, 
preoperative strategies are required to overcome the unique challenges posed by 
such patients — how to avoid injury to the renal allograft, transplanted ureter and 
ureteroneocystotomy; technical modifications for pelvic lymph node sampling over 
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Fig. 18.4 Intraoperative view of heterotopically placed renal allograft in right iliac fossa during 
robotic-assisted radical prostatectomy (From Jhaveri et al.** Reprinted with permission from Mary 
Ann Liebert, Inc.) 


the allograft; and possible delayed wound healing from chronic immunosuppres- 
sion. Graft failure is devastating, with reported 5-year survival rates of 57-64% 
following this complication [33]. 

In the authors’ experience of performing RARP in the renal allograft patient [34] 
(Fig. 18.4), the following technical modifications were adopted to minimize risk of 
allograft injury: (1) use of an extended length (5—12-mm caliber) bariatric port 
(VersaPort™ plus V2) to bypass the allograft site and deliver the ipsilateral robotic 
arm directly into the pelvis; (2) development of the retropubic space from the con- 
tralateral side; (3) meticulous posterior dissection of the seminal vesicles to avoid 
possible injury along the course to the transplanted ureter; and (4) limited pelvic 
lymph node dissection on the side ipsilateral to the allograft. The authors have not 
found it necessary to intubate the transplant ureter via cystoscopy at commence- 
ment of surgery for better appreciation of its course, as recommended in some 
reports [35]. 


Avoiding Perioperative Complications 
Anastomotic Leak and Bladder Neck Strictures 


Several large series have highlighted anastomotic strictures as being the most sig- 
nificant predictor for postprostatectomy incontinence (PPI) following radical retro- 
pubic prostatectomy [36-38]; its incidence occurring up to 20% in some series. 
However, there remains to date little published data on the association of urinary 
leak documented on posteoperative cystography with continence outcomes after 
radical prostatectomy. Menon and colleagues [39] recently published the largest 
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series of 3,327 patients with routine cystography prior to Foley catheter removal 7 
days after RARP. These investigators documented cystographic leakage in 8.6% of 
their cohort — of these patients, 70% regained continence within 3 months, and 94% 
at 12 months. Of those with urinary leakage, 2.8% required secondary intervention 
to redress bladder neck contracture, and these were all associated with moderate to 
severe leakage on postoperative cystography. 

Significant predictors of postoperative cystographic leakage in the reported lit- 
erature include technically difficult anastomosis creation, unsatisfactory intraopera- 
tive flush test and urinary tract infections, previous transurethral prostate surgery, 
ischemic heart disease, intraoperative blood loss, mucosal eversion, and preserva- 
tion of the prostatic urethra [40, 41]. Previous studies [42, 43] failed to demonstrate 
an association between urinary leakage with a higher risk of bladder neck strictures. 
Omitting routine cystography after radical prostatectomy has also not been associ- 
ated with increased risk of urinary retention, infection, renal failure, or bladder neck 
strictures [44]. Given the current evidence, it would appear that postoperative uri- 
nary leakage is not significant for delayed continence recovery, although if present, 
it usually necessitates prolonged catheterization. 

The authors have found that a biomechanics-based approach of providing cir- 
cumferential support to the newly fashioned vesicourehtral anastomosis, coupled 
with relieving pelvic descent of the bladder, significantly lowered the incidence of 
anastomotic leaks and bladder neck contractures, while also hastening early return 
of continence [45]. This approach is described in detail in a later section. 


Lymphocele and Lymphedema 


Lymphoceles arise from leakage from transected lymphatic vessels, and occur most 
commonly after pelvic lymph node dissection. Risk factors include an extraperitoneal 
approach and extended lymphadenectomy for high-risk cancer [14]. If significant, 
they may cause pelvic pain, voiding dysfunction, leg edema, and deep venous throm- 
bosis, requiring definitive treatment with sclerotherapy, percutaneous drainage, or sur- 
gical intervention. Meticulous use of Hem-o-lok® clips, use of bipolar cautery instead 
of sharp scissor dissection, and avoiding excessive traction on lymphatic tissue are 
helpful for minimizing subsequent lymphocele formation. Stoltzenburg and col- 
leagues also reported lower rates of lymphocele formation in patients undergoing 
extended pelvic lymphadenectomy with peritoneal fenestrations [46]. 


Port Site Hernias 


Incisional hernias are a rare complication of RARP, occurring in between 0.6% and 
1% of reported series [14]. Port site hernias most commonly occur at the periumbili- 
cal site, where the incision is extended to facilitate prostatectomy specimen retrieval. 
Various port site closure devices are currently available [47]. Regardless of port site 
closure device employed, sutures should be secured under direct vision while the 
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pneumoperitoneum is fully insufflated, as there is a risk of small bowel loops get- 
ting caught in the sutures once the abdominal cavity is desufflated. 


Optimizing Functional Outcomes Following Surgery 
Hastening Early Return of Continence 


Next to developing metastatic progression of cancer following surgery, urinary 
incontinence remains the most feared complication of men undergoing radical pros- 
tatectomy [10]. The incidence of PPI at 12-month follow-up after RARP has varied 
from 2% to 15% in various reported meta-analsyses [12, 13]. Urinary incontinence 
has the most negative effect on patients’ quality of life, causing psychological dis- 
tress and social inhibition for fear of public embarrassment. The chronic require- 
ment for pads in patients treated conservatively, and cost of secondary procedures 
such as slings and artificial sphincters also place an onerous burden on healthcare 
systems and individual finances [48]. 

Increasing age, shorter pre- and postoperative membranous urethral length, anas- 
tomotic strictures, obesity, low surgeon volume, variations of surgical technique, 
and previous prostate surgery have been reported as negative risk factors for delayed 
continence recovery and/or permanent incontinence following radical prostatec- 
tomy. Recent advances in elucidating the functional anatomy and physiology of the 
male continence mechanism from cadaveric and videourodynamic studies have 
enabled surgeons to propose innovative surgical techniques during radical prosta- 
tectomy for augmenting continence preservation and early return. These have 
included optimizing preservation of urethral rhabdosphincter length [49, 50]; avoid- 
ing rhabdosphincter injury [51, 52]; posterior reconstruction of Denonvilliers’ mus- 
culofascial plate [53-55]; preservation of the bladder neck and internal sphincter 
[56]; bladder neck intussusception [57, 58]; bladder neck mucosal eversion [59]; 
and preservation of the puboprostatic ligaments and arcus tendineus [60, 61]. 

The authors postulate that during conventional anastomosis following radical 
prostatectomy, the vesicourethral anastomosis and bladder neck become biome- 
chanically unstable at the following sites: (1) tension is exerted on the healing anas- 
tomosis from spontaneous urethral stump recession into the pelvic floor; (2) the 
posteriorly deficient Q (omega)-shaped urethral rhabdosphincter lies unsupported 
posteriorly, impairing efficient contraction of the sphincter mechanism; (3) the pos- 
terior bladder neck lies unsupported in the retrotrigonal fossa created by excision of 
the seminal vesicles; and (4) the anterior and lateral bladder neck lie unsupported as 
well (Fig. 18.5). The overall effect appears to be pelvic descent of the bladder 
presses on the unsupported anastomosis. As a result, during micturition, the con- 
tractile forces generated by the detrusor musculature are directed inferiorly at the 
anastomosis, causing additional stress on the continence mechanism (Fig. 18.6). 

As such, the authors have developed the following paradigm of seven key prin- 
ciples for optimizing early continence recovery following radical prostatectomy, 
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Fig. 18.5 Points of postulated biomechanical instability associated with the conventional vesico- 
urethral anastomosis (sagittal view): (a) tension on the vesicourethral anastomosis from spontane- 
ous urethral stump recession into the pelvic floor; (b) the posteriorly deficient Q (omega)-shaped 
urethral rhabdosphincter lies unsupported posteriorly, impairing efficient contraction of the 
sphincter mechanism; (c) the posterior bladder neck lies unsupported in the retrotrigonal fossa 
created by excision of the seminal vesicles; (d) the anterior and lateral bladder neck lie unsup- 
ported as well (Reprinted from Tan et al [45]. With permission from Elsevier) 


fossa 


Posteriorly deficient 
urethral rhabdosphincter 


Fig. 18.6 Biomechanical forces acting on the vesicourethral anastomosis in the upright position. 
(a) In the conventional vesicourethral anastomosis, pelvic descent of the bladder presses on the 
unsupported anastomosis. During micturition, the contractile forces generated by the detrusor 
musculature are directed inferiorly at the anastomosis (green arrows), causing additional stress on 
the continence mechanism. (b) In the authors’ technique, the bladder is hitched up anteriolaterally 
by the suspension sutures through the arcus tendineus, ameliorating downward tension on the heal- 
ing anastomosis. During micturition, the same contractile forces (green arrows) are dissipated 
away from the anastomosis and urethral rhabdosphincter (Reprinted from Tan et al.“ With permis- 
sion from Elsevier) 
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Fig. 18.7 (a) Anatomic restoration of vesicourethral junction: (1) Preservation of anterior support 
structures, i.e., puboprostatic ligaments and arcus tendineus; (2) posterior bladder neck reinforced 
with 0 Vicryl™ suture, obliterating retrotrigonal space. (b) Anatomic restoration of vesicourethral 
junction: (3) the posteriorly deficient urethral rhabdosphincter reinforced against Denonvilliers’ 
musculofascial plate; (4) Denonvilliers’ musculofascial plate reconstructed, preventing urethral 
stump recession, relieving tension on the anastomosis and improving mucosal coaptation at the 
anastomosis. The green arrows illustrate the improved apposition of the two ends of the anastomo- 
sis. (5) Anterior suspension sutures to the arcus tendineus and puboprostatic ligaments alleviate 
downward prolapse of the bladder on the anastomosis (Reprinted from Tan et al.# With permission 
from Elsevier) 


which is described as the anatomic restoration technique (ART): (1) preservation of 
anterior fibrotendinous support structures, chiefly the arcus tendineus and the pubo- 
prostatic ligaments; (2) optimization of functional membranous urethral length; (3) 
reinforcement of unstable posterior bladder neck in the unsupported retrotrigonal 
fossa left by excised seminal vesicles; (4) reinforcement of the posteriorly deficient 
Q (omega)-shaped urethral sphincter complex for suspensory support; (5) fashion- 
ing of a tension-free, stable vesico-urethral anastomosis; (6) prevention of urethral 
stump recession and optimizing mucosal coaptation; and (7) alleviation of pelvic 
descent and downward pressure of the bladder on the anastomosis during micturi- 
tion (Fig. 18.7a and b). 

The benefits of this approach appear to be threefold. Firstly, it provides circum- 
ferential dynamic suspensory support for the urethral sphincter complex, as docu- 
mented by postoperative cystographic studies (Fig. 18.8). Secondly, it avoids pelvic 
prolapse and downward pressure of the bladder on the healing anastomosis during 
micturition. Thirdly, tension at the anastomosis is relieved with improved mucosal 
apposition and coaptation. The authors recently reported their experience with ART 
in a cohort of 530 patients [45], wherein continence was defined as zero pad usage. 
It was found that ART resulted in significantly earlier return of continence (38.6%, 
82.6%, 90.5%, and 97.5% at 1, 6, 12, and 24 weeks follow-up, respectively), and 
significantly lower incidence of anstomotic strictures and clinically significant leaks 
compared to men receiving conventional anastomosis. 
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Fig. 18.8 (a) Postoperative 
cystogram in a patient with 
conventional anastomosis. 
Note the pelvic descent of 
the anastomosis. (b) 
Postoperative cystogram of 
a patient who underwent 
total anatomic restoration. 
Note the anastomosis and 
bladder neck being well 
suspended above the pubic 
ramus as a result of our 
technical modifications 
(Reprinted from Tan 

et al.45 With permission 
from Elsevier) 


Balancing Nerve Preservation with Oncologic Control 


The prostate gland is enveloped by layers of the lateral pelvic fascia (LPF) carrying 
vessels and nerves (Fig. ). The medial, well-defined component of the LPF is 
known as the prostatic fascia, and directly wraps around the prostate capsule. The 
laterally defined part of the LPF is the levator fascia, which lies on the levator ani 
(LA) muscles. Interposed between the prostatic fascia and the levator fascia, are the 
periprostatic venous plexus and the neurovascular tissue that travel distally to sup- 
ply the sphincter, urethra, and cavernous tissue. These neural fibers can travel close 
to the vessels, or occasionally independently on the surface of prostate, or laterally 
on the rectum. Some of these vessels remain subcapsular for a short distance before 
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Fig. 18.9 Layers of fascia 
enveloping prostatic 
capsule, demonstrating the 
planes of dissection for 
differing grades (I-IV) of 
nerve-sparing 


dipping into the prostatic tissue. Excessive blunt dissection of these vessels can cre- 
ate an artificial transcapsular plane resulting in a capsular incision. 

As such, the authors now adopt a risk-stratified approach toward nerve-sparing 
according to the patient’s likelihood of ipsilateral extraprostatic extension of cancer 
(EPE) (Fig. 18.10). The patient’s PSA, Gleason score, percentage of cancer in the 
biopsy, number of positive cores, presence of unilateral versus bilateral positive 
cores (used as a surrogate for high-volume cancer or multifocality), clinical stage, 
and findings of the endorectal magnetic resonance imaging in terms of cancer local- 
ization, volume, status of capsule, and periprostatic tissue are some parameters that 
the authors regularly use to select patients for a nerve-sparing prostatectomy. The 
authors’ approach to nerve-sparing during robotic prostatectomy involves varying 
degrees of preservation of the nerve fibers in the various fascial planes. They are 
referred to as: 


Grade I approach — Incision of the Denonvilliers’ and LPF is taken just outside the 
prostatic capsule. This is only performed for patients with no to minimal risk of EPE. 

Grade 2 approach — Incision through the Denonvilliers’ (leaving deeper layers on 
the rectum) and LPF is taken just outside the layer of veins of the prostate cap- 
sule — this preserves most large neural trunks and ganglions, and is used for 
patients at low risk of EPE. 

Grade 3 (partial/incremental nerve-sparing) approach — Incision is taken through 
the outer compartment of LPF, excising all layers of Denonvilliers’ fascia. This 
is performed for patients with moderate risk of EPE because some of the medial 
trunks are sacrificed while lateral trunks are preserved. 

Grade 4 (nonnerve-sparing approach) — A wide excision of the LPF and 
Denonvilliers’ fascia containing the majority of the periprostatic neurovascular 
tissue is performed. In some of these patients, nerve advancement of the identifi- 
able ends of the neurovascular bundle may be attempted. 


In addition, the authors have adopted the following modifications to their ather- 
mal robotic nerve-sparing technique: (1) minimal periprostatic dissection because 
this may break or avulse the nerves; (2) limiting the dissection to the midline during 
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Cornell risk-stratified algorithm for nerve-sparing ART 
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Fig. 18.10 Risk-stratified algorithm for athermal nerve-sparing robotic radical prostatectomy 


bladder neck transection, as this will protect the predominant neurovascular plate 
(PNP) from thermal or mechanical damage; (3) athermal dissection of the seminal 
vesicles, as this should cause the least damage to the PNP and hypogastric nerve; 
and (4) avoiding use of cautery during the posterior prostate dissection. 

The authors have found in their cohort of potent men who meet selection criteria 
for aggressive bilateral Grade 1 nerve-sparing (PSA <10 ng/dL, clinical stage < T2, 
primary Gleason grade <4, cancer volume <5% in all cores, and absence of cues 
suggestive of extraprostatic extension on endorectal MRI and during surgery), 95% 
of these hitherto potent men had partial erections with and without use of PDE5S 
inhibitors, and 86% had erection sufficient for penetrative intercourse at a mean 
follow-up of 26 weeks. The positive surgical margin rate in this cohort was 8.5%. 

In conclusion, nerve preservation should no longer be considered a distinct step of 
radical prostatectomy, but rather an overarching surgical priority to be relentlessly 
pursued at all stages of this complex operation, since one or more components of the 
tri-zonal architecture are usually at risk during any given step. Preoperative risk strat- 
ification of likelihood of extracapsular extension of cancer helps the surgeon decide 
the level of aggressiveness to adopt for nerve-sparing. In the authors’ experience, 
gentle athermal dissection of the robotic procedure will help optimize postoperative 
potency outcomes without compromise of cancer clearance outcomes. 


Future Directions 


Despite its relative infancy, there has been an unprecedented explosion in demand 
for robotic-assisted radical prostatectomy, both in the United States and increas- 
ingly in other parts of the world. Nonetheless, robotic-naive surgeons with no prior 
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experience at the robotic console still encounter significant obstacles in climbing 
the learning curve. The high costs of purchasing and housing a dedicated dry lab 
“training” da Vinci® system and the cost of surgical expendables used during train- 
ing cases in wet labs usually mean that console experience obtained at various 
hands-on courses is often limited and fleetingly transient. 

The dV-Trainer (Mimic Technologies Inc., Seattle, WA) has been developed in 
collaboration with Intuitive Surgical Inc., as a solution to some of these current 
obstacles in surgical training [62, 63]. It consists of a master console with finger cuff 
telemanipulators connected to a binocular 3D visual output that aims to reproduce 
the look and feel of the da Vinci® console. The program encompasses exercises in 
EndoWrist® manipulation (Intuitive Surgical, Inc., Sunnyvale, CA), camera con- 
trol, clutching, object transfer and placement, needle handling, needle driving, knot 
tying, and suturing. Researchers at the University of Nebraska are also working to 
produce a da Vinci® compatible virtual reality simulator, using kinematic data from 
the da Vinci® console through LabVIEW (National Instruments, Austin, TX) to 
drive simulation software (Cyberbotics Ltd., Lausanne, Switzerland) [64, 65]. 
Medical Education Technologies, Inc. (Sarasota, FL) has also made an attempt to 
produce a robotic surgery simulator (RSS) for its SurgicalSIM® package, although 
the reception to this has yet to be reported. With exciting technological advances in 
robotic-assisted urologic surgery taking place [65], the authors look forward to the 
development of their craft in the next few years with great interest. 
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Introduction 


Ever since Joseph Murray described allograft renal transplantation 60 years ago. 
Open renal transplant recipient surgery has been the standard of care. Few groups 
have described laparoscopic renal transplant recipient surgery [1]. Robotic renal 
transplant recipient surgery is still in evolution. It started when first robot was used 
for suturing in an open transplant [2], and then gradually surgical technique pro- 
gressed and hand-assisted techniques were used and now it is being done intraperito- 
neally totally intracorporeally. Few cases of extraperitoneal robotic renal transplant 
recipient have also been described. Robotic renal transplant has a few proposed ben- 
efits like precision of suturing, quick recovery, decreased analgesic requirements etc. 
It also has its challenges like, intraperitoneal placement, method of hypothermia etc. 
In this chapter, we describe the technicalities of robotic renal transplants 

In the same endeavor of surgical evolution of Robotic renal transplant, we 
describe our point of technique of robotic renal transplant recipient surgery. 


Point of Technique 
Donor Nephrectomy 


Meticulous donor nephrectomy with special emphasis on hilar dissection, all the 
venous branches are clipped and then ligated on bench. 
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Bench Work 


Judicious bench work is done as any unattended vessel could give rise to bleed- 
ing after release of clamp, which would be extremely difficult to manage 
robotically. 

Renal artery is flushed with ringer lactate with 40 meq of potassium till the 
returning fluid from the vein is clear, cold ischemia starts at this point. Ice slush is 
prepared by using 22 no blade on BP (Bard parker) handle and finely grating frozen 
normal saline. Ice slush should be fine otherwise it becomes difficult to insert the 
graft into abdomen as the graft hypothermia jacket (described later) becomes bulky 
if ice is not fine enough. 

Artery and vein are dissected on bench till the sinus so that they have enough 
mobility for robotic suturing. All the clips on venous branches of renal vein are 
taken out and they are tied with fine ties. Kidney is defatted and the uretero gonadal 
packet is maintained as it is. At the end the renal vein is pinched and artery is flushed 
to check for any leaks. Prolene tagging sutures are taken, on the renal vein at the 
lower pole and from the renal artery at the upper pole. Ureter is spatulated on the 
bench and a suture is passed from the “v” of the spatulation this helps in identifica- 
tion of ureter after vascular anastamosis. 


Graft Hypothermia Jacket (Fig. 19.1a—c) 
Hypothermia is maintained by using a “graft hypothermia jacket” (Fig. 19.la—c) it 


is an indigenous rectangular four-layered bag with three compartments, made of 
cotton, which is open at one end. In the central compartment kidney is placed and 


SAN 


A- RENAL ARTERY, V-RENAL VEIN,U-URETER 


Fig. 19.1 (a-c) Figure a showing hypothermia graft jacket containing donor kidney. Renal vein 
and renal artery tagged with prolene suture and coming out of jacket, also ureter can be seen com- 
ing out. Figure b showing layers of hypothermia graft jacket with ice slush. Figure ¢ showing 
kidney within the hypothermia jacket 
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the lateral two compartments contain ice. Due the four layers of the jacket the ice 
does not come in contact kidney and also does not spill in peritoneum causing hypo- 
thermia. Two openings are made in the bag one for artery and vein and other one for 
ureter. Renal artery and vein are tagged with prolene suture to orient them during 
anastamosis. 


Robotic Port Positioning and Engraftment Incision 


Patient is positioned in steep trendlenburg position with leg split and catheter is 
kept in sterile field. Port positioning is done in a fan shaped manner (Fig. 19.2). 
Camera port is placed 3 cm above the umbilicus in the midline (Fig. 19.2). 
Three robotic ports 8 mm each are used, two robotic ports on either side at the 
lower border of umbilicus in mid axillary line and third robotic port is placed 
along anterior axillary line 6 cm above right anterior superior iliac spine (ASIS). 
Two assistant ports 12 mm each are used. First port is placed 6 cm above ASIS 
and in the anterior axillary line, second assistant port is placed 4 cm lateral to 
camera port. A pfannenstiel incision is placed about 6-7 cm is placed and deep- 
ened to peritoneal level (Fig. 19.2). Upper flap of the rectus have to be under- 
mined more than the lower flap. At this stage peritoneum should not get opened 
accidentally. At this stage it is ensured that, Foley’s catheter is draining and 
bladder is empty. 


Bed Preparation 
Peritoneal flaps are created after incision of peritoneum on external iliac artery. 


These flaps are enlarged enough to retroperitonealise the kidney once anastamosis 
is done. External or Internal iliac artery dissected, depending on the artery chosen 


ASSISTANT PORTS 


N% ROBOTIC TROCAR 


! E 
; i. > INCISION 
ee ~~" CAMERA PORT 


ROBOTIC 
TROCARS 


Fig. 19.2 Showing port 
positioning and 
Engraftment incision 
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for anastamosis. External iliac vein is dissected. Length of the arterial and venous 
dissection is determined by the ability to place bulldogs. It is not essential to clip 
internal iliac vein to mobilize external iliac vein in all the cases, we had to ligate 
internal iliac vein in two cases. Bladder is dropped down and filled with 200 cc 
normal saline and detrusor incised to expose mucosa at the proposed site of ure- 
teric reimplantation. 


Placement of the Graft in Abdomen (Engraftment) 


Using the pre placed incision (engraftment incision) the graft along with the hypo- 
thermia jacket is introduced in the abdomen. The incision is closed and pneumo- 
peritoneum reestablished. It is ensured that the bladder is dropped down and bladder 
is emptied prior to Engraftment. For engraftment it is not necessary to undock the 
robot only camera port and left arm needs to be decoupled. 


Anastamosis 


The Kidney along the hypothermia jacket is oriented, vessels are oriented with the 
help of pre placed prolene-tagging suture. Two laparoscopic bulldog are placed on 
the external iliac vein, venotomy is made with robotic scissors and renal vein is 
anastamosed to external iliac vein end to side using ePTFE suture (Gore-Tex CV-6; 
W. L. Gore & Associates Inc., Flagstaff, AZ, USA) with the help of Black Diamond 
micro forceps (Intuitive Surgical, Sunnyvale, CA, USA) (Fig. 19.3a—d). Third bull- 
dog is placed on renal vein after completion of anastamosis and bulldogs on vein are 
released. Similarly, bulldogs are placed on external iliac artery, arteriotomy is done 
using standard robotic scissors and anastamosis is done in end to side fashion with 
ePTFE suture (Gore-Tex CV-6; W. L. Gore & Associates Inc., Flagstaff, AZ, USA) 
with the help of Black Diamond micro forceps (Intuitive Surgical, Sunnyvale, CA, 
USA) (Fig. 19.4a—d). Third bulldog is placed on renal artery proximal to anastamo- 
sis and external iliac artery clamps are released. If the anastamosis is satisfactory, 
bulldogs on renal artery and vein are released. The hypothermia jacket is cut open 
and removed from one of the assistant ports. In one case with two donor arteries, 
smaller artery was anastamosed to main renal artery in end to side fashion, then 
main renal artery was anastamosed to internal iliac artery in end to end fashion. 
Ureter is anastamosed to bladder by modified Lich Gregoir technique using vycril 
4-0 over 6 fr and 16 cm DJ (Fig. 19.5a—c). The DJ is placed using miniport through 
the pfannenstiel incision. Abdominal drain is kept in all cases. Closure is done in 
standard fashion. 

Retroperitonealisation: The peritoneal flaps raised during bed preparation are 
closed over the graft kidney and kidney is pexed to this peritoneal fold. This retro- 
peritonealises the kidney and prevents torsion of graft. In last two cases we have 
used Vicryl on CT-1 needle with a hem-o-lock clip attached at one end to anchor the 
kidney to peritoneal fold. 
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Fig. 19.3 (a-d) Figure a showing 2 bulldogs on external iliac vein and venotomy being made. 
Figure b showing angle stitch being taken. Figure c showing suturing of the posterior wall. Figure 
d showing anterior wall suturing 


Instruments Used 


Da vinc Si platform 

Robotic monopolar scissors 
Robotic prograsp 

Robotic Maryland 

Robotic bipolar forceps 
Robotic standard needle holder 
Black Diamond micro forceps 


So ee 


Our Experience 


It is a prospective non-randomized study in which 12 robotic renal transplant recipi- 
ents were operated at our centre from December 2014 to March 2015 after approval 
from institutional review board and ethic committee clearance. All surgeries were 
performed at two surgeons at our centre. Parameter analyzed included: Age, sex, 
arterial dissection time, vein dissection time, warm ischemia time, cold ischemia 
time, total ischemia time, total operative time, Artery suturing time, Vein suturing 
time, mean creatinine at discharge and Mean creatinine at 3 months. 


270 A.P. Ganpule et al. 


Fig. 19.4 (a-d) Figure a showing angle stitch, figure b showing posterior wall suturing, figure € 
showing anterior wall suturing, figure d showing artery being flushed with heparinized saline 


Fig. 19.5 (a, b) Figure a showing uretero-neocystostomy being done, figure b shows a double J 
stent insertion 


Study included 12 cases but on peritoneoscopy one patient had a turbid ascitic 
fluid and had significant blood loss due injury to right inferior epigastric artery. So 
a decision was made to convert it open surgery. This patient was not included in 
analysis, so a total of 11 patients were analyzed. 

Inclusion criteria: Patients with irreversible renal disease having end stage renal 
disease or patients who are going to progress to end stage renal disease in the next 
year (preemptive transplant). Only patients with match living donor were included 
in the study. 
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Table 19.1 Showing the 
demographic data and results 


37.9 + 13.4 years 
M=9, F=2 
24.5+4.5 

18.64 + 5.5 min 
21.18 + 5.1 min 
5.06 + 1.16 min 
99.5 + 21.4 min 
104.6 + 22.09 min 
253.36 + 27.19 min 
0.9+0.8 

1.38 + 0.7 mg/dL 


Age 


Sex 
BMI 
Artery suturing time 


Vein suturing time 

Warm ischemia time (WIT) 

Cold ischemia time (CIT) 
“Total ischemia time (TIT) 

Total operative time 

Hb drop 

Mean creatinine at 1 months 


—eArterial DT —= Vein DT —— Bladder DT —= Bench Time 


Arterial / Vein / Baldder Time 
Bench Time 


0 r 1 1 r 1 r r 1 r 0 
1 2 3 4 5 6 7 8 9 10 11 


Fig. 19.6 Graph Showing robotic bed preparation time, arterial, venous, bladder dissection time 
and bench dissection time 


Exclusion criteria: Major previous abdominal or lower urological tract surgery. 
Patient with high anesthetic risk > ASA 3. Marginal donors, second transplant. 

Our experience: Eleven patients were operated from December 2014 to march 
2015. Demographic data is shown in Table 19.1. Average age of patient was 
37.9 + 13.4 years, they included nine male and two female, average BMI was 
24.5 + 4.5. Average robotic Arterial, venous and bladder dissection time in the 
recipient was 7.13 + 3.9 min, 6.4 + 3.1 min and 5.9 + 1.8 min (Fig. 19.6). Time 
taken for arterial and venous suturing was 18.33 + 6.1 min and 20.2 + 5.1 min 
respectively (Fig. 19.7). Mean operative time was 251.33 + 29.79 min, WIT and 
CIT were 5.05 + 1.16 min and 99.5 + 21.4 min respectively (Fig. 19.8). Mean serum 
creatinine at discharge was 1.38 mg/dL and at 3 months 1.1 mg/dL (Fig. 19.9). 
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Fig. 19.7 Graph showing arterial, venous suturing time along with ureteroneocystostomy time 
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Fig. 19.8 Graph showing warm and cold ischemia time for all 11 cases 
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Fig. 19.9 Graph showing creatinine trend in all 11 cases 


None of the patients required conversion to open, three developed complication 
in preoperative period, one developed pyelonephritis which responded to conserva- 
tive management. 


Discussion 


Feasibility and safety of robotic renal transplant (RRT) surgery has been demon- 
strated in few studies. Two prominent centres from India, Modi et al. [3-5] from 
Department of Urology, H. L. Trivedi Institute of Transplantation Sciences, 
Ahmedabad, Ahlawat et al. [3, 4, 6] from Kidney and Urology Institute, Medanta— 
The Medicity, Gurgaon, have published their work on robotic renal transplant 
(Table 19.2). 

The highlights of there technique included: use of a hand-access platform the 
GelPOINT device (Applied Medical Resources Corp, Rancho Santa Margarita, CA, 
USA), which was used through a midline paraumbilical incision. Patient was put in 
trendlenburg position and ports ere placed like in robotic prostatectomy. Kidney 
was engrafted through the hand access device. The graft kidney is wrapped in a 
gauze jacket filled with ice slush with an opening to allow egress of the hilar struc- 
tures. Aortic punch was used for arteriotomy through the gelpoint. To achieve hypo- 
thermia ice slush was introduced into the bed, by modified Toomey syrines with 
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Table 19.2 Showing comparative data of robotic renal transplant in different series 


Giulianotti 
Variable Our study Menon et al. et al. Boggi et al. 
Patient position Steep Steep Left lateral Left lateral tilt 
trendlenburg trendlenburg with 15° 
Split leg split leg trendlenburg 
Robotic docking Between the Between the | From right From right side 
legs legs side 
Incision Pfannenstiel Vertical Vertical Suprapubic 
midline midline horizontal 
paraumbilical | paraumbilical 
Hand port Not used Gelpoint Lap disc Lap disc 
Hypothermia Graft Small Not used Not used 
hypothermia cylinders of 
jacket ice slush 
placed over 
the kidney 
Suture used PTFE 6-0 PTFE 6-0 PTEF 6-0 PTFE 6-0 
Camera port Supraumbilical | Through the Left to mid Left to mid line 
midline Gelpoint line infraumbilical 
infraumbilical 
Ureteric reimplant Redocking of Redocking of | Robot Open 
robot was not robot was not | re-docking reimplantation 
required required done done 
Retrperitonealisation Done Done Not done Done 
Complications Pyelonephritis-1 | One 
Lymphocele —1 | reexploration 
for 
hemorrhagic 
drain 


their nozzle cut off. Toomey syringe were introduced into abdomen by gelpoint. 
Temperature probe was used to measure the pelvic bed temperature. Anastamosis 
was done using an ePTFE suture (Gore-Tex CV-6; W. L. Gore & Associates Inc., 
Flagstaff, AZ, USA). 

Though the feasibility has been shown, there is no standardization of procedure. 
There are challenges that robotic renal transplant surgeries pose. These include 
learning curve associated robotic intracorporeal suturing, maintaining hypothermia, 
engraftment of kidney, reorientation of graft in abdominal cavity, anastamosis, ret- 
roperitonealisation preventing torsion of grafted kidney, the operative time should 
not be very long, procedure should not be very costly and lastly the sutures used for 
vascular anastamosis are very fine and as there is no tactile feedback from robotic 
arms it is very difficult to determine the amount of force that can be applied on the 
sutures this make suturing more challenging. 

Maintaining hypothermia has been an issue in RRT, initial studies have not used 
hypothermia and have done RRT in warm ischemia Oberholzer et al. [7] and Tsai 
et al. [2] and their mean WIT was 48 and 67 min respectively. Menon et al. have 
used hypothermia and have put kidney into a bag with ice and placed the bag into 
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abdominal cavity through a hand access port (Gel point) [3, 4]. On this bag made of 
cotton they put small ice cylinders, made by putting ice slush in Toomey syringe and 
these cylinders are dispensed through the gelport [4]. 

The ice comes in contact with the peritoneum spreads over a larger and it is dif- 
ficult to ensure that the ice remains in contact with the kidney. We use a hypother- 
mia jacket and place kidney into it so that ice does not come direct contact with the 
kidney as well as the peritoneum, but at the same time is continuously around the 
kidney without spreading into the peritoneum. Once the kidney is placed into the 
peritoneum and robot docked after closure of incision there is no need to undock 
and redock the robot in our technique. We do not undock the robot once it is docked, 
for engraftment we just uncouple the camera arm and the left robotic arm. We don’t 
use hand port to perform the procedure so this may significantly decrease the cost. 

We perform the anastamosis using PTFE 6-0 sutures GORE-TEX™). PTFE 
sutures have high tensile strength, slide through easily and good knotting proper- 
ties. Though initial few studies used prolene for vascular anastamosis now majority 
of the groups are using PTFE suture for vascular anastamosis. Menon et al. use 
vascular punch to do arteriotomy, we use standard robotic scissors to make arterial 
incision [4]. 

Giulianotti et al. demonstrated used of robotic renal transplants in obese and 
super obese with the mean BMI 42.6 + 7.8 kg per m’, they showed a decreased 
incidence wound infection [8], in our cohort mean BMI was 24.5 + 4.5 kg per m’. 

During these 11 cases we experienced some intra operative complications and 
lessons were learned. In one of the cases after the anastamosis we realized that kid- 
ney had been placed upside down, so ureter was anastamosed with the native ureter, 
patient is doing well, has a normal graft function and nadir creatinine after 3 months 
was 1.28 mg%. Lessons learnt were it is absolutely essential to orient the kidney and 
recheck it at all stages of surgery. The open end of the hypothermia jacket should 
correspond to the upper pole while introducing the graft into the jacket and a strong 
tie should be placed at the open end of hypothermia jacket, this will help in orienta- 
tion. As a convention we take prolene-tagging stitch from the vein at the lower pole 
and from the artery at the upper pole. Ureter is also tagged by a vycril from the “v” 
of spatulation, this helps in orientation and identification of ureter. 

It is quintessential to drop the bladder down while bed preparation, if this is not 
done bladder may get opened while completing the engraftment incision as it hap- 
pened in one of our cases. 

All the venous branches should be meticulously ligated, in one of our case there 
was bleeding from one of the unattended branches after releasing the clamp and it 
was very difficult to take control of it robotically after the anastamosis. 


Limitation of Our Study 


The cohort is small; there is no randomized comparison with open kidney transplants. 
Implications of pneumoperitoneum on graft is not studied. Advantages of minimal 
access surgery like postoperative pain score, recovery have not been studied. 
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Conclusion 

Robotic renal transplant is safe and feasible. The graft function at discharge is 
same as in open renal transplants done at our centre. Our concept of graft hypo- 
thermia jacket can reliably produce hypothermia. RRT can be effectively done 
without use of hand access ports and this will also bring down the cost. Graft 
orientation intra abdominally is crucial step and require lot of diligence. We pro- 
pose to conduct a randomized control trail between open and robotic transplant 
surgeries to establish or refute the superiority of this procedure. 
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Robotic Pyeloplasty in Infants 20 
and Toddlers 


Arvind P. Ganpule 


Introduction 


Pyeloplasty has been considered to be the gold standard for management of pelvi- 
ureteric junction obstruction. It can be performed in a number of ways. The well 
described approaches to pyeloplasty include, laparoscopy, robotic and the gold stan- 
dard open approach. The obvious advantages of robotic approach include better 
vision dexterity and ability to suture with three dimensional vision. The advantages 
of robotic pyeloplasty are more obvious in paediatric age group. The suturing in 
pediatric patients presents with a unique set of challenges. In this chapter, we 
emphasise the difficulties associated with robotic pyeloplasty. 


Difficulties and Solutions 
Stenting 


The debate is ongoing as regards the optimal approach for stenting. The concerns 
include theoretical risk of injury to the urethra due to repeat manipulations while 
insertion and removal of the stent. In addition other concerns include selection of 
appropriate size of the stent and the timing of insertion of the stent, either preopera- 
tive or postoperative. 
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Timing 


Inserting the stent preoperatively helps to avoid the risk of misplaced stent when 
placed antegrade. Misplaced double J stent can be avoided by filling the bladder and 
ensuring that the efflufrom the side holes of the stent is clear. The disadvantages of 
placing a stent preoperative are that the pelvicalyceal system remains collapsed 
hence making the dissection difficult. The difficulty is further enhanced if the ure- 
ters pelviureteric junction is placed posterior. 


Options Available for Stenting 
(a) Antegrade stenting 


The advantage of placing a antegrade stent is that the urethral manipulation is 
avoided. The stent can be placed using a 18 Gauge angiocath or a mini port. A few 
requisites which require to be followed are that the bladder should be full if there is 
any doubt regarding the position of the stent methylene blue can be instilled to see 
for efflux from the side holes. The size of the ureteral stent depends on the age of 
the patient. A modification of a antegrade stent would be placing a antegrade ure- 
teric splint Bhattu et al. has described this modification wherein they achieve a 
ultrasound guided puncture thereafter a ureter ice catheter is used as a splint, this is 
kept across as a splint [1]. The percutaneous nephrostomy is removed on the 5th day 
while the ureteric catheter is removed a day after. 


(b) Retrograde ureteropyelogram and stenting 


Our preference is to perform a retrograde ureterogram before every robotic 
pyeloplasty. The advantage of performing this in are it provides a distended pelvis 
which assists in dissection. Second, a difficult spatulation of the ureter can be aided. 
At the end of the procedure the splint can be exchanged for a stent. 


(c) Preplaced double J stent 


This may avoid manipulations perurethrum however it is associated with non 
distension of the pelvis which will make the dissection of the pelviureteric junction 
difficult. 


Procedure and Trouble Shooting 


Prior to positioning, the eyes were medicated and strapped with tapes (Fig. 20.1). 
The patient is brought to the edge of the table and strapped and padded. The padding 
is done with soft foam pads or cotton. The patient limb was covered with cotton 
roller pad and air warmer. The intraabdominal pressure (IAP) was kept between 
8-10 mmHg for infants and 10-12 mmHg for older children. 
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Fig. 20.1 Positioning of 
patient with appropriate 
strapping 


Fig. 20.2 The box stich 
helps to maintain the port 
in position 


We position the patient in a semisupine position in contrast to 45° oblique posi- 
tion as in standard laparoscopy (LP). An umbilical skin crease incision is given so 
that the incision is hidden in the umbilical skin fold. The incision was deepened to 
enter the peritoneum. Thereafter, anchoring fascial stitches also known as “box 
stich” (Fig. 20.2) are taken with a RBI needle on a Vicryl (Ethicon Inc.). The first 
port was inserted which is either a 11-mm robotic port if an adult camera was to be 
used or a 5-mm robotic port if a 5-mm robotic camera was to be used Once the 
initial inspection of the peritoneal cavity was done, the patient was turned so that the 
PUJO was brought in vision. Thereafter, the remaining two 5 mm ports were inserted 
under vision. Depending upon the discretion of the operating surgeon in some cases, 
a 5-mm fourth port (assistant port) is also placed (Fig. 20.3), for passing of suture 
material and/or for suction. 


Technicalities of Pyeloplasty 


The renal pelvis and the ureter were adequately dissected to ensure a tension-free, 
dependent anastomosis. The renal pelvis is brought in optimal position by a hitch 
stitch which is passed percutaneously and passed through the anterior pelvis; this 
helps us to align the pelvis in proper position. A hitch stitch in effect also helped in 
reducing the need to insert an additional port for retraction (Fig. 20.4). 
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Fig. 20.3 The complete 
port positioning 
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Fig. 20.4 The transabdominal stich helps in orienting the pelvis with the ureter and helps in 
avoiding a additional port 


The posterior layer is sutured first followed by the anterior. If antegrade stent- 
ing is contemplated, this is done taking the first stitch of the anterior layer 
(Fig. 20.5). The instruments used are robotic hook (Monopolar), robotic scissors 
(non-energized), and robotic needle holder. The 6° of freedom allows spatulation 
of ureter with ease. Console surgeon setting for movement is set at “ultrafine,” 
which helps in graded movement of the arms. The role of the bedside surgeon was 
critical as he is responsible for introduction of laparoscopic instruments and bed- 
side maneuvers such as introduction and removal of needles and hitch stitches. 
The surgeon needs to be aware of the needle size compatibility with port size. 
Typically, a RB1 needle passes through an 8- and 5-mm port. The surgeon should 
avoid grasping the suture during the pass. The position of the virtual center on the 
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Fig. 20.6 The importance of positioning of the virtual center in pediatric patients 


robotic trocar was critical in infants, far too in or out a virtual center would lead 
to crowding of instruments in the abdomen and make the case more challenging 
(Fig. 20.6). 


Difficulties 


Positioning 

Ports: Due to the small working space retaining the ports in the same position remains 
a challenge. This limitation results in an extra length of port remaining outside the 
body. The instrument thus act like a type 2 lever. A type one lever is one in which 
equal length of instrument remains inside and outside the human body. Any laparo- 
scopic or robotic instrument should aim to be a type 1 lever. Such an arrangement 
adds value from an ergonomic stand point. The ports are retained in position by using 
the box stich (A stich on 3/4th circle needle passed through the fascia. In addition, 
the tegaderm sheet helps in maintaining the ports in position (Fig. 20.7). 
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Fig. 20.8 Although the 5 mm instruments are smaller in size they in fact in our opinion can be 
counterproductive as the amount of instrument remaining inside the abdomen thus reducing the 
intracorporeal space available 


Instruments 


Although the 5 mm instruments are smaller in size and seem to be suitable for pedi- 
atric patients, they in fact in our opinion can be counterproductive as the amount of 
instrument remaining inside the abdomen thus reducing the intracorporeal space 
available (Fig. 20.8). 


Discussion 


Robot has advantage in reconstruction in procedures requiring suturing, and it is 
not clear from the present literature as to how this advantage can be translated into 
faster recovery and better results [2]. There are published series in the past describ- 
ing the in adults, but there is paucity in the literature describing the outcome in 
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small children. The operating times’ perioperative outcomes and results were com- 
parable in these series [2, 3]. Toddlers and infants (children less than 20 kg of 
weight) present with unique set of challenges in our center experience which 
include small intraabdominal working space, smaller instruments, and suture mate- 
rial which potentially challenges movement of instruments and suturing. In this 
context, it is felt that the advancement of pediatric robotic urologic procedures has 
not kept pace with advances in other subspecialties; one of the reasons could be 
underdeveloped instruments. In our series, we used both the 5-mm robotic instru- 
ments and the 8-mm instruments. We note that the hinge of the 5-mm robotic 
instruments used for pediatric cases are positioned farther toward the shaft, as 
compared to 8 mm robotic instruments (generally used in adults); hence, the 
amount of space available intraabdominally in these small patients is potentially 
compromised. In addition, the 5-mm robotic instruments do not have all degrees of 
freedom as seen in 8 mm robotic instruments. The instruments we used for dissec- 
tion and suturing were Maryland forceps in the non-dominant hand and robotic 
hook in the dominant hand. The 8-mm port has a choice and versatility of a number 
of instruments to be used. The ports tend to slip out easily in these small patients 
because of smaller working space makes. In all the cases, fascial anchoring sutures 
were taken prior to initiation of the procedure during the step of port insertion. The 
ports in our series were fixed with Tegaderm adhesive (Fig. 20.4). The Tegaderm 
dressing helped in retaining the port in position without the risk of extrusion during 
the procedure. The virtual center on the robotic trocars was wit attempted to be 
kept on the abdominal wall. The figure depicts the reason for increased clashing in 
children [4]. 


Summary 


Robotic pyeloplasty in children less than 20 kg of weigh present with unique chal- 
lenges in suturing, stent placement. The 8 mm robotic trocars work well as pediatric 
instruments rather than the 5 mm trocars. The tegaderm dressing helps to keep the 
ports in position. The seven degrees of freedom and magnification help to enhanced 
perform the suturing with enhanced dexterity and ease. 
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Difficulties in Laparoscopic Urologic 2 1 
Surgery in Kidney Transplant Patients 
and Obese Patients 


Mahesh R. Desai and Arvind P. Ganpule 


Introduction 


Laparoscopic surgery has become an established procedure for surgical manage- 
ment of most benign and malignant urologic conditions. Laparoscopic nephrectomy 
can be performed either by a transperitoneal or retroperitoneal approach. The com- 
plexity of the surgery directly relates to the chronic kidney disease (CKD) for which 
the surgery is to be performed. Laparoscopic interventions may be required in the 
following situations namely, pretransplant nephrectomy for stones in the native kid- 
ney, pyonephrosis, autosomal dominant polycystic kidney disease (ADPKD), pre- 
transplant orchidectomy for an intra-abdominal testis, post-transplant lymphocoele 
marsupilisation and laparoscopic-assisted placement of a Tenckoff catheter. The 
approach to any given case is a matter of personal preference — it should be chosen 
depending on the comfort level of the surgeon. 

Laparoscopy becomes challenging in conditions such as xanthogranulomatous 
pyelonephritis (XGPN) and pyonephrosis in obese and CKD patients due to the 
attendant comorbidities. This chapter deals with the anticipated problems in treating 
obese patients and laparoscopy in patients with CKD. 


Preoperative Evaluation for Laparoscopy in Kidney Transplant 
Patients 


There should be close coordination between the nephrologist, anesthetists, and the 
surgeon. Preoperative dialysis needs, postoperative dialysis timings and dosage 
requirements should be determined. Patients on hemodialysis usually require 


M.R. Desai, MS, FRCS(Edin), FRCS(Eng) (è<) 
A.P. Ganpule, MS(Sur.) DNB(GU sur.) MNAMS 

Division of Laparoscopic Surgery, Department of Urology, Muljibhai Patel Urological 
Hospital, Nadlad, Gujarat, India 

e-mail: mrdesai@ mpuh.org 


© Springer International Publishing AG 2018 285 
A. Al-Kandari et al. (eds.), Difficult Conditions in Laparoscopic Urologic Surgery, 
https://doi.org/10.1007/978-3-3 19-5258 1-5_21 


286 M.R. Desai and A.P. Ganpule 


dialysis preoperatively within 24 h of the surgery to reduce the risk of overload and 
hyperkalemia. Patients on peritoneal dialysis should preferably switch over to 
hemodialysis prior to surgery. In post-transplant patients, the nephrologist should be 
consulted for immunosuppressive dosing, monitoring and adjustment. 


Pre-transplant Nephrectomy for Adult Polycystic Kidney 
Disease 


Bilateral simultaneous or staged nephrectomy is needed in patients with adult poly- 
cystic kidney disease. The indications being large size, recurrent urinary tract infec- 
tions (UTI), abscesses, calculus, and hemorrhage in the cysts [1]. Few studies have 
observed a increased risk of urosepsis with an origin in the cyst in patients who were 
not nephrectomised [2]. The tradeoff in this aspect is reduced risk of infection in 
patients who underwent nephrectomy, but at the cost of increased perioperative risk, 
loss of diuresis, and managing an anephric state [3]. 

The other issue is if unilateral nephrectomy is better than bilateral nephrectomy. 
In the authors’ experience, a bilateral simultaneous nephrectomy is preferred, as the 
patient is subjected to anesthesia once and hence, less perioperative risk. Furthermore, 
the authors have observed that if staged nephrectomies are performed a few days 
apart, the peritoneal adhesions hinder the dissection and make the procedure more 
challenging. Lastly, performing a bilateral simultaneous nephrectomy decreases the 
time to transplantation. On comparing the open approach with the laparoscopic 
approach, the hospital stay, blood transfusion rate and analgesic requirements are 
significantly less. In the authors’ opinion, a shorter convalescence leads to better 
preoperative preparation for transplantation [1]. 


Operative Considerations in ADPKD 


The authors perform the procedure by a transperitoneal approach. The patient is 
placed in a 45-degree oblique position. Prior to induction, the patient is catheterized 
and a nasogastric tube is inserted to help decompress the stomach and the bladder 
and to avoid injury during port insertion. During positioning, utmost care should be 
taken to avoid airway-related mishaps and nerve injury. Bony landmarks and pres- 
sure points should be padded and the patient adequately strapped in. 

The major concerns in a laparoscopic approach for ADPKD is positioning and 
placement of ports. The proper position should be selected after reviewing the CT 
scan. A surface marking of the landmarks should be performed. The authors prefer 
creating the pneumoperitoneum with a closed technique using a Verres needle. The 
needle is inserted in the midclavicular line and a 12-mm working port is inserted at 
this point. A 5-mm port is inserted subcostally for the left-hand instrument. The 
camera port is inserted towards the midline (Fig. 21.1). In addition to the above- 
mentioned port configuration, a port is inserted on the right side for liver retraction. 
On either side, an extra 5-mm port is inserted for retraction, if required. 
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Fig. 21.1 Port placement 
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Fig. 21.2 Steps in pretransplant nephrectomy for bilateral ADPKD 


The dissection starts by reflecting the colon along the white line, identifying the 
ureterogonadal packet and then proceeding towards the hilum. The renal vessels 
should be secured as quickly as possible (Fig. 21.2). A key point is that the 
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dissection should be outside Gerota’s fascia as this prevents rupture of the cysts, 
which contain a noxious fluid that may lead to chemical peritonitis. If a cyst acci- 
dently ruptures, every attempt should be made to perform a thorough peritoneal 
lavage. Aspiration of these cysts may also be considered, as this maneuver reduces 
the amount of cystic fluid escaping into the peritoneal cavity, helps reduce kidney 
size, and ultimately aids retrieval. A potential problem in these patients is injury to 
adjacent organs which include intestines, colon, spleen, and liver [1]. 
Some points of emphasis: 


Proper preoperative assessment, which should include a CT scan 

Adequate preoperative hemodialysis 

Proper positioning and placement of ports for comfortable dissection 

The dissection plane should be beyond cyst and Gerota’s fascia to avoid cyst 

rupture. A thorough peritoneal lavage is necessary at the completion of the 

procedure. 

5. Slow and meticulous dissection to prevent adjacent organ injury 

6. The authors retrieve the specimen through a midline umbilical incision, as this 
helps to avoid incision in either iliac fossa. The specimen can be removed after 
morcellation, which appears to have the advantage of reducing the operative time 
and decreases the theoretical risk of hernias due to a shorter incision [4]. 
However, this does not offer an optimal histopathological evaluation. 

7. In bilateral simultaneous procedures, prior to changing the position, ensure that 
there are no electrolyte disturbances before commencing the opposite side. 

8. Bilateral simultaneous nephrectomy whenever possible [1]. 
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Pretransplant Nephrectomy in Infective Conditions 
and Previously Operated Cases 


Laparoscopic nephrectomy is challenging in situations involving fibrosis and 
inflammation such as pyonephrosis, tuberculosis, and XPGN. Surgeons should 
embark on this surgical exercise only after gaining adequate surgical experience. 
Certain technical issues merit consideration while performing laparoscopic nephrec- 
tomy in this difficult patient group. 


The Approach 


The authors’ preference is the transperitoneal approach since it offers a large work- 
ing space and readily identifiable landmarks. This is especially important in 
situations such as nonfunctioning kidneys due to tuberculosis and XGPN where the 
course of the disease leads to abnormal orientation of hilar structures. An added 
advantage with the transperitoneal approach is that the bowel and the colon 
are adherent to the kidney. The approach also offers a unique opportunity to visual- 
ize the colon and adjacent structures and perform meticulous dissection, hence 
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minimizing the chance of injury. It also facilitates the separation of colon and mes- 
entery from the underlying gerotas. 

However, one of the drawbacks of this approach is the potential exposure of the 
peritoneum to infective contents. In such situations involving pyonephrosis and/or 
XGPN, preplacing a percutaneous nephrostomy may also be helpful. 


Securing the Hilum 


Securing the hilum may be challenging in conditions involving renal tuberculosis 
and XGPN. With these two conditions, dense scarring of perihilar tissues may occur 
that make dissection of the hilum difficult. In contrast with calculus pyelonephritis, 
pyonephrosis, and ADPKD, the renal hilum is relatively spared and the main chal- 
lenge lies in mobilizing the colon and other structures from the kidney. Although en 
bloc stapling of the renal hilum has been described in such situations, the authors 
prefer to individually ligate the artery and vein as much as possible. In situations 
where individual dissection of artery and vein is not possible laparoscopically, the 
authors prefer to transfix the pedicle through a small incision after the remainder 
mobilization of the kidney. 

The authors retrospectively analyzed data from 84 patients with benign inflamma- 
tory diseases who underwent laparoscopic nephrectomy and compared their data with 
data from 94 matched patients undergoing open nephrectomy. The renal hilum was 
relatively unaffected in patients with pyonephrosis and calculus pyelonephritis. 
Pleural entry was more common (P < 0.0001) in the open group, and visceral injury 
was more common in the laparoscopic group (P = 0.04). Blood transfusion was neces- 
sary in 7% and 11% of patients in the laparoscopic and open groups, respectively. 
Open conversion was required in eight cases (ADPKD: three; pyonephrosis: two; 
XGPN and calculus pyelonephritis: three). Intestinal obstruction that required lapa- 
rotomy and adhesinolysis developed in one patient in the laparoscopic group [5]. In 
many cases, previous peritoneal adhesions may have hampered the pneumoperito- 
neum with closed technique. In these situations, the use of open or Hasson’s technique 
is prudent or alternatively, a subcostal access at the “palmars” point can be achieved. 
Later, a needloscope can be introduced through the Verres and the initial trocar intro- 
duced. This approach helps to avoid bowel injury. The debate continues as to whether 
a transperitoneal or retroperitoneal approach is advantageous in patients with XGPN. 


Laparoscopic Marsupilisation of Post-transplant Lymphocoele 


The incidence of post-transplant lymphocoele varies from 1% to 18% [6,7]. The 
treatment is indicated in expanding collections, causing obstruction and steady 
decline in function. The various treatment options available are needle aspiration 
and external drainage with or without sclerotherapy. Marsupilization of lymphocele 
can be done either with the open or laparoscopic technique. Laparoscopic marsupil- 
ization is a safe, effective method. 
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The Technique 


After Foley catherization and nasogastric tube insertion, a Verres needle is placed at 
the umbilicus followed by insertion of a 10-mm port at the same site. The intra- 
abdominal pressure is kept at 15-mm Hg, and 5- and 10-mm trocars are then inserted 
under direct vision in the contralateral and ipsilateral iliac fossae, respectively. The 
key to success in this procedure is identification of vital structures, namely the ure- 
ter, the graft, and the bladder (Fig. 21.3). 

The patient is placed in a head low position. Typically, the lymphocele is identified 
as a shining, bluish bulge separate from the allograft that typically transmits light. 
Upon identification, the lymphocele is further confirmed with needle aspiration. The 
fullest aspect of the bulge should be incised with a cautery or a scissors (Fig. 21.4). It 
is of utmost importance that all the bleeding edges be adequately secured. At times the 
omentum may be interposed in the lymphocele cavity, which improves results. 


Port postioning 


12 mm 


5mm 5mm 


Port placement Peritoneoscopy 


Fig. 21.3 Port placement for laparoscopic marsupilization of post-transplant lymphocele 


Laparoscopic marsupilisation 


Fig. 21.4 Laparoscopic identification of a lymphocele 
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The head low position helps by allowing the bowel to fall away from the opera- 
tive field. This, apart from identification of the lymphocele, also helps in preventing 
inadvertent injury to the intestines. 

Before incising the lymphocele, it is of utmost importance to identify its limits. 
Gentle probing also helps in this regard and the lymphocele also readily transmits 
light. In difficult situations, intraoperative laparoscopic sonography may be of ben- 
efit [8]. Filling and draining the bladder with an indwelling Foley catheter or alterna- 
tively probing the bladder with a laparoscopic grasper helps to prevent bladder injury. 
Matin and Gill [9] have described the use of an internalized peritoneal dialysis cath- 
eter for recurrent inaccessible lymphocele. In this technique, the lymphocele is local- 
ized with the help of a sonographically guided needle in the lymphocele cavity after 
port placement. The dissection proceeds meticulously around the needle until the 
collection. If an adequate omental tag cannot be brought down to the lymphocele, a 
cable catheter is placed. This technique cannot be used in infected lymphocele. The 
identification of lymphoceles will be difficult at times due to anatomic distortion or 
excessive fat. These problems can be overcome with the use of preplaced transperi- 
toneal guidewires or angiography catheters [10]. This requires CT guidance and has 
a theoretical risk of peritoneal infection. Laparoscopic lymphocele marsupilization 
cannot be done in small symptomatic lymphocele, extremely lateral lymphocele, and 
those patients having extensive bowel adhesions or an interposing bowel. 


Laparoscopic Assisted Insertion of a Continuous Ambulatory 
Peritoneal Dialysis (CAPD) Catheter 


The perceived advantages of laparoscopic assisted insertion of a continuous ambu- 
latory peritoneal dialysis (CAPD) catheter over open insertion is low incidence of 
visceral injury, improved ability to perform repair of hernia and omentectomy and 
the potential to perform the procedure as a day case. The laparoscopic approach can 
also be utilized as a rescue therapy for malfunctioning catheters [1 1—13]. The disad- 
vantages are problems associated with pneumoperitoneum (such as decreased car- 
diac return), port site hernias, and occasional port-related visceral injuries [14]. 


The Technique 


The authors create an initial pneumoperitoneum and insert a 12-mm port at the 
umbilicus. Two 5-mm trocars are inserted in both the iliac fossa (Fig. 21.5). An 
18-gauge diamond tip needle is inserted just beneath the umbilical port and a guide 
wire is passed, followed by a 14-F fascial dilator under vision. A Tenckoff catheter 
is passed under vision and sutured with the pelvic wall. Later, with the help of a 
dilator, the catheter is tunneled through the subcutaneous tissues, and then the cath- 
eter is flushed to prevent blockage. The authors feel that the advantage of using 
three ports is the ability to suture the catheter to the pelvic wall with intracorporeal 
sutures. 
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Laparoscopic assisted PD catheter insertion 


ro 


18 Gauge needle inserted under vision Guide wire passed 


14 Fr Screw dilator PD catheter passed over Alkens rod 


Catheter sutured in the pelvis 


Fig. 21.5 Steps in the authors’ technique of laparoscopic CAPD catheter placement 


In a technique described by Hodgson et al., a novel method of two ports with a 
“add a cath” sheath is used [14]. Santarelli et al. [11] report on the use of laparos- 
copy for treating malfunctioning peritoneal dialysis catheters. According to their 
report, the major cause for malfunction was omental wrapping. 
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Table 21.1 Outcome in laparoscopic donors in relation to BMI 


Group 1 Group 2 

(BMI < 30) (BMI > 30) 
Parameter (n = 320) (n= 41) P-Value 
Operative time (min) 156 + 46.5 160 + 54 NS 
Number of ports 3.20.5 4.0 + 0.7 P <0.05 
Dose of analgesia (mg) 99 + 64 110 + 64 NS 
Starting oral fluids (h) 19.73 20+3 NS 
Drop in PCV (%) 4.8 +2.3 6.2 +3.2 NS 
Duration of hospital stay (days) 3.0 + 0.2 4.5 + 0.6 P<0.05 
Warm ischemia (min) 5.84 1.9 6.0 + 2.0 NS 

‘Total ischemia (min) 55 + 8.7 58 + 16 NS 


Bivariate analysis of patients undergoing laparoscopic donor nephrectomy using Pearson’s corre- 
lation coefficient (two-tailed). The only significant correlation found was the number of ports and 
the length of hospital stay 


Laparoscopic Urology in Obese Individuals 


Traditionally, obesity has been considered as a relative contraindication for laparos- 
copy [15]. Obese patients are considered to be at risk for a variety of reasons. They 
are at increased risk of developing heart disease, diabetes and hypertension. Obesity 
also poses a unique challenge to an anesthesia team as obesity is considered to be an 
independent risk factor for deep vein thrombosis. 

Kurzer et al. describe a few modifications for laparoscopy in obese patients. The 
table should be customized to bear the additional weight of the patient. Pressure 
points should be adequately padded. Kurzer et al. describe the use of a bean bag for 
this purpose. The patients should also be placed on aggressive deep vein thrombosis 
prophylaxis [15]. 

While achieving pneumoperitoneum, the ports should be placed more laterally 
than usual. Occasionally in these patients there may be a need to use extra long 
instruments and ports, particularly for the dissection of the upper pole. These strate- 
gically placed ports and instruments help reduce the distance to the kidney and 
prevent the bowel from obstructing the view. At the conclusion of the procedure, it 
is vital to close the ports (10 mm/12 mm) with a port closure device. 

In their analysis of outcome in obese patients, Boorjian et al. concluded that 
body mass index (BMI) was not an independent predictor of positive surgical mar- 
gins, complications, incontinence or erectile function in patients undergoing robot- 
assisted laparoscopic prostatectomy. They noted that these patients had longer 
operative room times which did not translate into greater risk of other complications 
[16]. The authors evaluated data from laparoscopic donor nephrectomies performed 
on donors that had a BMI of less than 30 and donors that had a BMI of more than 
30. Patients with a higher BMI had significantly longer hospital stays and required 
more ports for dissection (Table 21.1). Jacobs et al. also compared markedly obese 
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patients (BMI more than 35) and patients with BMIs less than 30 that were sched- 
uled for laproscopic nephrectomy. They observed that the donor operation in the 
markedly obese patient was significantly longer by an average of 40 min. Obese 
patients were more also likely to have a conversion to open surgery. 17 


Conclusion 


Risk reduction strategies in patients with chronic kidney disease and obesity 
involve proper preoperative evaluation, adherence to meticulous surgical princi- 
ples, and adequate surgical expertise to deal with difficult situations and 
complications. 
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Difficulties in Laparoscopic 2 2 
Retroperitoneal Lymph Node Dissection 


Ahmed E. Ghazi and Günter Janetschek 


Nonseminomatous Germ Cell Tumors 


Malignant testicular cancers, both seminomas and nonseminomatous germ cell 
tumors (NSGCT), can be cured with a very high success rate when correctly man- 
aged. For seminomas, retroperitoneal lymph node dissection (RPLND) is rarely 
indicated. For NSGCTs, which differ substantially from seminomas, the mainstays 
of successful management are RPLND and chemotherapy, used either alone or in 
combination. However, RPLND and chemotherapy are both associated with spe- 
cific morbidities, which increase significantly if the two therapies are combined. 
Because the therapeutic efficacy of RPLND cannot be further improved signifi- 
cantly, the goal in management of low-stage NSGCT and especially of clinical stage 
I NSGCT is reduction in morbidity without compromising the cure rate. 


Indications and Therapeutic Concepts 
Clinical Stage | 


About 25-30% of patients with clinical stage I NSGCT have occult lymph node 
metastases in the retroperitoneum that cannot be diagnosed preoperatively, even 
with the most sensitive imaging techniques available [1, 2]. However, in up to 20% 
of patients whose lymph nodes give suspicious computed tomography (CT) results, 
the pathologic analysis shows stage I disease [3]. 
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Fig. 22.1 Outline of the 
midline exploratory 
incision for open RPLND, 
contrary to the trocar site 
incisions for laparoscopic 
right RPLND (marked by 
the arrows) 


In general, RPLND is considered the only method that can immediately and reli- 
ably identify lymph nodes suspected of metastatic involvement without the poten- 
tial for false-positive results. In replacing open RPLND with laparoscopic RPLND, 
the aim is to decrease surgical morbidity substantially while maintaining a compa- 
rable diagnostic accuracy. Short-term morbidity is comparable to that of major 
intra-abdominal surgery, but long-term morbidity is even more striking and includes 
loss of antegrade ejaculation and the formation of a long scar that impairs most 
young patients throughout their lives (Fig. 22.1) [4]. 

However, RPLND is considered in some countries as a second-line therapy with 
first-line therapy being either wait-and-see (low risk) or primary chemotherapy 
(high risk). There are, however, still several arguments in favor of RPLND. A 
relapse may be difficult to detect in a marker-negative patient. Therefore, wait-and- 
see is not a valid option in this situation. The same is true in a patient with poor 
compliance. Primary chemotherapy carries the risk of late recurrence with NSGCT 
containing chemoresistant tumor [5]. In summary, the indications for laparoscopic 
RPLND are the same as for open surgery. Previous surgery or obesity never were 
considered contraindications as neither resulted in conversion in the authors’ series. 

The concept presented here, although still debatable, is that RPLND should be 
performed for diagnostic purposes only, implying that treatment for patients with 
pathologic stage II will be combined with adjuvant chemotherapy. 


Stage Il After Chemotherapy 


Stage Ila 
This stage is treated similarly to clinical stage I with primary chemotherapy, and 
additional RPLND is usually not indicated. 


Stage llb 

Due to high relapse rates after therapeutic RPLND for stage II NSGCT (between 
34% and 55% for stage IIb), [4, 6, 7] relying on surgery alone in stage II disease 
without adjuvant chemotherapy would entail the same or even more problems as 
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surveillance in clinical stage I disease. Therefore in tumors of 2-5 cm in size prior 
to chemotherapy, therapy is started with two cycles of PEB. Further chemother- 
apy, which is usually given to increase safety but has no more therapeutic impact 
once there is no more vital tumor, is replaced by laparoscopic RPLND. The ben- 
efit of this approach is twofold. The patient is spared unnecessary chemotherapy, 
and in a substantial proportion of patients, chemoresistant mature teratoma will be 
removed as well. Thereby, the effect of chemotherapy is well documented. 
Normalization of markers is a prerequisite to perform surgery. In the authors’ 
experience, morbidity of laparoscopic RPLND is clearly less than morbidity of 
further chemotherapy. In this context, morbidity of chemotherapy increases expo- 
nentially cycle by cycle. 


Stage llc 

Laparoscopic surgery is only indicated in selected smaller tumors where a unilateral 
surgical template is considered sufficient. The template has to include all visible 
tumors prior to chemotherapy. Three cycles of PEB are administered initially. The 
authors do not only remove a residual tumor, but always dissect the complete unilat- 
eral template. 


Contraindications 
Clinical Stage I 


Persistently elevated tumor markers after orchiectomy, infection, and bleeding dia- 
thesis are the only contraindications. In this context, the half lives of alpha- 
fetoprotein and beta-human chorionic gonadotropin must be taken into 
consideration. 


Stage llb After Chemotherapy 


Elevated tumor markers are a contraindication. Poor response to chemotherapy as 
assessed by the size of the residual tumor is not necessarily a contraindication if the 
tumor is believed to consist of mature teratoma. The anesthesiologist should be alert 
to the possibility that bleomycin may cause damage to the lungs. 


Preoperative Measures 


Preoperative staging includes chest radiography, ultrasonography of the abdomen 
and retroperitoneum, computed tomography of the chest and abdomen, and assess- 
ment of the tumor markers alpha-fetoprotein and beta-human chorionic gonadotro- 
pin. Bowel preparation, including a clear liquid diet and oral laxatives, is performed 
1 day preoperatively. All patients receive low-dose antibiotic coverage. Typing and 
cross-matching are performed for two units of blood. As a preventive measure to 
avoid chylous ascites (which was observed in a few patients after 
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Templates for dissection 


Right Left 
Weissbach et al., J Urol, 138:77, 1987 


Fig. 22.2 Templates described by Weissbach and Boedefeld in 1987 for right and left laparo- 
scopic RPLND (Adapted from Weissbach and Boedefeld*) 


postchemotherapeutic laparoscopic RPLND), patients are placed on a low-fat diet 
for 2 weeks postoperatively. The authors have not seen this complication since insti- 
tuting this measure. 


Template 


Weissbach and Boedefeld (Fig. 22.2) [8] have described templates that include 
practically all primary landing sites of lymph node metastases. If all lymphatic tis- 
sue is resected within these templates, there is only a minimal risk for a metastasis 
to be overlooked. The templates for the left and the right side differ substantially; 
only the template for right-sided tumors includes the interaortocaval tissue. The 
authors have developed a laparoscopic, split-and-roll technique that enables tran- 
section of all lumbar vessels and enables the authors to perform the same radical 
dissection as with open surgery [9]. Furthermore, the primary landing sites with 
regard to their ventro-dorsal location (Fig 22.3) were investigated. All patients with 
solitary metastases, and most patients (22 of 25) with multiple metastases, were 
detected ventral to the lumbar vessels. Therefore, it can be concluded that the 
primary landing sites are invariably located ventrally, whereas dorsal metastases 
result from further tumor spread [2]. Consequently, the authors no longer routinely 
transect all lumbar vessels to remove the tissue behind them; it is not required in 
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Fig. 22.3 Ventral primary 
landing sites of metastasis 
from testicular cancer 
(long arrow), dorsal 
metastases result from 
further tumor spread 
(short arrows) 


diagnostic RPLND for clinical stage I tumors. This makes the laparoscopic proce- 
dure considerably easier, safer, and faster without affecting the diagnostic outcome 
or long-term survival [10]. Borders of the templates will be discussed in detail dur- 
ing description of the surgical technique. 

The same procedure is performed in clinical stage IIB disease following chemo- 
therapy. All tissue in which tumor was found before chemotherapy is removed and 
the ipsilateral template is dissected in the same fashion as in clinical stage I 
disease. 


Equipment 


The following tools have proved useful additions to the standard laparoscopic 
equipment. The authors exclusively use three-chip video cameras and 30°, 10-mm 
laparoscopes. The laparoscope is held and maneuvered by a robotic arm (AESOP, 
Computer Motion, Santa Barbara, CA). This robot is used to replace one assistant 
surgeon and has the advantage of providing stable video images even in lengthy 
procedures. An insufflator with a high flow rate (>12 L) has proved helpful because 
it prevents the pneumoperitoneum from collapsing during suction. A small surgical 
sponge that is held with a traumatic grasper is used for retraction, dissection, and 
hemostasis. A right-angle dissector (Snowden-Pencer® Brand Endo-Right Angle™ 
Dissector, Cardinal Health, Snowden Pencer® MIS Products, Tucker, GA) is 
applied for the dissection of vessels. The authors no longer use metallic clips, but 
have replaced them with Hem-o-lok® clips (Teleflex Medical, Research Triangle 
Park, NC). 
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Operative Technique 
Clinical Stage I 
Right Side 


Patient Position 

The patient is placed on the operating table with the right side elevated 45° upward 
so that by rotating the table he can be brought into a supine or lateral decubitus posi- 
tion without repositioning. In addition, the table is flexed at the level of the umbili- 
cus. If necessary, the Trendelenburg or reverse Trendelenburg position is used 
(Fig. 22.4). 


Initial Access and Trocars 

A Veress needle is used for the initial stab incision to create the pneumoperitoneum 
whereas the Hasson cannula is reserved for patients who have previously undergone 
abdominal surgery. Only 10-mm trocars are used. The first trocar for the laparo- 
scope is placed at the site of the umbilicus. Two secondary trocars for the surgeon 
are placed at the lateral edge of the rectus muscle, approximately 8 cm above and 
below the umbilicus. A retraction port is placed in the right flank a few centimeters 
medial to the tip of the 12th rib (Fig. 22.4). 


Exposure of the Template 
Wide access to the retroperitoneum is a prerequisite for laparoscopic 
RPLND. Excellent access can be gained by wide dissection of the right colon and 


Working trocars 


Fig. 22.4 Patient position and trocar arrangement for right laparoscopic RPLND 
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the duodenum in the plane of Toldt. As a first step, the peritoneum is incised along 
the line of Toldt from the cecum to the right colic flexure. This incision is carried 
cephalad parallel to the transverse colon and lateral to the duodenum along the vena 
cava, all the way up to the hepatoduodenal ligament. Caudally, the incision is car- 
ried along the spermatic vessels to the internal inguinal ring (Fig. 22.5). Next, the 
colon, the duodenum, and the head of the pancreas are reflected medially until the 
anterior surfaces of the vena cava, aorta, and left renal vein at its crossing with the 
aorta are completely exposed (Fig. 22.6). 


Dissection of the Lymphatic Tissue Within the Template 

At this point, the entire template described by Weissbach and Boedefeld [8] for right- 
sided tumors is accessible (Fig. 22.7). This template includes the interaortocaval 
nodes, the preaortic tissue between the left renal vein and the inferior mesenteric 
artery, and all tissue ventral and lateral to the vena cava and right iliac artery and vein 
between the renal vessels and the crossing of the ureter with the iliac vessels. The 
template is bounded laterally by the ureter. As mentioned previously, the tissue behind 
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Fig. 22.5 Right-side laparoscopic RPLND. Peritoneal incision for right laparoscopic RPLND (a) 
Limits of peritoneal incision (dotted line). C cecum, AC ascending colon, RCF right colonic flex- 
ure, TC transverse colon, RK right kidney. (b) Caudal extension of the incision (dotted line) along 
the spermatic vessels to the internal inguinal ring. /C inguinal ring, SV spermatic vessels, C cecum. 
(c) Cranial extension of the incision (dotted line), with the transverse colon and liver retracted. IVC 
inferior vena cava, DU duodenum, HDL hepato-duodenal ligament, RK right kidney 
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Fig. 22.6 Right-side 
laparoscopic 

RPLND. Access to the 
retroperitoneum after 
dissection of the colon, 
duodenum, and head of 
pancreas (intraoperative 
site). VC inferior vena 
cava, AO aorta, LRV left 
renal vein, RRV right renal 
vein, RK right kidney 


Fig. 22.7 Right-side laparoscopic RPLND. Template and incision lines. The numbers represent 
the various steps of dissection within the template. (1) Identification and dissection of the sper- 
matic vessels, (2) dissection (splitting) of the lymphatic tissue overlying the IVC, (3) dissection of 
the lymphatic tissue at the lower border of the template, (4) dissection of the lymphatic tissue 
overlying the aorta, (5) dissection of the lymph node package within the interaortocaval space 
(medial to the IVC) and (6) dissection of lymph node package lateral to the vena cava and medial 
to the ureter (This image was published in Atlas of the Urologic Clinics of North America, Vol. 8, 
Janetschek G, Peschel R, Bartsch G, Laparoscopic retroperitoneal lymph node dissection, 
pp. 71-90, Copyright Elsevier, 2000) 


the lumbar vessels and the vena cava is not removed any longer during RPLND for 
diagnostic purposes. The spermatic vessels are removed in their entire length. 


Identification and Dissection of the Spermatic Vessels 

The spermatic vein is dissected free along its entire course starting at the internal 
inguinal ring. Provided radical orchiectomy has been adequately performed, the 
spermatic vessels are ligated cephalad to the internal inguinal ring. One can be sure 
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Fig. 22.8 Right-side 
laparoscopic 

RPLND. Excision of 
spermatic artery and vein. 
Intraoperative site: separate 
courses of spermatic vein 
and artery. IVC inferior 
vena cava, AO aorta, SA 
spermatic artery, SV 
spermatic vein 


Fig. 22.9 Right-side 
laparoscopic 

RPLND. Following 
dissection of the upper 
border of the template 
(intraoperative site). IVC 
inferior vena cava, LRV left 
renal vein, RRV right renal 
vein 


a 


that the spermatic vessels have been removed completely if this ligature can be 
identified. If not, the dissection within the inguinal canal to remove remnants of the 
spermatic vein would be difficult and would probably require an additional trocar in 
the ipsilateral lower abdomen, but the authors have never confronted this problem. 
Special care must be taken when dissecting the opening of the spermatic vein into 
the vena cava because the vein is liable to rupture at this point. Cranially, the sper- 
matic artery takes a separate course (Fig. 22.8); it is clipped and transected at its 
crossing with the vena cava whereas its origin from the aorta is approached later. 


Dissection (Splitting) of the Lymphatic Tissue Overlying the Inferior Vena Cava (IVC) 

The lymphatic tissue overlying the vena cava is split open from cranial (origin of 
renal veins) to caudal (crossing of the right iliac artery), and its anterior and lateral 
surfaces are dissected free. Both renal veins (upper border of template), as well as 
the anterior and lateral surfaces of the IVC are dissected free (Fig. 22.9). This sepa- 
rates the template into two distinct lymph node packages; the interaortocaval 
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Fig. 22.10 Right-side 
laparoscopic 

RPLND. Clipping of the 
lymphatic tissue at the 
lower border of the 
template (intraoperative 
site). VC inferior vena 
cava, U right ureter, RCIA 
right common iliac artery, 
LNP lymph node package 


package and the package lateral to the IVC. It is important to expose the lower edge 
of the left renal vein at this point of the procedure as during dissection of the inter- 
aortocaval package from caudal in a cephalad direction, the left renal vein can be 
injured easily if it is not clearly visible. 


Dissection of the Lymphatic Tissue at the Lower Border of the Template 

The lower border of the template is the point where the ureter crosses the right com- 
mon iliac artery. The lymph node package at this area is dissected, clipped, and 
transected (Fig. 22.10). 


Dissection of the Lymphatic Tissue Overlying the Aorta 

The lymphatic tissue overlying the right common iliac artery is incised up to the 
bifurcation and dissection is further continued to the origin of the inferior mesen- 
teric artery. In this area, the lymphatic tissue is usually dense, and care must be 
taken not to injure the mesenteric artery. Cephalad to the artery, the lymphatic tissue 
is split along the left border of the aorta so that the ventral surface of the aorta is 
completely freed up to the level of the right renal artery, which is identified and dis- 
sected at this point. During this dissection, the spermatic artery is clipped and tran- 
sected, at its origin from the aorta. 


Dissection of the Lymph Node Package Within the Interaortocaval Space (Medial 

to the IVC) 

Now with exposure of both the IVC and aorta, the interaortocaval lymph node pack- 
age is dissected in a caudal to cranial direction. Starting with the caudal border of 
the dissection (at the point where the ureter crosses the iliac vessels), where the 
lymphatic tissue was clipped distally. The dissection is continued cephalic up to the 
right renal artery, which now can be identified as it courses across the interaortoca- 
val space and, together with the previously exposed left renal vein, delineate the left 
cranial border of the dissection. The lumbar veins are exposed during dissection, but 
are only transected in exceptional cases to facilitate removal of the lymph nodes. 
The lymphatic package is then freed cranially (Fig. 22.11). When dissecting the 
cranial portions of the template, the liver must be retracted with a fan retractor. 
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Fig. 22.11 Right-side 
laparoscopic RPLND. 
Interaortocaval space after 
removal of lymphatic 
tissue (intraoperative site). 
AO aorta, CSA clipped 
spermatic artery, LRV left 
renal vein, RRA right renal 
artery, JACS interaortocaval 
space, LV spared lumbar 
vein, IVC inferior vena 
cava, CSV clipped 
spermatic vein 


Dissection of Lymph Node Package Lateral to the Vena Cava and Medial 

to the Ureter 

The ureter, which defines the lateral border of the dissection, is usually identified dur- 
ing excision of the spermatic vessels. It is separated from the nodal package at its 
point of crossing with the iliac artery (Fig. 22.12a). Dissection is continued cranially 
along the ureter up to the renal hilum (Fig. 22.12b). At this point, the right renal artery 
is exposed and, together with the previously exposed right renal vein, delineates the 
right cranial border of the dissection. The package is then freed from any remaining 
attachments to the lateral surface of the IVC and down to the lumbar vessels (which 
are not transected) (Fig. 22.12c). Medial retraction of the IVC allows identification of 
the right sympathetic chain and lumbar arteries, lateral to the aorta. Finally, the lymph 
node package is freed from the right sympathetic chain. Although the postganglionic 
fibers are identified, they are not spared as maintaining dissection within a unilateral 
template preserves the contralateral sympathetic chain and subsequent ejaculation 
(Fig. 22.13). 


Removal of the Nodal Package and Drainage 

Now that the nodal packages are completely free, they are removed inside a specimen 
retrieval bag. A drain is not required. Finally, the colon and the duodenum are returned 
to their anatomic positions and secured with one suture, which is tied extracorporeally. 


Left Side 


Patient Position and Trocar Arrangement 

The patient is in a right decubitus position. The trocars are placed as for right-sided 
tumors but in a mirror image array. Usually four 10-mm trocars will suffice because 
the bowel has to be retracted in rare cases only. 


Exposure of the Template 
The peritoneum is incised along the line of Toldt from the left colic flexure to 
the pelvic brim and distally along the spermatic vein to the internal inguinal ring 
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Fig. 22.12 Right-side laparoscopic RPLND. Dissection of lymph node package lateral to the 
vena cava and medial to the ureter (intraoperative site). (a) Distal border of dissection. Crossing of 
ureter with iliac artery. (b) Proximal ureter and Gerota’s fascia separated from lymphatic tissue 
(This image was published in Atlas of the Urologic Clinics of North America, Vol. 8, Janetschek G, 
Peschel R, Bartsch G, Laparoscopic retroperitoneal lymph node dissection, pp. 71-90, Copyright 
Elsevier, 2000) (c) Dissection along the lateral surface of the vena cava. U ureter, RCIA right com- 
mon iliac artery, R/V right iliac vein, IVC inferior vena cava, RRV right renal vein, RRA unexposed 
right renal artery, CSV clipped spermatic vein, GF Gerota’s fascia (right kidney), PM psoas mus- 
cle, LNP lymph node package, LV spared lumbar vein 


Fig. 22.13 Right-side 
laparoscopic RPLND. 
Intraoperative site after 
removal of lymph node 
package; the ureter is 
retracted ventrolaterally 
and the vena cava retracted 
medially. JACS 
interaortocaval space, IVC 
inferior vena cava, AO 
aorta, RRV right renal vein, 
RRA right renal artery, LA 
lumbar artery, LV lumbar 
vein, RSC right sympathetic 
chain, U ureter, RK right 
kidney, PM psoas muscle 
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Fig. 22.14 Left-side 
laparoscopic 
RPLND. Peritoneal 
incision (dotted line) 


Fig. 22.15 Left-side 
laparoscopic 

RPLND. Incision of the 
splenocolic ligament 
(intraoperative site). SCL 
splenocolic ligament, LK 
left kidney 


(Fig. 22.14). It is essential also to incise the splenocolic ligament (Fig. 22.15). 
If the resulting exposure is not ideal, the peritoneal incision is continued cepha- 
lad lateral to the spleen up to the diaphragm. The spleen is then completely freed 
so that it can be rotated 180° medially. This maneuver allows the upper retro- 
peritoneum to become freely accessible. However, this dissection of the spleen 
is required only in a minority of cases. The dissection of the colon must be 
continued until the anterior surface of the aorta is exposed completely in the 
plane of Toldt (Fig. 22.16). Normally the colon falls away from the operative 
site because of gravity and a retractor is required only in a few exceptional 
cases. 
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Fig. 22.16 Left-side 
laparoscopic 

RPLND. Exposure of the 
left retroperitoneum 
following medial 
displacement of the colon 
(intraoperative site). LK 
left kidney, TL tail of 
pancreas, AO aorta, LRV 
left renal vein 


Fig. 22.17  Left-side 
laparoscopic 

RPLND. Dissection of 
spermatic artery and vein 
(intraoperative site). Inset: 
separate courses of 
spermatic vein and artery. 
AO aorta, LRV left renal 
vein, LK left kidney, Sp. 
Vessels spermatic vessels, 
SA spermatic artery, SV 
spermatic vein 


Dissection of the Lymphatic Tissue Within the Template 

At this point, the entire template described by Weissbach and Boedefeld [8] for left- 
sided tumors is accessible. This does not include the interaorto-caval tissue, but the 
preoartic tissue between the left renal vein and the inferior mesenteric artery, all the 
tissue lateral to the aorta and the left common iliac artery. The lymphatic tissue ventral 
to the aorta below the inferior mesenteric artery is preserved. The lateral border of 
dissection is the ureter. The spermatic vessels are also removed in their entire length. 


Identification and Dissection of the Spermatic Vessels 

The spermatic vessels are dissected free along their entire course from the internal 
inguinal ring to its opening into the renal vein (spermatic vein) and origin from the 
aorta (spermatic artery) (Fig. 22.17), transected and removed. Before division of the 
opening of the spermatic vein into the left renal vein, it is wise to first completely 
dissect the left renal vein and its tributaries. 
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Fig. 22.18 Left-side laparoscopic RPLND. Lymphatic tissue is then separated from the upper 
border of the template (intraoperative site). LRV left renal vein, LRA left renal artery, CLV clipped 
lumbar vein, CSV clipped spermatic vein, LNP lymph node package (This image was published in 
Atlas of the Urologic Clinics of North America, Vol. 8, Janetschek G, Peschel R, Bartsch G, 
Laparoscopic retroperitoneal lymph node dissection, pp. 71-90, Copyright Elsevier, 2000) 


Dissection of the Upper Border of the Template 

Following removal of the spermatic vein, the exposed left lumbar vein is tran- 
sected between clips at its opening in the renal vein. The underlying left renal 
artery is then dissected free, delineating the upper border of the template (left 
renal hilum). The lymphatic tissue is then separated from the upper border of 
the template (Fig. 22.18), to avoid injury of the left renal hilum during further 
steps. 


Lateral Border of the Template 

The ureter, which defines the lateral border of the template, is then identified crani- 
ally and separated from the lymphatic tissue along its course caudally. Care must be 
taken to preserve the connective tissue that provides the blood supply of the ureter. 


Lower Limit of the Template 

The lymphatic tissue overlying the common iliac artery is split open starting at the 
crossing of the artery with the ureter, which delineates the distal border of the tem- 
plate. From there, the dissection is continued cephalad. 


Dissection of the Lymphatic Tissue Ventral and Lateral to the Aorta 

The previous dissection is continued along the ventral surface of the aorta until the 
level of the inferior mesenteric artery, which is circumvented and preserved. Directly 
above the mesenteric artery, the lymph package is separated as the lymphatic tissue 
ventral to the aorta below the inferior mesenteric artery is preserved. Dissection is 
then continued along the ventral and medial border of the aorta up to the level of the 
renal hilum, which was previously identified. Accessory arteries to the kidney may 
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Fig. 22.19 Left-side 
laparoscopic 

RPLND. Dissection of the 
lymphatic tissue ventral 
and lateral to the aorta 
(intraoperative site). IJMA 
inferior mesenteric artery, 
LNP spared lymph node 
package below the level of 
the inferior mesenteric 
artery, AO aorta, LA lumbar 
artery, LSC left 
sympathetic chain, LRV 
left renal vein, LRA left 
renal artery 


be encountered during the dissection between the aorta and the kidney; severing 
these arteries may result in troublesome bleeding and potential loss of renal func- 
tion. The dissection is then continued along the lateral surface of the aorta, down to 
the origin of the lumbar arteries. As a last step, the lumbar vessels are separated 
from the lymphatic tissue to the point in which they disappear in the layer between 
the spine and the psoas muscle. Directly lateral to that point, the sympathetic chain 
is encountered (Fig. 22.19). The postganglionic fibers, although readily identified in 
most cases, are not preserved. 


Removal of the Nodal Package 

The nodal package is completely free and can be retrieved (Fig. 22.20). Finally, the 
colon is returned to its normal anatomic position and secured in place with one 
extracorporeally tied suture. 


Stage Il After Chemotherapy 


Unilateral RPLND is performed within the same template used for clinical stage 
I disease. Bilateral RPLND is not attempted — in the authors’ series, the residual 
tumor was located within the unilateral template. The operative technique was 
same as for clinical stage I disease with the following to be taken into consider- 
ation; displacement of the bowel was feasible in all cases, although chemother- 
apy rendered identification of the tissue layers more difficult. Small venous 
branches draining the tumor must be meticulously dissected before they are 
clipped and transected. This is particularly true in cases of tumor-free residuals 
after embryonal carcinoma, which may be tightly adherent to the surrounding 
veins, especially the vena cava. Mature teratomas are usually well delineated 
(Fig. 22.21a and b). 
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Fig. 22.20 Left-side 
laparoscopic RPLND. (a) 
Intraoperative site 
following complete 
dissection of the lymph 
node package. (b) 
Operative site after 
removal of all lymph nodes 
within the template. LNP 
lymph node package, AO 
aorta, LRV left renal vein, 
LRA left renal artery, CLV 
clipped lumbar vein, CSV 
clipped spermatic vein, LA 
lumbar artery, U ureter, PM 
psoas muscle 


Methods to Overcome Difficulties During Laparoscopic RPLND 
Split and Roll Technique 

To avoid iatrogenic organ injury, the surgeon should maintain clear dissection bor- 
derlines by remaining on the vessels at all times during dissection. 

Exposure 

As with any surgical procedure, gaining exposure is of utmost importance. Insufficient 
exposure because of protruding segments of small or large bowel may render the 


operation difficult, dangerous, or even impossible. The authors have never converted 
to laparotomy because of insufficient exposure, but in a few cases exposure was a 
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Fig. 22.21 Laparoscopic 
RPLND for clinical stage 
II tumor after 
chemotherapy (left side). 
(a) 4-cm residual tumor 
(mature teratoma) 
delineated by the aorta, left 
renal vein, and a lower pole 
renal artery. (b) 
Intraoperative site after 
removal of the tumor. AO 
aorta; LRV left renal vein, 
LPA lower pole artery, T 
tumor, GF Gerota’s fascia 
of left kidney, PM psoas 
muscle (This image was 
published in Atlas of the 
Urologic Clinics of North 
America, Vol. 8, Janetschek 
G, Peschel R, Bartsch G, 
Laparoscopic 
retroperitoneal lymph node 
dissection, pp. 71-90, 
Copyright Elsevier, 2000) 


major problem. The fan retractor for the liver may be used to retract the duodenum as 
well. Additional retraction of the bowel can be achieved by surgical sponges held with 
traumatic graspers. Only in exceptional cases is it necessary to insert an additional 
trocar in the midline just caudal to the costal margin for the introduction of a second 
fan retractor. With the latter measure, sufficient exposure was achieved in all instances. 


Technique of Dissection and Hemostasis 


The most useful tools for achieving bloodless dissection and adequate hemostasis 
are bipolar coagulation and the harmonic scalpel (Ultracision Harmonic scalpel, 
Ethicon Endo-Surgery, Cincinnati, OH). The authors have found using these tools 
makes dissection easier, safer, and faster. A small clamp for bipolar coagulation 
allows for meticulous dissection of delicate structures, whereas broader bipolar for- 
ceps provide highly efficient hemostasis. In the authors’ hands, these tools have 
proved so efficient that they have even supplanted the argon beam coagulator. 
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Fig. 22.22 Acute bleeding 
can easily be stopped by 
pressure applied with a 
surgical sponge held with a 
traumatic grasper. AO 
aorta, LNP lymph node 
package 


Fig. 22.23 Small defect in 
the vena cava sealed with 
fibrin glue. VC vena cava 
(This image was published 
in Atlas of the Urologic 
Clinics of North America, 
Vol. 8, Janetschek G, 
Peschel R, Bartsch G, 
Laparoscopic 
retroperitoneal lymph node 
dissection, pp. 71-90, 
Copyright Elsevier, 2000) 


In open surgery, acute bleeding can be stopped instantaneously with the 
index finger of the surgeon. In laparoscopy, a small surgical sponge held with a 
traumatic grasper can be used to substitute for the surgeon’s finger (Fig. 22.22). 
Once the bleeding has been stopped temporarily with this technique, the surgeon 
need not rush since there is plenty of time to undertake the necessary steps. 

The authors’ animal studies and clinical experience have shown that most 
venous bleedings, including those resulting from small leaks in the vena cava, can 
be stopped with the help of fibrin glue (Tisseel, Baxter, Deerfield, IL). A special 
laparoscopic applicator is available from the manufacturer with two separate 
channels for the two components of fibrin glue (Duplojet syringe apparatus, 
Baxter, Deerfield, IL) (Fig. 22.23). The edges of larger defects are approximated 
with a grasper or clips and then sealed with fibrin glue. In addition, a strip of oxi- 
dized regenerated cellulose or other hemostatic agents can be used to enhance the 
tightness of the repair (Fig. 22.24). However, these are inappropriate for active 
arterial bleeding. 


316 A.E. Ghazi and G. Janetschek 


Fig. 22.24 Large defect in the wall of the vena cava that could be approximated but not com- 
pletely closed with clips. It was then sealed with fibrin glue, and the tightness of the repair was 
enhanced using a strip of oxidized regenerated cellulose. VC vena cava, RRV right renal vein, LRV 
left renal vein, L liver, HP head of pancreas (This image was published in Atlas of the Urologic 
Clinics of North America, Vol. 8, Janetschek G, Peschel R, Bartsch G, Laparoscopic retroperito- 
neal lymph node dissection, pp. 71-90, Copyright Elsevier, 2000) 


Fig. 22.25 Closure of a 
defect in the aorta using a 
suture bolstered with clips 
(arrow). AO aorta, LNP 
lymph node package 


In cases of arterial bleeding, clips can be extremely useful, or, alternatively, a 
suture bolstered with clips may allow the quick closure of significant defects. This can 
be easily accomplished by tying a knot at the free end of a short stitch and a PDS lock- 
ing clip (Lapra-Ty, Ethicon Endo-Surgery, Inc., Cincinnati, OH) applied between the 
knot and the needle to close the free end. The locking clip acts as a bolster allowing 
fast hemorrhage control by passing the needle through the free edges of the defect and 
applying gentle traction on the stitch. A second clip may be applied at the exit site of 
the stitch to secure it in place under gentle tension, thus obviating the need to waste 
time on intracorporeal knot-tying during ongoing bleeding (Fig. 22.25). Finally, the 
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surgeon should not hesitate to add an extra 5-mm trocar to manage the situation, as 
this may make the difference between a laparoscopic procedure and a conversion. 


Lymphocele Formation 


Lymphocele formation can be another troublesome postoperative complication. The 
best treatment in this situation is prevention; the use of clips on the resected margins 
of tissue should help minimize lymphocele formation. In addition, the authors usu- 
ally never leave a suction drain and never retroperitonealize the great vessels at the 
end of the procedure. In the authors’ opinion, these measures contribute to reduced 
lymphocele formation. 


Preservation of Antegrade Ejaculation 


Loss of antegrade ejaculation is the most common long-term functional complication 
of bilateral RPLND. This problem can be overcome by performing either a template 
dissection [10] or nerve-sparing RPLND [11]. The postganglionic fibers of the right 
sympathetic nerve travel through the interaortocaval space. The corresponding fibers 
of the left side are found within the left para-aortic nodes. In a right template dissec- 
tion, the right postganglionic fibers are resected while all fibers of the left side remain 
intact. With a left template dissection, all left postganglionic fibers are resected while 
the right fibers remain intact as long as the interaortocaval space is not approached. 
Complete unilateral destruction of the sympathetic nerve does not result in loss of 
antegrade ejaculation as long as the contralateral nerve remains intact. It has been 
known since 1964 that destruction of the sympathetic chain on one side does not 
result in aspermia as long as the contralateral side is intact [12]. The authors have 
followed this strategy in their work and in 100 of their stage I patients, the antegrade 
ejaculation rate was 100% (three patients were lost during follow-up). In stage H 
patients, antegrade ejaculation was preserved in 57 out of 59 patients. 

With the introduction of nerve-sparing RPLND, Donohue was able to improve 
the ejaculation rate from 70% to almost 100%. However, Donohue simultaneously 
introduced nerve-sparing dissection along with unilateral template dissection, 
sparing the contralateral sympathetic chain [13] and as mentioned above, preserva- 
tion of a unilateral sympathetic chain is alone enough to prevent aspermia. 
Therefore, additional preservation of the ipsilateral nerve by a nerve-sparing tech- 
nique is not required. Dissection of the postganglionic fibers is required in bilateral 
RPLND only, and such a dissection via laparoscopic techniques is feasible. 


Quality of Life 


Because excellent results are achieved by RPLND, surveillance, and risk-adapted 
chemotherapy, treatment-dependent quality of life has become a major issue. To 
exclude the bias of the surgeon, a quality-of-life study has been performed in 
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cooperation with psychiatrists at the authors’ center [14]. A questionnaire including 
39 questions was distributed to 119 patients and completed in personal interviews 
by 118 for a compliance rate of 99.2%. The questionnaire included questions about 
the patients’ satisfaction, their treatment experience, and its side effects. Patients 
were asked about the period of time needed before they were able to perform gentle 
physical exercise, return to normal activities, and were free of symptoms. Other 
questions addressed interest in sexual activity, whether the patient felt “lovable,” 
experienced any problems in his partnership, psyche, or social life, and whether he 
was anxious about losing his job or had emotional problems associated with the loss 
of a testicle or the RPLND procedure. The open RPLND group included 53 patients 
(47.3%). The laparoscopic RPLND group comprised 59 patients (52.7%). 

Surprisingly, both laparoscopic and open RPLND were better tolerated than che- 
motherapy. Open RPLND impairs the quality of life much more than laparoscopic 
RPLND. There was not a single item on the questionnaire in which open RPLND 
was superior to laparoscopy. The patients who participated in the study preferred 
laparoscopic RPLND to all other treatment modalities. 


Results 
Clinical Stage I/Pathologic Stage | 


The quality of RPLND can be best judged by analysis of the relapse rate within the 
retroperitoneum, because any tumor left behind will become obvious within a short 
period of time. The relapse rate outside the retroperitoneum, however, does not rely 
on surgery. Among 115 clinical stage I patients operated between August 1992 and 
April 2006, 79 were pathologic stage I. The mean follow-up was 63 (6-113) months. 
There were five relapses (5.8%), three in the lung, one marker only, and one (1.15%) 
in the retroperitoneum. Closer analysis of this retroperitoneal relapse revealed that 
it was not due to insufficient histology, but false-negative histology. This patient was 
cured with two cycles of PEB and laparoscopic RPLND on the contralateral side. 
Antegrade ejaculation was preserved in 104/105 patients (99%). 


Clinical Stage I/Pathologic Stage II 

Twenty-six out of 105 patients were pathologic stage II. They all received two 
cycles of adjuvant chemotherapy (PEB). There was not a single relapse after a mean 
follow-up of 47 (4-97) months. 

Pathologic Stage Il After Chemotherapy 

Between February 1995 and April 2006, laparoscopic RPLND was performed in 47 


consecutive stage IIb patients and 18 selected stage IIc patients. There was not a 
single conversion among the 65 patients, in contrast to the 2.7% conversion rate in 
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clinical stage I. A single major complication occurred — a delayed bleeding that was 
managed laparoscopically. In seven patients, a chylous ascites occurred that was 
always managed conservatively (low-fat diet, middle-chain triglycerides). The 
authors now start this diet postoperatively in every patient over a period of 3 weeks 
and have not seen this complication since. Histology revealed mature teratoma in 24 
patients, necrosis in 39 patients, active NSGCT in 1/64 patients, and active semi- 
noma in 1/1 patients. With a mean follow-up of 38 (3—73) months, there was a sin- 
gle relapse (1.5%) (mature teratoma at the inner inguinal ring outside the surgical 
template). That patient was cured by another RPLND. 


Cost Effectiveness 


Although costs are not a not a primary issue yet, they have been taken into consid- 
eration. In the authors’ series, the surgery per se was found to be less expensive if 
performed by open surgery rather than laparoscopy. However, if the cost of hospital 
stay were included, both totals are almost equal. Another factor that has not been 
considered in most studies is the time to convalescence, especially considering the 
fact that most of our patients are young, productive individuals. If this factor was 
added, laparoscopic RPLND was definitely found to be on the winning side [15]. 


Discussion 


Surgical efficiency of laparoscopic RPLND at least equals that of open surgery. Direct 
comparison of our data with contemporary large open series shows; that blood loss 
and operative time are equal, but hospital stay is clearly shorter [16]. More impor- 
tantly, the rate of major complications observed with open surgery is significantly 
higher (5.4%), including severe complications such as nephrectomy due to a lesion of 
the renal artery, bowel necrosis requiring colostomy following a lesion of the superior 
mesenteric artery, and an ileus followed by relaparotomy. The rate of minor complica- 
tions was 14.2% in the open group. The major long-term morbidity consists in loss of 
antegrade ejaculation. Dissection within the unilateral diagnostic templates results in 
injury of the ipsilateral sympathetic chain only, whereas the contralateral side remains 
intact [12]. The quality of diagnostic RPLND is best judged by the rate of retroperito- 
neal relapse in pathologic stage I. This rate was 1.15% in the authors’ series compared 
to 1.8% after open RPLND [16]. The value of laparoscopic RPLND after chemo- 
therapy is well documented by the low complication and relapse rate. 
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Introduction 


The incidence of iatrogenic ureteral injury has been increasing as the widespread of 
endoscopic procedures and laparoscopy, especially urological, gynecological and 
colorectal procedures [1, 2]. Ureteral strictures are most commonly secondary to 
previous surgeries, radiotherapy, malignancy, infection, endometriosis, trauma [3]. 
Surgical management of ureteral injuries depends not only on the length, location 
and etiology of the injury, but on the urologist’s surgical experience on open or 
minimally invasive approaches. 

Minimally invasive surgery (MIS) for ureteral and bladder reconstruction has 
become more popular in the recent years with reports of laparoscopic and robot- 
assisted ureteroureterostomy, psoas hitch, boari flap, ileal ureter and augmentation 
cystoplasty [4-9]. 

Although complex and challenging, MIS duplicates the open approach proce- 
dures, with shorter length of stay, less blood loss and use of analgesics [10]. Several 
studies have shown that the learning curve of robotic-assisted reconstructive surgery 
is shorter than for laparoscopic reconstructive surgery. The efficiency of performing 
suturing using robotic-assisted laparoscopic surgery among inexperienced surgeons 
is operator independent, required less time to learn, and has better quality than those 
done by freehand laparoscopy technique [11, 12]. 

Preoperative evaluation includes determination of the location and length of the 
stricture with abdominal CT scan or abdominal MRI. Antegrade or retrograde 
pyelography is also useful. Bladder evaluation is recommended if a bladder flap 
procedure is indicated. Medical and anesthetic clearance is obtained if necessary. 


C.E.S. Fay, MD e° D.M. Freitas, MD * A.K. Berger, MD (2) 
Catherine and Joseph Aresty Department of Urology, USC Institute of Urology, Keck School 
of Medicine, University of Southern California, Los Angeles, CA, USA 

e-mail: andre.berger@ med.usc.edu 


© Springer International Publishing AG 2018 321 
A. Al-Kandari et al. (eds.), Difficult Conditions in Laparoscopic Urologic Surgery, 
https://doi.org/10.1007/978-3-3 19-5258 1-5_23 


322 C.E.S. Fay et al. 


Antiplatelet and anticoagulant medications are discontinued before surgery as 
clinically indicated. Patient is made NPO after midnight on the day of surgery. 
Prophylactic intravenous antibiotics broad-spectrum antibiotics to cover genitouri- 
nary pathogens are administered at induction of anesthesia prior to skin incision and 
are usually discontinued 24 h after surgery. 

Risks and benefits, potential complications and the possibility of conversion to 
open surgery are discussed with the patient, and informed consent is obtained. 


Instrumentation and Equipment List 


e Si or Xi da Vinci® (4-arm system; Intuitive Surgical, Inc., Sunnyvale, CA) 

e InSite? Vision System 0° robotic scope (Intuitive Surgical, Inc., Sunnyvale, CA) 
e EndoWrist® Monopolar Scissors (Intuitive Surgical, Inc., Sunnyvale, CA) x 1 

e EndoWrist® ProGrasp™ Forceps (Intuitive Surgical, Inc., Sunnyvale, CA) x 2 

¢ EndoWrist® Needle Drivers (Intuitive Surgical, Inc., Sunnyvale, CA) x 2 

¢ EndoWrist® Clip Appliers (Intuitive Surgical, Inc., Sunnyvale, CA) x 2 

e 12 mn trocars x 2 (1 for the Xi) and 8 mm trocars x 3 (4 for Xi) 


Instruments Used by the Assistant 


e Laparoscopic Needle driver 

e Laparoscopic scissors 

e Suction irrigator device (Bariatric length) 

e Laparoscopic spoon forceps 

e Hem-o-lok applier (Teleflex Medical, Research Triangle Park, NC) 

e Medium and Large Hem-o-lok clips (Teleflex Medical, Research Triangle Park, 
NC) 

e Endo GIA tm stapler 60 mm motorized (Covidien, Dublin, Ireland) 


Psoas Hitch 
Introduction 


Psoas hitch technique is used for ureteral defects that cannot be managed with ure- 
teroneocystostomy. Usually a defect of 6-8 cm can be bridged with this approach, 
although Ahn et al. reported a segment of resected ureter of 14.5 cm successfully 
treated with psoas hitch alone [13]. 

Most common indications are vesical ureteral reflux, iatrogenic injury of the 
distal ureter, distal ureteral strictures secondary to external radiation therapy, distal 
ureter tumor, endometriosis and trauma. The most frequent non urological surgeries 
resulting in ureteral injury are gynecology procedures (abdominal hysterectomy, 
vaginal hysterectomy, cesarean section, transvaginal repair of cystocele and uterine 
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prolapse) and colorectal procedures (rectosigmoidectomy and low anterior resec- 
tion) [14, 15]. Contraindications are bladder outlet obstruction and small-capacity 
bladders. 


Positioning and Port Placement 


The patient is brought into the operating room. General anesthesia is induced and an 
endotracheal tube is placed. The patient is placed supine position with legs abducted 
on a split leg table. Patient is then prepped and draped in the usual sterile fashion. A 
time-out is called where the patient’s identity, procedure to be performed and later- 
ality are confirmed. Imaging in the room was available to confirm laterality. 

The abdominal peritoneal access is obtained using a Veress needle, a pneumo- 
peritoneum of 15 mmHg is stablished and the ports are placed in the usual fashion 
for robot-assisted radical prostatectomy. We have reported previously our technique 
for Port Placement and Docking for Robotic Surgery [16]. The camera port is placed 
supraumbilical, about 1.5 cm above the umbilical scar. Two robotic ports are placed 
on the right side of the umbilicus, four fingerbreadths apart from each other, and one 
robotic port is placed on the left side, five fingerbreadths from the midline. The 
12-mm assistant port is located four fingerbreadths superior to the camera port and 
halfway in between the camera port and the left robotic arm. If necessary, an addi- 
tional 5-mm assistant port can be placed to the left of the left robotic port. At this 
point, the patient is placed in Trendelenburg position, and the da Vinci® is docked 
between the legs for the Si or from the right side of the patient for the Xi. The instru- 
ments are inserted into the peritoneal cavity under direct vision. 


Technique 


The line of Toldt is incised and the colon is mobilized and reflected medially. The 
ureter and the gonadal vein are identified, retracted laterally and dissected towards 
the obstruction (Fig. 23.1). Care should be taken to preserve vascularity to the ureter 
during dissection. The bladder is dropped from the anterior abdominal wall to enter 
the retropubic space of Retzius (Fig. 23.2). The bladder is completely mobilized 
from the anterior abdominal wall and the undersurface of the pubic bone. The psoas 
muscle and it tendons are exposed. 

Ureter is transected at the level of obstruction and the diseased segment is 
resected and send to pathology. The distal ureteral stump is ligated with a 2—0 Vicryl 
suture. The proximal end of the ureter is spatulated for about 1.5 cm. At this point, 
the bladder is filled with 400 mL of saline and the dimensions of the bladder and of 
the ureter are carefully examined. The obliterated umbilical artery and the superior 
vesical pedicles can be ligated and divided on the contralateral side for further blad- 
der mobilization (Fig. 23.3). 

The bladder is then affixed to the psoas tendon using 2 2-0 prolene sutures inter- 
rupted sutures. This provided a fixed, stable bladder for the ureterovesical 
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Fig. 23.1 Ureter is identified 
and dissected towards the 
bladder. U ureter, CI common 
iliac artery 


Fig. 23.2 (a) Anterior peritoneal reflection is relesead from the anterior abdominal wall. 
(b) Bladder is mobilized from the undersurface of pubic bone. Bld bladder, Pb pubic bone 


Fig. 23.3 (a) Superior vesical pedicles (arrow) ligated and divided on the contralateral side. 
(b) Bladder mobilization completed. Bld bladder 
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Fig. 23.4 (a) 2-0 Prolene suture is deployed at the bladder. (b) Bladder is hitched at the psoas 
muscle tendon. U ureter, Bld bladder, F flap 


reimplantation (Fig. 23.4). A 1.5 cm long cystotomy is made on the anterior dome, 
and the ureter is anastomosed to the bladder wall using two separate 4—0 Vicryl run- 
ning sutures. 

After anastomosing the right side of the ureteral wall, we then placed an ante- 
grade 4.8 x 28 cm double-J stent into the ureter and into the bladder and then we 
closed the left-sided anastomosis using 4—0 Vicryl running suture. Water-tightness 
is tested by filling the bladder with 400 mL of saline. 

Abdominal cavity is inspected and hemostasis is confirmed. A Jackson-Pratt 
drain is placed in the pre-vesical space and affixed to the skin. The robot is undocked 
and the ports are removed. 10 mm and larger port sites are closed with Carter- 
Thomason needle fascial suture. The skin is closed in a subcuticular fashion. 


Post Operative Care 


Jackson-Pratt is usually removed on post-operative day 1, before de discharge. 
A cystogram is performed in approximately 2 weeks and, if it is negative, the Foley 
catheter is removed. The ureteral stent is removed using flexible cystoscope in 
4—6 weeks. 


Results 


Kozinn et al. compared ten consecutive patients underwent to robotic ureteral reim- 
plantation for mid and distal ureter strictures with a 24 patients undergoing open 
mid or distal ureter reconstruction. Three psoas hitches were performed in an open 
fashion and four psoas hitches were performed robotically. Overall, estimated blood 
loss and length of stay were significantly reduced in the robotic group. Operative 
time was higher in the robotic group but the difference was not statistically signifi- 
cant [17]. 
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Patil et al. reported a total of 12 patients underwent robotic-assisted laparoscopic 
ureteral reimplantation from three multinational institutions. The indications for 
reimplantation were ureteral stricture in two patients and ureterovaginal fistula in 
two patients. Mean operative time was 173 min (range 75-300 min), mean esti- 
mated blood loss was 48 mL (range 45-100 mL), mean length of stay was 4.3 days 
(2-8 days). There were no conversions, intraoperative or postoperative complica- 
tions. No patient had strictures after a mean follow-up of 15.5 months [18]. 


Complications 


In patients who have had prior abdominal surgery the initial access needs to be care- 
fully planned. Placement of Veress needle on the upper quadrant or open Hasson 
approach are preferred to prevent intraabdominal injuries. A periumbilical incision 
is made, and dissection is taken to the level of the fascia. Fascia is incised sharply 
and the peritoneal space is entered into. Once the camera port is placed, the abdomi- 
nal cavity is carefully inspected and lysis of adhesions are commonly required 
before placing the subsequent ports. 

Urinary leak can be minimized by testing the anastomosis intraoperatively, fill- 
ing the bladder with 400 cc of saline. Additional stiches can be necessary to rein- 
force the suture line to close off areas of leak. 

Flexible cystoscopy can be performed to confirm the accurate positioning of the 
stent in the bladder. 

Femoral neuropathy secondary to psoas hitch is a rare complication but can lead 
to major sequelae. Femoral nerve is responsible for the motor innervation of the 
iliopsoas, pectineus, sartorius and quadratus femoralis muscle, as well as for the 
sensory innervation of the skin of the anterior region of the thigh, medial region of 
the leg and dorsal portion of the foot. Psoas hitch sutures should be not too deep to 
avoid injury the femoral nerve. 


Boari Flap 
Introduction 


Boari flap technique is used when the ureteral defect is longer and cannot be treated 
with psoas hitch alone. It can bridge defects up to 15 cm [10]. It is important to 
identify the arterial supply to ensure good vascularization to the flap, which should 
be at least four centimeters wide to avoid ischemia, and the length needed to reach 
the injured ureter. 

The most common indications are iatrogenic injury of the ureter, strictures sec- 
ondary to recurrent stone passage, strictures secondary to previous external radio- 
therapy treatment, distal ureter tumor, endometrioses and trauma. Urological 
endoscopic procedures, open and laparoscopic gynecology and colorectal proce- 
dures are the most common causes of iatrogenic injuries [2]. Contraindications are 
bladder outlet obstruction, small-capacity bladders and transitional cell carcinoma. 
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Positioning and Port Placement 


The patient is brought into the operating room. General anesthesia is induced and an 
endotracheal tube is placed. The patient is then positioned in supine position with 
legs abducted on a split leg table with all pressure points appropriately padded and 
then prepped and draped in the usual sterile fashion. A time-out is called where the 
patient’s identity, procedure to be performed and laterality are confirmed. Imaging 
in the room was available to confirm laterality. 

Port placement for Boari flap is similar to port placement for robot-assisted radi- 
cal prostatectomy. The camera port is placed supraumbilical, about 1.5 cm above 
the umbilical scar. Two robotic ports are placed on the right side of the umbilicus, 
four fingerbreadths apart from each other, and one robotic port is placed on the left 
side, five fingerbreadths from the midline. The 12-mm assistant port is located four 
fingerbreadths superior to the camera port and halfway in between the camera port 
and the left robotic arm. If necessary, an additional 5-mm assistant port can be 
placed to the left of the left robotic port. At this point, the patient is placed in 
Trendelenburg position, and the da Vinci® is docked between the legs for the Si or 
from the right side of the patient for the Xi. The instruments are inserted into the 
peritoneal cavity under direct vision. 


Technique 


The line of Toldt is incised and the colon is reflected medially. The ureter is identi- 
fied in the retroperitoneum and dissected distally towards the bladder. The anterior 
peritoneal reflection is released and the bladder is completely mobilized from the 
anterior abdominal wall and the undersurface of the pubic bone. The obliterated 
umbilical artery and the superior vesical pedicles can be ligated and divided on the 
contralateral side for better bladder mobilization. The ureter is transected at the 
level of the stricture and spatulated posteriorly. Distal margin of the ureter is sent for 
frozen section and confirmed to be negative for cancer. To ensure that the ureter was 
divided proximal to the strictured segment a guidewire can be used to advance a 
flexible ureteroscope towards the kidney. The ureteroscope is then retracted allow- 
ing visualization of the ureter along its entire length. Antegrade irrigation through 
the nephrostogram can demonstrate a patent ureter in patients with previous neph- 
rostomy tube placement. 

With the bladder fully distended the distance from the dome of the bladder to the 
distal end of the healthy ureter is measured. Two 2—0 Prolene interrupted suture is 
used to hitch the bladder to the tendon of the psoas muscle. The Boari flap segment 
on the bladder is marked and created using scissors and eletrocautery, with a wide 
4 cm base and usually a 3 cm tip. The flap is reflected superiorly towards the proxi- 
mal ureteral stump. 

Anastomosis is then performed using 3-0 Vicryl, approximating the spatulated 
ureter to the tip of the Boari flap with an urothelial to urothelial anastomosis 
(Fig. 23.5). A 6 x 22 cm double-J ureteral stent is placed into position over the 
guidewire. The anastomosis is completed reflecting the edges of the Boari flap over 
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Fig. 23.5 Ureter is 
anastomosed to the Boari flap 
using two 3-0 Vicryl running 
sutures 


Fig. 23.6 The edges of the 
Boari flap are reflected 
over the ureter. in a running 
fashion with a 3—0 Vicryl 


the ureter to complete the closure (Fig. 23.6). Redundancy in the spatulation is 
closed in a running fashion with a 3—0 Vicryl on the proximal ureter. Bladder is 
closed in two layers using 3—0 Vicryl and 2-0 Vicryl (Fig. 23.7). Water-tightness is 
tested by filling the bladder with 400 mL of saline. 

Abdominal cavity is inspected and hemostasis is confirmed. A Jackson-Pratt 
drain is placed in the pre-vesical space and affixed to the skin. The robot is undocked 
and the ports are removed. Ten mm and larger port sites are closed with Carter- 
Thomason needle fascial suture. The skin is closed in a subcuticular fashion. 
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Fig. 23.7 Bladder is 
closed in two layers using 
3-0 Vicryl and 2-0 Vicryl 


Post Operative Care 


Jackson-Pratt is usually removed on post-operative day 1, before de discharge. A 
cystogram is performed in approximately 2 weeks and, if it is negative, the Foley 
catheter is removed. The ureteral stent is removed using flexible cystoscope in 
4—6 weeks. 


Results 


Mush et al. published a single institution experience in a total of 16 patients, five of 
them treated Psoas hitch and Boari flap technique [19]. Median operative time for 
the five patients was 315 min (range 230-320), median hospital stay was 10 days 
(range 5-35). Clavien-Dindo complications occurred in four patients underwent 
Psoas hitch and Boari flap technique: three patients had minor complications (UTI, 
Ileum, prolonged anastomotic ileum; grade I-II) and one patient had major compli- 
cation (bladder wall insufficiency with urinary leakage and peritonitis; grade IMa). 

More recently, Do et al. reported a series of eight patients underwent ureteral 
reimplantation by Boari technique [9]. Mean operative time was 172 min (range 
115-240), mean blood loss was 161 mL, mean drainage time was 2.4 days (range 
2-4) and mean urethral catheterization time was 6.8 days (range 6-12). No intraop- 
erative complications were observed and no conversions to open surgery were nec- 
essary. One patient had prolonged catheterization due to anastomotic leakage 
(Clavien-Dindo grade I). 


Complications 


Management of patients with previous abdominal surgery was discussed in psoas 
hitch section. 
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Urinary leak, stricture formation and flap necrosis are the most important uro- 
logical complications. Anastomosis can be tested intraoperatively filling the bladder 
with saline to confirm watertightness. Additional stiches can be necessary to rein- 
force the suture line to close off areas of leak. 

Care should be taken to preserve blood supply to the flap, which base should be 
at least 4 cm to prevent ischemia. Recurrent stricture rate is reduced when a tension- 
free anastomosis is performed between a well vascularized ureter and a well vascu- 
larized Boari flap. 


Robotic Ileal Ureter 
Introduction 


Robotic ileal ureter is indicated when the length of ureteral defect is extense and psoas 
hitch or boari flap are not enough to provide a tension free anastomosis. Common 
indications for ileal ureter are scritures secondary to urological and non-urological 
surgery, tuberculosis, strictures secondary to radiation therapy and retroperitoneal 
fibrosis [20, 21]. Contraindications to ileal ureter are bladder outlet obstruction, neu- 
rogenic bladder, radiation enteritis and serum creatinine level above 2 mg/dL. 


Positioning and Port Placement 


With the patient in flank position with the left side up for left ileal ureter, the abdom- 
inal peritoneal access is obtained using a Veress needle and the ports are placed in 
the usual fashion for robot-assisted renal surgery [16]. One 8-mm bariatric robotic 
port is placed at the costal margin and just slightly cephalad and another one lateral 
to the pubic bone (just lateral to the medial umbilical ligament). An 8-mm tradi- 
tional robotic port is placed two fingerbreadths above the anterior superior iliac 
spine. The camera port is placed on the same level as the 12th rib just lateral to the 
pararectus line, and one assistant ports is placed between the camera port and the 
upper most robotic arm, and the other is placed in between the camera and the lower 
robotic arm. The robot is then docked. 


Technique 


The colon is initially mobilized by the incision of the line of Toldt and then is mobi- 
lized from the iliac vessels up to the splenic flexure for left side ileal ureter or 
hepatic flexure for right side ileal ureter. The ureter and the gonadal vein are identi- 
fied, retracted laterally and dissected towards to the kidney. The elements of the 
renal hilum and the renal pelvis are carefully identified. The length of the ureter is 
measured using a previously marked Penrose drain to determine the minimum 
length of ileum needed to create the ileal ureter. 
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The robot is undocked and the ports removed. The patient is repositioned in supine 
lithotomy position and re-prepped and redraped. The ports are inserted in the usual 
fashion of robotic prostatectomy. The robot is then docked. The peritoneum entering 
the Retzius space is incised separating the bladder from the anterior abdominal wall. 
The bladder wall is hitched to the psoas muscle using three 2-0 Vicryl sutures. 

The ileum and ileocecal valve are identified. A segment of ileum (with a mini- 
mum length of the ureter that was previously measured) is isolated at least 15 cm 
above the ileocecal valve and divided using Endo-GIA staplers. The ends of ileum 
that will be used for the ileal ureter are marked using undyed 2-0 Vicryl (undyed for 
urinary diversion) and the ends of the gastrointestinal ileum are marked using dyed 
2-0 Vicryl. Once these portions are identified, a side-to-side bowel anastomosis is 
performed on the portion of ileum that is marked with dyed 2—0 Vicryl using an 
Endo-GIA stapler. 

For left side ileal ureter a window between the sigmoid and the sacrum is created, 
up to the transition between the sigmoid and the left descending colon. The ileum seg- 
ment is taken to the left side below the sigmoid and the descending colon (Fig. 23.8). 

The bladder is incised and the staplers are removed from the distal segment of 
the ileal ureter loop. The anastomosis is performed using 3—0 Vicryl in a running 
fashion with two main sutures and a double-J stent is placed from the distal to the 
proximal part of the ileal loop (Fig. 23.9). 

At this point, the robot is undocked and the patient is repositioned in the flank 
position, prepped and draped. The ports are placed back to the original configura- 
tion. The renal pelvis is incised and a side-to-side anastomosis between the ileal 
segment and the renal pelvis performed using 3-0 Vicryl on SH needles in a running 
fashion. 


Fig. 23.8 Window 
between the sigmoid 

and the sacrum is created. 
Sig sigmoide 
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Fig. 23.9 (a) Distal segment of the ileal ureter easily reachs the bladder. (b) Bladder is incised. 
(c, d) Anastomosis is performed using 3—0 Vicryl running sutures 


Abdominal cavity is inspected and hemostasis is confirmed. A Jackson-Pratt 
drain is placed in the pre-vesical space and affixed to the skin. The robot is 
undocked and the ports are removed. Ten mm and larger port sites are closed with 
Carter-Thomason needle fascial suture. The skin is closed in a subcuticular 
fashion. 


Post Operative Care 


Jackson-Pratt is usually removed on post-operative day 1. The patient is usually 
discharge on postoperative day 3. A cystogram is performed in approximately 
2 weeks and, if it is negative, the Foley catheter is removed. The ureteral stent is 
removed using flexible cystoscope in 4—6 weeks. 


Results 


Brandao et al. reported in 2014 the first robotic ileal ureter with a completely 
intracorporeal technique. Operative time was 7 h, estimated blood loss was 
50 mL and the hospital stay was 4 days. After 2 years of follow up patient’s 
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estimated glomerular filtration rate was 70 mL/min/1.73 m, similar to pre opera- 
tive (71 mL/min/1.73 m(2) [22]. 

We recently report our initial experience of performing completely intracorpo- 
real ileal ureter formation using a four arm robotic approach [23]. Three patients 
underwent ileal ureter; the median operative time was 450 min (420-540), median 
estimated blood loss of 100 mL (50-200) and median length of hospital stay was 
9 days [2-12]. No patient needed blood transfusion intraoperative and postopera- 
tive. One patient underwent exploratory laparotomy on postoperative day 4 due to 
necrosis of small bowel secondary to volvulus and required ileal ureter and small 
bowel resection (Clavien IVa). The other two patients had no surgical 
complications. 


Complications 


Long term complication rate in open series is about 10% [20]. The most common 
long term complications reported are strictures, ileal uroenteric fistulas, and recur- 
rent urinary tract infections. 

The integrity of the ureteral ileal anastomosis can be tested intraoperatively in 
patients submitted to previous nephrostomy tube placement, injecting fluid 
through it. 

Metabolic complications can occur, especially hyperchloremic hypokalemic 
metabolic acidosis. Preoperative selection of patients with good normal function 
and use of isoperistaltic ileal segment can prevent this complications. 

Proximal migration of stent can be managed with stent removal under general 
anesthesia using flexible or rigid ureteroscope. 


Augmentation Cystoplasty 


Augmentation cystoplasty is basically performed for low capacity high pressure 
bladders. The main objective of this treatment is providing adequate storage capac- 
ity for the bladder in a way to protect the upper urinary tract and restore the quality 
of life of the patient with a voluntary emptying. Currently, the number of augmenta- 
tion cystoplasty has decline in recent years [24]. 

The advent of new technologies as sacral nerve and percutaneous tibial nerve 
stimulation and new therapies as intravesical botulinum toxin injections reduced the 
number of operations dramatically [25]. 

The bladder can be augmented using ileum (ileocystoplasty), colon (colocysto- 
plasty) or cecum (caecocystoplasty). The type of bowel to be used is indicated in 
each case. The ileum is the most commonly used. 

The most common indications are: bladder overactivity, congenital bladder 
abnormalities, renal failure and transplantation, infective and inflammatory disor- 
ders [25]. Contraindications are related to inflammatory bowel diseases or condi- 
tions resulting in short bowel [26]. 
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Technique 


Port placement for augmentation is similar to port placement for robot-assisted 
radical prostatectomy. The camera port is placed supraumbilical, about 1.5 cm 
above the umbilical scar. Two robotic ports are placed on the right side of the umbi- 
licus, four fingerbreadths apart from each other, and one robotic port is placed on 
the left side, five fingerbreadths from the midline. The 12-mm assistant port is 
located four fingerbreadths superior to the camera port and halfway in between the 
camera port and the left robotic arm. If necessary, an additional 5-mm assistant port 
can be placed to the left of the left robotic port. At this point, the patient is placed in 
Trendelenburg position, and the da Vinci® is docked between the legs for the Si or 
from the right side of the patient for the Xi. The instruments are inserted into the 
peritoneal cavity under direct vision. 

A 20-cm segment of ileum is isolated at least 15 cm above the ileocecal valve 
and divided using Endo-GIA staplers. The ends of ileum that will be used for the 
augmentation ileocystoplasty are marked using undyed 2-0 Vicryl and the ends of 
the gastrointestinal ileum are marked using dyed 2-0 Vicryl. Once these portions 
are identified, a side-to-side bowel anastomosis is performed on the portion of 
ileum that is marked with dyed 2-0 Vicryl using an Endo-GIA stapler. Indocyanine 
green can be used to evaluate the vascularity using the Firefly Fluorescence 
Imaging. 

The mesenteric segment is gently brought down into the pelvis to ensure it 
reaches the bladder. 

The bladder is then partially distended with saline solution, and a 4-cm cystot- 
omy is performed in the bladder. The ileal segment is incised on the antimesenteric 
border and the corners of the ileal segment are anastomosed to respective apices of 
the cystotomy. The posterior and anterior edge of the cystotomy is anastomosed to 
the respective ileal segment using 2—0 coated Vicryl running suture (Fig. 23.10). An 
18F suprapubic catheter is inserted before anastomotic closure. The anastomosis is 
tested using installation of saline solution. 

A Jackson-Pratt drain is placed in the pre-vesical space and affixed to the skin. 
The robot is undocked and the ports are removed. Ten mm and larger port sites are 
closed with Carter-Thomason needle fascial suture. The skin is closed in a subcu- 
ticular fashion. 


Post Operative Care 


Jackson-Pratt is usually removed on post-operative day 1. The patient is usually 
discharge on postoperative day 3. A cystogram is performed in approximately 
3 weeks and, if it is negative, the urethral and supra-pubic catheters are 
removed. The ureteral stents, if used, are removed using flexible cystoscope in 
4—6 weeks. 
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Fig. 23.10 Robotic 
augmentation 
ileocystoplasty. The ileal 
segment is incised on the 
antimesenteric border and 
anastomosed to the bladder 
using 2—0 coated Vicryl 
running suture 
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Difficulties in Laparoscopic Radical 24 
Cystectomy 


Amr M. Abdel-Hakim, Ahmed S. El-Feel, 
and Mahmoud A. Abdel-Hakim 


Bladder cancer is a common malignancy of the urinary tract. It accounts for 63,000 
new cases and 13,000 deaths annually in the USA [1]. Radical cystectomy remains 
the primary line of treatment for muscle invasive disease. Laparoscopy has been 
successfully used in urological surgery, mainly for the kidney and the prostate. 
Laparoscopic radical cystectomy was the natural development for successful uro- 
logical laparoscopy. 

Laparoscopic cystectomy was first reported in 1992, followed in 1995 by the first 
report of laparoscopic radical cystectomy (LRC) [2, 3]. Soon after, reports on small 
series of LRC appeared in the literature followed by larger series with reproducible 
results [4-14]. 

Open radical cystectomy (ORC) remains the gold standard treatment for muscle 
invasive bladder cancer despite its substantial morbidity, even in centers with large 
volume and experience. Major complications occur in 10-12% with an overall com- 
plication rate of 30-60%; wound complications accounted for 10% and periopera- 
tive mortality were reported in 2-5% of ORC [15]. 

More than 700 LRC from 14 countries have been documented in the ongoing 
international registry of LRC initiated by Inderbir Gill in 2005 [16]. LRC provides 
excellent visualization and decreased blood loss allowing highly precise technical 
operation. Smaller skin/fascial incisions decrease pain and shorten convalescence, 
with the potential for decreasing perioperative complications. By minimizing bowel 
manipulation and its exposure to the atmosphere, postoperative ileus may be 
reduced. LRC must deliver loco-regional oncologic clearance comparable to ORC, 
thereby guaranteeing equivalent oncologic outcomes. Therefore, data requires 
careful scrutiny to ensure that soft tissue margins, nodal yields, local recurrences, 
and cancer-specific survival meet the standards established by ORC [16]. 
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Fig. 24.1 Right subcostal 
access for insufflations 


Difficulties in LRC 


Difficulties in LRC will be discussed as difficulties in access, difficulties in cystec- 
tomy, and difficulties of urinary diversion. 


Difficulties of Access 


Difficulties in access mean either difficulty to initiate pneumoperitonium and/or 
proper port placement. These difficulties may be related to the patients’ body mass 
index (BMD), stature, and/or previous surgeries. In obese patients there is higher 
liability to induce extra peritoneal insufflation. 

Initiation of pneumoperitonium through the umbilicus may be difficult. In this 
case, one can use an alternative site in the midclavicular line three to four fingers 
below the costal margin (Fig. 24.1). The latter site has many advantages, namely the 
needle passes through two points of obvious resistance: the external oblique apo- 
neurosis and the peritoneum. Secondly, it is away from major vessels, namely the 
aorta and the inferior vena cava. Lastly, it can be used in cases with previous midline 
incisions. 

After induction of pneumoperitonium, the first or camera port is introduced, usu- 
ally at the umbilicus. In cases of patients of short stature, it is advisable to introduce 
the camera port 1 in. above the umbilicus for better ergonomic port placement. 

Previous surgery in general can pose difficulties of access, due to possible 
visceral adhesions to the anterior abdominal wall. The most common incisions 
encountered are McBurney, inguinal, and midline subumbilical incisions. To obtain 
safe access, the Veress subcostal insufflation site can be used to initiate pneumoperi- 
tonium. The camera ports can be applied cephalad to the midline incision (Fig. 24.2). 
A visual port can be used to apply the first port under direct vision. This reduces the 
difficulty of access and reduces the possibility of organ injury. The Hasson technique 
can be a safe alternative [17]. 
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Fig. 24.2 Camera port 

1 in. above the umbilicus 
(to avoid a midline scar 
incision) 


Fig. 24.3 Intraperitoneal 
adhesions following 
appendectomy 


Secondary ports are introduced under vision. Sometimes it is wiser to delay 
application of one or more ports until the adhesions from previous surgery are dis- 
sected using the rest of the ports. This is most common at the site of the right 10-mm 
port that can be masked by omental or bowel adhesions following appendectomy 
(Fig. 24.3). 


Vascular Injuries During Access 

Injuries can be inflected either by the Veress needle or by the ports. The aortic bifur- 
cation and common iliac vessels are at the level of the umbilicus and can be punc- 
tured by the Veress needle. If the needle aspirates blood, it should be slightly 
withdrawn until no blood is aspirated and pneumoperitonium initialized. 

After rapid port application, the site of injury is inspected. If the injury is small, 
compression by mounted gauze or laparoscopic suture can be applied. Major vascu- 
lar injury may require immediate laparotomy and formal repair. Inferior epigastic 
artery injury can occur during port placement and is diagnosed by blood trickling 
from the port. If the bleeding is not controlled by compression using the port, a full 
thickness suture under laparoscopic guidance using a fascial closure needle usually 
controls the injury (Fig. 24.4). 
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Fig. 24.4 Control of 
bleeding from inferior 
epigastric artery using the 
fascial closure device 


Visceral Injuries During Access 
Injury to colon or small intestine can be suspected when colored or malodorous 
fluid is aspirated through the Veress needle. These organs must be carefully exam- 
ined once the camera is introduced. Usually no further treatment is required. Less 
commonly, laparoscopic suturing is indicated. Visceral injury can occur during their 
release from adhesions to the anterior abdominal wall to allow proper secondary 
port placement. Injury is suspected by visualization of bowel contents or the mucosa. 
The injured bowel loop should be completely mobilized to allow proper closure 
in layers. If mobilization cannot be safely accomplished or closure is not satisfacto- 
rily performed, immediate conversion and formal repair must be established. 


Difficulties During Cystectomy 


After establishing pneumoperitonium and ergonomic port placement, difficulties 
can arise either from the large size of the mass limiting the working space around 
the bladder or from severe adhesions. Adhesions are usually secondary to previous 
urologic surgery to the bladder and/or the ureter(s). Less commonly adhesions and 
obliteration of the planes can result from the tumor itself or from previous aggres- 
sive resection and biopsies of the bladder tumor. 

Difficulty caused by tumor size can be avoided by proper case selection. The 
problem of tumor size can be circumvented by prosperous assistance, application of 
an extra (sixth) port and by working through the side with more working space first. 
Sometimes, retrograde cystectomy can be attempted. After controlling the bladder 
pedicle on the side with reasonable working space, the cave of Ritzus is opened. The 
bladder is freed anteriorly. The lateral endopelvic fascia is incised. The sides of the 
prostate are freed, the deep dorsal complex is controlled and the urethra is divided. 
Then the prostate is reverted cephalad by pulling on the divided urethral catheter in 
order to dissect the prostate in retrograde manner. This allows the bladder mass to 
migrate upwards increasing the working space. Then one should proceed from the 
side with wider working space that is usual the contralateral side of the tumor. 
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Fig. 24.5 Adhesions 
resulting from a previous 
ureteral surgery (1 — 
External iliac artery; 

2 — Dilated ureter) 


However, large bladder masses are better managed by ORC, since they require a 
big abdominal incision to extract. 

Previous bladder surgery does not usually cause severe technical difficulty. The 
bladder can be sharply mobilized from the rectus abdominus muscle. Care must be 
taken to avoid injury to the bladder (and hence tumor spillage) by working always 
close to the anterior abdominal wall (Fig. 24.2). The real challenge is caused by 
previous open ureteral surgeries as the ureter becomes adherent to the external iliac 
artery, and more dangerously to internal iliac vessels. 

In the authors’ cystectomy series, this difficulty was encountered in six cases. 
The affected ureter is usually dilated with thick wall (Fig. 24.5). The ureter should 
be exposed from a fresh area more proximal to the site of surgery and mobilized as 
distal as possible. Then the iliac artery is also exposed until the adhesion site. This 
is usually accomplished during the lymphadenectomy. The ureter is then approached 
from the medical side that is exposed during posterior bladder dissection and expo- 
sure of the ipsilateral seminal vesicles. By careful blunt and sharp dissection, work- 
ing towards the ureter and always visualizing the external iliac artery, the ureter was 
freed in five of the six cases. In the last case, the ureter was mobilized proximal and 
distal to external iliac artery. The ureter was then divided at the site of arterial adhe- 
sion distally in the pelvis and its end sent for frozen section; the ureter was patho- 
logically free. Then the ureter was divided proximal to the adhesions to the artery, 
leaving the part adherent to the artery in place. The anterior and lateral walls of the 
adherent short ureteral segment were excised and submitted to pathological exami- 
nation that confirmed absence of malignant involvement. 

Adhesions to the rectum with replacement of the perirectal fat by fibrofatty tis- 
sue, increases the risk of rectal injury. Rectal injury can occur 0.5-9% of cases dur- 
ing laparoscopic prostatectomy [18-21]. In cases with adhesions, electrocautary 
should be avoided in this area. Combined blunt and sharp dissection should be used. 

After complete separation of specimen, the rectum should be tested for possible 
injuries. This best accomplished by filling the pelvis with saline and air is injected 
in a rectal tube. If small injury is detected, it can be repaired either laparoscopically 
or formally repaired during open diversion. If the injury is severe and cannot be 
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Fig. 24.6 Gross 
lymphadenectomy 

(1 — External iliac artery; 
2 — External iliac lymph 
nodes adherent to the 
external iliac vessels; 

3 — Left ureter) 


securely closed, one should consider a terminal colostomy and a rectal bladder 
diversion. 

Laparoscopic lymphadenectomy, particularly in the presence of gross lymphade- 
nopapathy carries the risk of vascular injury (Fig. 24.6) 

External iliac vein injury was encountered in one case in the authors’ ongoing 
series of more than 110 LRC. The injury was detected immediately and repaired by 
Prolene™ (Ethicon, Inc., Somerville, NJ) 5/0 laparoscopic suturing. 

Obturator nerve injury during pelvic lymphadenectomy is rare. When tension-free 
primary repair is not feasible, nerve grafting can be used. However, even without a nerve 
repair, conservative management with physiotherapy can compensate for the defect [22]. 


Difficulties of Diversion 


All types of urinary diversion have been used in association with LRC. Diversion 
was done laparoscopically in some early reports [4, 6]. Others have performed the 
diversion through a mini laparotomy to exteriorize the selected bowel loop. Small 
midline incisions, extended port site (Fig. 24.7) or small Pfannenstiel incisions have 
been used [23]. After preparation of the pouch extracorporeally, uretero-intestinal 
and the urethro-intestinal anastomoses can be done conventionally or 
laparoscopically. 

Currently the authors exteriorize the ileum through a 7-cm Pfannenstiel incision, 
prepare a Y-pouch, and perform the stented uretero-ileal anastomosis convention- 
ally. The pouch is repositioned intraobdominally and the wound is closed. The ure- 
throileal anastomosis is performed by continuous freehand laparoscopic suture. 

Difficulties of diversion can occur due to either short ureters, urethroileal anasto- 
mosis, and/or ureteric stenting. 


Short Ureters 
The problem of short ureters can be overcome by selecting the proper type of ileal neo- 
bladder. The Studer technique with a long “chimney” can overcome this hurdle [24]. 
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Fig. 24.7 Extended right 
10-mm port site for the 
neobladder preparation in a 
patient with a previous 
midline incision 


The Y-bladder has the advantage of “taking the ileum to the ureters” and not the reverse. 
Therefore, the ureters are kept in place; the extra few centimeters needed to carry the 
ureter to the ileum medially are not required [23, 25]. 


Urethroileal Anastomosis 

To avoid a loop with short mesentery, the selected loop should be tested laparo- 
scopically if a high minilaparotomy or port site incisions are selected for pouch 
reconstruction. The midpoint of the selected loop is pushed down to the urethra to 
confirm a tension-free urethro-ileal anastomosis. A small Pfannenstiel incision 
avoids this problem, since the selected loop can be drawn to the urethra. 

During urethroileal anastomosis, twisting of the pouch mesentery should be 
avoided. This is even more important if the anastomosis is performed laparoscopi- 
cally. To facilitate the urethro-ileal anastomosis the authors have adopted two 
maneuvers. First, a very long silk suture that is attached to the urethral catheter 
marks the lowest part of ileal opening. The catheter is removed, allowing the silk 
suture to hang out of the urethra. Pulling of the silk suture drives the ileal opening 
to the urethra. Second, the Denonvillier fascia posterior to the urethral stump is 
sutured to the remnants of the peritoneal reflection of the rectovesical pouch ante- 
rior to the rectum. The same principle was used by Rocco after laparoscopic radical 
prostatectomy [26]. This maneuver helps stabilize the urethral stump intra- 
abdominally, facilitating the urethroileal anastomosis. 

Preservation of the puboprostatic ligaments anteriorly may also help. After per- 
forming these sutures, the ileourethral anastomosis is started. The silk suture is 
pulled out of the urethra and the anastomosis completed over a 22 F silicon Foley 
catheter. 


Stenting 
Stenting of the uretero-ileal anastomosis is usually performed by extracorporeal 
stents. This tends to prolong the hospital stay, increase the chance of urinary leakage 
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after stent removal from the pouch wall, and may increase the chance of wound 
infection. In the last 29 cystectomies of the authors’ ongoing series, the combination 
of the 7-cm Pfannenstiel incision and the use of 28-cm, 7 F double-J stents has 
shortened the hospital stay from a mean of 11 days to only 5 days (A. M. Abdel- 
Hakim, unpublished data, February 2010). 

Difficulty in removal of the double J stents was encountered in two cases. The 
stents migrated up the pouch and were hidden by the folded neobladder. The patients 
were put in Trendlenburg position, the neobladder distended by saline and under 
fluoroscopic guidance the stents were removed. To avoid this problem, the double J 
stents are marked by a long silk suture that ties the two double Js and fixes them to 
the pouch’s mucosa near the urethral opening. The silk suture can be easily found 
during cystoscopy even if the double Js are hidden. 
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Difficulties in Laparoscopic Pyeloplasty 2 5 


Arvind P. Ganpule, Shashikant Mishra, 
and Mahesh R. Desai 


Introduction 


Laparoscopic pyeloplasty was first described as a minimally invasive treatment 
option by Schuessler and colleagues in 1993 [1], and there are now several large 
published series with extended follow-up confirming long-term patency rates of 
96-100% [2-4]. These results parallel the outcomes of the open pyeloplasty. As 
demonstrated with other minimally invasive operations, patients undergoing laparo- 
scopic pyeloplasty have reduced analgesic requirements, hospital stays, and time 
until return of full activities compared with their open surgery counterparts. Although 
technically challenging, the low incidence of failure combined with reduced postop- 
erative morbidity has made this an increasingly popular treatment option at various 
centers across the globe. This chapter discusses the possible difficulties a surgeon 
may encounter and also details the possible solutions to these problems. 


Patient Selection and Indication 


The authors feel that inexperience of the surgeon is a contraindication for laparo- 
scopic pyeloplasty. As with any other procedure, the surgeon should be astute 
enough to select the proper case. An ideal case to start doing a laparoscopic pyelo- 
plasty is an adult patient with a short segment ureteropelvic junction (UPJ) obstruc- 
tion and a dilated extrarenal pelvis. As the surgeon gains experience, the surgeon 


A.P. Ganpule, MS(Sur), DNB(GU Sur), MNAMS 
Division of Laparoscopic Surgery, Department of Urology, Muljibhai Patel Urological 
Hospital, Nadlad, Gujarat, India 


S. Mishra, MD ° M.R. Desai, MS, FRCS(Edin), FRCS(Eng) (2) 
Department of Urology, Muljibhai Patel Urological Hospital, Nadlad, Gujarat, India 
e-mail: mrdesai@ mpuh.org 


© Springer International Publishing AG 2018 347 
A. Al-Kandari et al. (eds.), Difficult Conditions in Laparoscopic Urologic Surgery, 
https://doi.org/10.1007/978-3-3 19-5258 1-5_25 


348 A.P. Ganpule et al. 


Fig. 25.1 (a) An initial retrograde ureterogram helps in delineating the anatomy and introduction 
of an open-end ureteral catheter. (b) An extrarenal pelvis with a short segment stricture is an ideal 
case when beginning to perform laparoscopic pyeloplasty. (c) Crossing vessels should be meticu- 
lously slinged and preserved. (d) Construction of a flap prior to pyeloplasty 


should graduate to doing adult patients with intrarenal pelvis where a flap procedure 
may be required (Fig. 25.1). 

As the surgeon ascends the learning curve, pediatric patients can be done. These 
small patients require miniature equipment and imaging equipment and good intra- 
corporeal suturing skills. Apart from this, a competent anesthetist trained in pediat- 
ric anesthesia should be available. 

At the authors’ center, residents are trained in the skills of intracorporeal suturing 
on dry and wet laboratory trainers. Such training is necessary before one starts 
doing cases. A variety of models have been described that include the use of chicken 
skin [5]. An indigenous model using a chicken carcass also is helpful in developing 
the art of intracorporeal suturing. 


Muljibhai Patel Urological Hospital Model for Training 
in Laparoscopy 


The chicken crop and esophagus were used to simulate the renal pelvis and ureter, 
respectively. These were exposed by reflecting the skin overlying the neck and tho- 
rax. The crop was thoroughly cleaned and filled with water via the esophageal end 
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to simulate the dilated renal pelvis. Laparoscopic pyeloplasty was performed using 
the dismembered Anderson Hynes technique. The model was used over a period of 
1 month by three urology trainees in their final year of training. They were assessed 
with respect to time needed to complete anastomosis and quality of anastomosis. At 
the end of four attempts of suturing, all trainees were able to satisfactorily complete 
a good quality ureteropelvic anastomosis in a mean time of 67.7 min (range 62—76 
min). The conclusion of this study was that laparoscopic suturing skills require 
effective training and constant practice to perfect the technique. Adequate practice 
on this chicken model shortens the learning curve, makes the trainee more confident 
of his or her skills, and improves his operative performance [4]. 


Operating Room Setup 


The patient is placed in a flank position with the area to be operated up. The operat- 
ing surgeon and first assistant stand on the contralateral side and the second assis- 
tant and operating room (OR) technician stand on the opposite side of the table. The 
monitor should be positioned angled at the feet with screens at a comfortable eye 
level to the surgeons. The tower containing the insufflators, light source, and camera 
plug-in should be on one side of the primary surgeon to facilitate visual monitoring 
of the pressure recordings. The electrocautery generator units are located near the 
patient’s head end. The nurse places the working table at the foot end of the patient. 


Retrograde Ureterogram and Stenting 


A retrograde pyelogram can be performed at the time of stent placement if a prior 
contrast study has not adequately defined the anatomy of the UPJ and distal ureter. 
This information is particularly important in defining the length of the scarred seg- 
ment following previous failed procedures. Unlike the era where the debate contin- 
ued whether retrograde ureterogram is required or not, this is a necessity if one is 
planning the laparoscopic approach. 


Stenting 


The stent serves the purpose of identifying the ureter and spatulation intraopera- 
tively, postoperatively it also acts like a splint in facilitating healing of the anasto- 
mosis. The various options available for stenting in laparoscopic pyeloplasty are: 


1. Preoperative placement of stent 

2. Intraoperative placement of open end ureteric catheter and converting it into a 
double J stent at the conclusion of the procedure 

Placing a stent intraoperatively under laparoscopic vision 

Antegrade stenting in pediatric patients 

5. No stents at all 


Pe 
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Preoperative Placement of Stent 

Stenting the patient’s obstructed ureter at least 1 week prior to laparoscopic pyelo- 
plasty allows for passive dilation of the UPJ and ureter, which will aid in performing 
the reconstruction. 

An extra-long stent reduces the risk of pulling the stent into the distal ureter 
during its laparoscopic manipulation. In the authors’ opinion, however, the pres- 
ence of a stent for a prolonged period of days or weeks prior to the pyeloplasty 
can result in inflammation, infection, and edema of the ureter, making suturing 
difficult. The authors do not place a stent preoperatively, and if it is already 
placed elsewhere, the authors recommend removal of any previously placed ure- 
teral stent several days before the surgery, unless there are overriding reasons not 
to do so. 


Use of Ureteral Catheter as a Splint and a Stent 

This is a practice the authors follow at their institute. Prior to the pyeloplasty, the 
patient undergoes cystoscopy and retrograde dye study (Fig. 25.1). An open- 
ended pigtail ureteric catheter is then passed over the guidewire after removal of 
the cystoscope, and the catheter is positioned with its tip a few centimeters above 
the UPJ. It is helpful to have a distended renal pelvis for easier dissection. A 
urethral Foley catheter is placed, and the ureteric catheter is secured to the Foley 
catheter. The patient is then repositioned for the laparoscopic pyeloplasty. The 
ureteric catheter is included in the sterile preparation of the abdomen and kept in 
the field for access during surgery. During dissection of the retroperitoneum, the 
ureteric catheter may be manipulated to help identify the ureter and distend the 
pelvis. After the pyeloplasty is complete, double J stent can be easily placed 
under C arm. 


Intraoperative Placement of Stent 

Many surgeons place a stent through 3-mm port intraoperatively. The position 
of the stent in the bladder is confirmed by free efflux of urine or methylene blue 
instilled in the bladder. Alternatively, during the operation, a guidewire, passed 
through the ureteral catheter in a retrograde fashion, is brought out through one 
of the ports, the ureteral catheter is removed, and the ureteral stent is then passed 
antegradely and positioned in the pelvis prior to completion of the 
anastomosis. 


Antegrade Placement of Stent 

This is of particular utility in pediatric patients, as retrograde ureterogram and sub- 
sequent placement of stent is cumbersome, tedious, and at times may cause injury 
to the urethra and the ureter in these patients. In these cases, the authors gain ante- 
grade access to the concerned renal unit and with the help of a double-lumen cath- 
eter place, and an open-end ureteral catheter is placed in the pelvis along with a 
nephrostomy. Intraoperatively the open-end ureteral catheter is advanced into the 
ureter and anastomosis performed over the stent; this avoids urethral instrumenta- 
tion (Fig. 25.2). 
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Fig. 25.2 (a) An open-end ureteric catheter and a nephrostomy are in place. (b) On opening the 
pelvis, the nephrostomy and the open-end catheter is in place. (c) Once the ureteric spatulation is 
completed, the ureteric catheter is advanced into the ureter 


It does not really matter whether one places a double-J stent in the ureter retro- 
gradely preoperatively using cystoscopy, or intraoperatively in an antegrade man- 
ner, or postoperatively under C arm cover. It is the preference of the surgeon to 
utilize any of these techniques. 


Approach 


At the beginning of the procedure, an oro- or nasogastric tube is placed to decom- 
press the stomach and a Foley catheter is inserted to drain the bladder. A bolster is 
placed on the table beneath the patient to secure the patient. Although the reteroperi- 
toneal approach is performed with equivalent results to the transperitoneal approach, 
the choice of approach is a matter of surgeon preference. The transperitoneal 
approach offers space and latitude for movement of instruments and makes the dis- 
section and suturing less challenging. The retroperitoneal approach offers fast 
access to the UPJ, since the collecting system is the most lateral structure. Compared 
with the transperitoneal approach, dissection of the crossing vessels is easier, but the 
anastomosis may be challenging. 

The authors prefer the transperitoneal approach. Preparation of the bowel is 
important because it facilitates visualization by decompressing the colon and 
reduces the risk of fecal soiling in the event of bowel injury. 
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Positioning 


The down leg is flexed, with padding positioned between the legs at right-angles to 
the upper leg. Intravenous lines or monitoring devices (e.g., blood pressure cuff) to 
which the anesthesiologist wishes to have quick access should be placed on the 
upper arm. The entire abdomen and back is shaved from the midline to the posterior 
axillary line and from xiphoid to pubis. 


Port Placement 


Port placement is mirrored for right- and left-sided cases. An initial 1-cm incision 
for introduction of the Veress needle and 10-mm camera port is placed midway 
between the umbilicus and the superior iliac crest just lateral to the rectus muscle. 
A clamp is used to spread the subcutaneous tissues down to the level of the fascia 
and the Veress needle is introduced. Typically, the first popping sensation indicates 
fascial entry and the second indicates entry into the peritoneal cavity. Saline 
injected into the hub of the Veress needle should flow easily into the peritoneal 
cavity and aspiration should not yield any gas, blood, or bowel contents. The abdo- 
men is insufflated to 15 mmHg. While introducing the trocar, the tip of the trocar 
should be perpendicular to the skin and directed at the kidney. The port entry 
should not be oblique, to avoid surgical emphysema. A second 10-mm port is 
placed at the subcostal line in the perpendicular line starting from the first port and 
intersecting the coastal cartilage. The second and third trocar can be either a 5- or 
10-mm depending on the side and the dominant hand of the operating surgeon. The 
camera port 10 mm is inserted at the junction of upper one third and lower two 
third at the lateral border of rectus belly. The camera port thus inserted lies oppo- 
site the level of pelvis. A 5-mm liver retraction port is also required for the right 
side. Adequate retraction of the liver is necessary at times. At the authors’ center, 
liver is retracted with the help of a 5-mm locking Allis clamp that is introduced 
through the 5-mm port. This is inserted in the midline, just below the xiphoid car- 
tilage. Care must be taken to prevent injury of the falciform ligament and prevent 
entrapment of the instruments by this structure. The authors prefer to fix the ports 
to prevent dislodgement. 


Exposure of the Retroperitoneum 


The extent of the dissection and medial colonic mobilization can be tailored some- 
what depending on the position and ease of exposure of the UPJ. It is advisable to 
dissect only the pelvis and expose the UPJ and avoid dissecting the kidney. 

After mobilization of the colon, the next step is to identify the ureter. Owing to 
the presence of the stent or a pigtail catheter, identification of ureter becomes easy. 
The gonadal vein can also help identification. When a tubular structure is identified 
and there is a question of whether or not it represents ureter, contact with an 
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Fig. 25.3 (a-c) A straight needle inserted through the abdominal wall helps in slinging the pelvis 
which, apart from orientation, also helps in traction. (d) The long threads of the anterior layer help 
in suturing of the posterior layer. The bent needle helps in suturing 


instrument will show peristalsis. Once identified, the ureter is then elevated and 
traced to the area of the UPJ. If identified, the crossing vessels should be meticu- 
lously preserved. The authors prefer to dissect these vessels with minimal use of 
energy with the help of a right-angled dissector. Once these are identified, they are 
slinged either with the help of a red rubber catheter or with the help of a feeding 
tube. Unlike the ureter, the pelvis can be gently grasped during the dissection; care 
should be taken to avoid use of crushing clamps. Another alternative could be the 
use of a straight needle directed directly down the anterior abdominal wall, and 
hitch the most anterior part of the pelvis (Fig. 25.3). 


Incision of the Ureteropelvic Junction 


The principle of any pyeloplasty is to produce a ureteropelvic junction that is funnel 
shaped, dependent, and without tension. The incision on the pelvis is done with the 
help of cutting scissors or roticulator scissors. The incision on the pelvis is scored to 
avoid disorientation. A stay suture is taken at the superior most aspect of the pelvis. 
Care is to be exercised while incising the pelvis is to avoid cutting too little or too 
much (excess), to avoid cutting into the calyces, maintain the orientation of the flap 
of the incised pelvis (this will be always oriented medially), and lateral spatulation 
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of the ureter. From a ergonomic point of view, an important tip while spatulating the 
ureter is to incise the ureter with the right hand in a right-sided pyeloplasty, while 
one may use the left hand in a left-sided case (Fig. 25.4). A roticulator scissor helps 
in orienting the tip of the scissors in the lie of the ureter. The spatulation is made 
easier if a stent is in place. In this context, in the authors’ opinion, if a pigtail cath- 
eter or an open end is in place, the catheter can be withdrawn and the spatulation can 
be made easier over the preplaced guide wire. The magnification offered by laparos- 
copy helps in meticulous spatulation incising the whole stenosed segment. The 
redundant flap of the pelvis helps in lateral spatulation of the ureter. In cases of 
crossing vessels, once the vessels are dissected and slinged, they may be transposed 
or relocated (Fig. 25.5). 


Ureteric spatulation 


BA 


a N 


Ureter spatulation on the left side 


Yai 


Ureter spatulation on the right side 
Fig. 25.4 From an ergonomic point of view, the right-sided ureteric spatulation is done with the 


right hand, while the left-sided one is done with the left hand 


Tackling crossing vessel 
La 7I 


Hellstrom’s relocation Trasposition of Vessels 


Fig. 25.5 The crossing vessels can be tackled either with Hellstrém’s relocation or 
transposition. 
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In summary, the salient features and points to be meticulously followed in this 
step are: 


1. Maintain orientation of the pelvis and ureter 

2. Avoid use of excessive traction and crushing instruments on the parts to be 

reconstructed 

Always keep the stent in view to avoid inadvertently cutting them 

Use the pelvic flap prior to reduction to maintain orientation and traction 

5. In case of calyces too close to the pelvis, incise the pelvis keeping the calyces in 
view to avoid cutting them. 


PY 


Performing the Anastomosis 


Before starting the anastomosis, the surgeon should personally prepare the suture 
material to be used for the anastomosis. The length of the suture material should be 
approximately 8 in. from the needle to the tail in adult patients and 6 in. in pediatric 
patients. It is a useful trick to make the needle “fish hook” shaped (Fig. 25.3) for 
ease in insertion of the needle in the edges and secondly to facilitate the easy pas- 
sage of the needle through the port. If the needle is bent in such a way, it can be 
easily inserted or removed through 5-mm ports. The needle entry through the port 
should be always under vision, and if the needle is not straight, it should be straight- 
ened prior to removal. The “V” stitch is the most important stitch; an assistant can 
help in taking this stitch in by holding one edge of the spatulated ureter with a 
grasper introduced through an extra 5-mm port. The spatulated ureter should be 
sutured to the most dependent part of the pelvis. The authors prefer to suture the 
anterior layer first, the posterior layer is sutured last, excess threads at one end of the 
anterior suture line helps in suturing of the posterior layer (Fig. 25.3). 


Exiting the Abdomen 


The area of dissection is inspected under reduced insufflation pressures of 8 mmHg. 
In all cases a drain is kept. In ports that exceed 10 mm in size, the port closure is 
done with the help of Carter-Thomasen CloseSure System® (CooperSurgical, Inc., 
Trumbull, CT). If a pigtail catheter is used as a stent, it is replaced with a double J 
stent under fluoroscopy control at the conclusion of the procedure. 

The patient is sent home on low-dose antibiotic prophylaxis until the stent is 
removed in the outpatient department 4 weeks following the operation. A diuretic 
renal scan is performed 6 months after the operation. 


Conclusion 

Laparoscopic pyeloplasty is a technically demanding procedure. It has a steep 
learning curve that can be overcome with skills learned in laboratory training. In 
the initial part of the learning curve, the surgeon should select cases judiciously. 
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The key points in successfully accomplishing the procedure are proper port 
placement, meticulous dissection, adequate spatulation, and meticulous suturing. 
Proper instrumentation plays a pivotal role in success of the procedure. 
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Difficulties in Laparoscopic Surgery 2 6 
for Urinary Stones 


Nasser Simforoosh, Alireza Aminsharifi, 
and Akbar Nouralizadeh 


Introduction 


For centuries, stone disease has been a common health problem — in fact, one of the 
first surgeries performed on humans was for stones — and traditional open surgery 
was utilized to manage the problems it caused [1]. Stone disease is still common 
today, but the pattern of practice in stone management has undergone a revolution 
in the last few decades. Nowadays, open surgery for stone disease is considered 
obsolete and has been almost totally abandoned [2]. The biggest blow to open stone 
surgery (OSS) occurred when extracorporeal shock wave lithotripsy (SWL) was 
applied successfully by Chaussy in Berlin [3]. Percutaneous nephrolithotomy 
(PCNL) and ureteroscopic lithotripsy (URL) were also great steps forward, and 
these procedures have major roles in managing large renal and ureteral stone dis- 
ease in most parts of the world today. Pneumolithotripsy and laser lithotripsy tech- 
nologies were another important achievement in dealing with stone disease during 
PCNL and URL. It is used commonly in many countries due to its efficacy, and 
especially because of its cost effectiveness. The introduction of flexible instruments 
also has facilitated navigation through the collecting system. Disposable flexible 
endoscopes seem to be promising alternative to the costly fiberoptic ones, and solve 
problems related to their cost and maintenance. All of the above measures, which 
are today referred to as “endourology,” have resulted in putting the knife aside in 
almost all cases of stone disease. 

In the era of minimally invasive endoscopic procedures and SWL, laparoscopy has 
a limited role in the urologist’s armamentarium for surgical stone management [4]. 
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However, in cases of large stones, single or combined endourologic procedures may 
not be more cost effective than a single, one-session approach for complete stone 
removal [5]. Therefore, OSS, including open ureterolithotomy, pyelolithotomy, and 
nephrolithotomy, still has a role in many centers. Laparoscopic stone removal is a 
valuable option in these situations, and offers a less morbid modality for removing 
large stones in the urinary tract. This chapter focuses on the potential difficulties and 
complications that may occur during laparoscopic stone surgery. Various approaches 
to deal with these difficulties will be discussed. 


Laparoscopic Ureterolithotomy (LU): Difficulties and Their 
Management 


Laparoscopic ureterolithotomy (LU) is an alternative option for removal of impacted 
ureteric stones larger than 15 mm,6,7 or may be used as a salvage procedure in fail- 
ures of SWL and/or ureteroscopic lithotripsy.8 This technique usually results in 
complete stone removal through a single minimally invasive surgery with a reason- 
able operative time and short hospital stay.9 Thus, the indications for laparoscopic 
ureterolithotomy in the era of modern endourology include stones that cannot be 
accessed ureteroscopically or cannot be fragmented (Fig. 26.1). 

LU can be accomplished through a transperitoneal (TP) or retroperitoneal (RP) 
route. Although the preferred approach is mainly defined by a surgeons preference 
and experience, the authors prefer a TP approach, especially for the beginner or 
average laparoscopic surgeons. In comparison to the RP route, the TP approach 
provides a larger working space with familiar anatomic landmarks. Moreover, dif- 
ficulties and complications may be handled better in a TP approach.10 In the 
absence of dense retroperitoneal fibrosis, laparoscopic ureterolithotomy is almost 
an easy procedure, especially for beginners (Video Clip 26.1). However, laparo- 
scopic ureterolithotomy for distal ureteral stones, especially those lodged behind 
the bladder and very close to ureterovesical junction, is more difficult and requires 
more expertise. 


Stone Migration During LU 


The ideal case for LU is a large, impacted ureteral stone. However, as in open ure- 
terolithotomy, there is always a potential risk of upward stone migration during the 
procedure. To decrease the chance of stone migration to the kidney, ureteric dissec- 
tion should be accomplished as gently as possible in a proximal to distal direction. 
Once the dilated ureter above the site of the impacted stone is identified, placement 
of a laparoscopic Babcock prevents stone migration during further ureter dissection. 
Placing the patient in a head up position, keeping the patient well hydrated, and 
intravenous infusion of 0.5mg/kg furosemide may also help prevent stone 
migration. 
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Fig. 26.1 Preoperative (a) 
and postoperative (b) 
intravenous urography 
(IVU) following 
laparoscopic 
ureterolithotomy (c). 
Significant relief of 
obstruction is noted. 
(Arrow on a indicates the 
proximal ureteral stone, U 
ureter) 


359 


In cases of stone migration, the surgeon should open the ureter at the site of stone 
impaction. By passing a rigid or flexible ureteroscope through the lower abdominal 
5-mm laparoscopic port, ureteroscopy can be easily performed up to the renal 
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calices. Then, the migrated stone can be pushed back to the site of the ureteric inci- 
sion by basketing or “milking” the ureter with the laparoscopic Babcock. 


Difficulties in Stone Localization During LU 


Sometimes, after the dissection of the ureter, it is difficult to localize the site of the 
stone. This may occur especially in obese patients and patients with dense, fibrotic 
adhesions around the ureter due to chronic inflammation or multiple sessions of 
SWL. Intermittent pressing of the dilated proximal ureter in a proximal to distal direc- 
tion with the laparoscopic Babcock may help in locating the site of the impacted stone. 
Difficulty in localizing the stone due to severe periureteric fibrosis can be overcome by 
the use of fluoroscopy or intraoperative laparoscopic ultrasonography. If the stone still 
cannot be localized, the problem can be fixed by employing proximal and distal ure- 
teroscopy after the ureter is opened at the site of its maximal dilation and a rigid or 
flexible ureteroscope is passed to the ureterotomy via the lower or upper abdominal 
trocars. After finding the stone, it can be removed through the ureteral incision by milk- 
ing or basketing, or it can be fragmented in situ with pneumatic or laser lithotripsy. 


Stone Adhering to the Mucosa 


After the ureteral incision, sometimes the stone cannot be easily delivered because 
of its adherence to the ureteral mucosa. This is especially true in long-standing, 
large, impacted stones and those with multiple sessions of SWL. After proximal 
extension of the ureteral incision over the dilated proximal ureter, one can separate 
the “head” of the stone from the ureter with the aid of a laparoscopic hook. Then the 
rest of stone can be easily released from the ureteral mucosa using the laparoscopic 
Babcock. Levering the stone out of the ureter prevents its breakage and subsequent 
problems from small pieces. It has been recommended that direct stone grasping 
with the laparoscopic grasper should be avoided, especially when the stone is some- 
what soft. Grasping the stone can break it with the possibility of migration [11]. 


Lost Stone 


Sometimes, after stone extraction, the stone may be lost before it is removed from 
the abdomen. To avoid this possibility, it is recommended that the surgeon place an 
endobag or its alternate in the abdomen before incising the ureter. The stone can 
then be placed into the bag just after it is removed. Sometimes, the stone is already 
fragmented (perhaps due to the effects of previous SWL), or it may be fragmented 
by the force of the graspers at the time of extraction. Having the bag near the field 
allows the surgeon to collect the fragments and prevent loss. However, in cases 
where the stone is lost, the stone usually stays medial to the ureter over the reflected 
colon. Changing the camera port may help in locating the lost stone. 
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Stenting and Suturing 


Classically, both ureteral stenting and suturing have been recommended. Laparoscopic 
antegrade ureteral stenting is feasible by placing the double J or feeding tube into the 
laparoscopic suction and guiding it to the ureteral incision. However, there is evidence 
that ureteral stenting during LU could be obviated safely. Demirci and colleagues have 
demonstrated the safety of leaving the sutured ureterotomy without stenting [12]. 
Similar findings have been demonstrated by others as well [8, 9]. Goel and Hemal 
recommend stenting only in cases of renal dysfunction and/or stone impaction [13]. 
Suturing of the ureterotomy incision is usually a simple task. Laparoscopic 
magnification allows clear visualization of the mucosal apposition. Sometimes 
suturing is not possible due to severe inflammation and fragility of the tissue. Fixing 
a stent in the ureter and leaving the unsutured ureteral incision with an external 
draining catheter can be safely implemented in these circumstances [5, 8, 9]. 


Ureteral Stricture 


The incidence of ureteral stricture following LU has been reported between 2.5% 
and 20% [14, 15]. Various contributing factors may have a role in the development 
of ureteral stenosis. Nouira and colleagues have recommended that adhering to the 
principles of ureterotomy closure during open surgery (i.e., loose sutures in order to 
just approximate the ureteral edges) may reduce the chance of ureteral stricture fol- 
lowing LU [14]. They also believe that using a laparoscopic cold knife is more suit- 
able than an electrical hook. However, in the authors’ opinion, the use of a 
cutting-mode electrical hook is much easier and more popular [5, 9]. To decrease 
the rate of stricture, the authors suggest that the cutting-electrical hook be applied 
only on the dilated ureter proximal to the stone. The extension of the hook-incision 
should be done with laparoscopic scissors. 


Laparoscopic Pyelolithotomy (LP): Difficulties and Their 
Management 


Compared with PCNL, the laparoscopic removal of renal pelvic stones has a limited 
role. Its indications also have not been clearly defined. There are a few comparative 
studies between PCNL and laparoscopic pyelolithotomy (LP) in the literature.16,17 
However, in situations of failed percutaneous access due to technical reasons, a 
laparoscopic approach in selected cases may provide similar success rates as open 
surgery. In the authors’ option, LP can be reserved as an alternative approach in 
selected cases of large renal pelvis stones, stones resistant to fragmentation, and in 
patients with abnormal kidney anatomy. This technique allows en bloc stone extrac- 
tion in a minimally invasive milieu. The procedure is easier in patients with an 
extrarenal pelvis. Partial staghorn stones are also appropriate for laparoscopic 
pyelolithotomy (Video Clip 26.2). 
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Dissecting the Renal Pelvis 


Identification and dissection of the proximal ureter is the initial step during 
LP. Dissection over the proximal ureter usually guides the surgeon to the renal pel- 
vis. Aggressive dissection over the ureteropelvic junction (UPJ), especially in the 
presence of inflammation, may lead to UPJ avulsion. In cases of avulsion, meticu- 
lous dissection and mobilization of the renal pelvis may allow laparoscopic reanas- 
tomosis following stone removal via the pyelotomy incision. 

The renal pelvis should be released and dissected completely before pyelotomy. 
In patients with prior retroperitoneal surgery, a transperitoneal approach is recom- 
mended (Fig. 26.2). During LP, dissection should be done over the renal pelvis to 
prevent inadvertent injury to the branches of the renal artery, renal vein, and aber- 
rant vessels. Peripelvic inflammation, as well as a number of aberrant vessels, may 
be found while dissecting the pelvis, requiring expertise in laparoscopic dissection. 
Conversion to open surgery may be required due to significant perinephric adhe- 
sions and resultant difficulty in dissection. 


Pyelotomy and Stone Removal 


The pyelotomy incision can be made using a laparoscopic knife, or more popularly, 
a cutting-mode electrical hook. The incision may be longitudinal or transverse. 
Sometimes, especially in cases with a large, impacted stone, it is better to place two 
stay sutures at both ends of the pyelotomy incision to prevent incision extension dur- 
ing stone removal. These sutures also make pyelotomy closure easier. The pyelotomy 
may be well extended to the superior and inferior calyces or their infundibula. Gentle 
delivery of the “tail” of the stone from the UPJ, together with rotating and twisting 
maneuvers, help in the extraction of large stones. This invariably leads to delivering 
one end of the partial staghorn stone first, allowing manipulation of the other end. 

One of the major limitations of the laparoscopic approach is the difficulty in 
retrieving the caliceal calculi. 

In situations where the stone is too large for the port site, the stone can be placed 
in a laparoscopic sac and removed via the umbilical laparoscopic port site by extend- 
ing the incision after pyelotomy closure. Alternatively, the stone can be fragmented 
within the endobag and removed via a lesser incision. 


Stone Migration 


Stone migration during LP usually occurs in the presence of a small renal pelvis 
stone that causes severe hydronephrosis. If the stone has migrated to the kidney, 
guiding a flexible or rigid ureteroscope to the pyelotomy incision via the lower 
abdominal laparoscopic port allows direct exploration of the calyces and stone 
removal under direct vision with a nitinol stone basket. Since the patient is in a lat- 
eral decubitus position, the migrated stone often falls into the upper pole calyces. 
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Fig. 26.2 Preoperative 
KUB (a) and IVU (b) of a 
patient with a large renal 
pelvis stone. Laparoscopic 
pelvic dissection and stone 
extraction have been 
carried out (c, d). (U ureter, 
P renal pelvis) 
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Fig. 26.2 (continued) 


Micali et al. have described removal of pelvic and caliceal calculi using a flexible 
cystoscope through the 10-/12-mm laparoscopic port [18]. 


Pyelotomy Closure 


Reconstructing the pyelotomy requires advanced laparoscopic skills in intracorpo- 
real suturing. Sometimes the edges of the incised renal pelvis are inflamed and 
fragile, which makes suturing not possible. Antegrade placement of a ureteral stent 
and applying two sutures at both ends of the pyelotomy incision and tying them to 
each other usually fix the problem [19]. However, excessive manipulation in such 
situations may result in renal pelvis disruption. 


Laparoscopic Nephrolithotomy 


Staghorn renal stones are a challenging issue in urology. Even with the introduction 
of endourological methods, the management of staghorn renal stones remains dif- 
ficult. Several series have considered open anatrophic nephrolithotomy for the man- 
agement of staghorn renal stones, even in the era of endourology. Due to the high 
incidence of recurrence of staghorn stones, particularly those associated with an 
infective process, the complete removal of the stone is the ultimate goal in their 
management, a result that might not be attained even after several sessions of PCNL 
and/or SWL and/or retrograde intrarenal surgery [6, 20, 21]. 

Laparoscopic anatrophic nephrolithotomy (LAN) may be considered as an alter- 
native to open surgery of staghorn renal stones. Currently, there are only two reports 
on six cases of LAN in humans in the literature [22, 23]. LAN is a complex laparo- 
scopic procedure that requires full laparoscopic experience. Large burden, “en- 
bloc” (complete or partial) staghorn stones are appropriate candidates for 
LAN. Small burden stones, or stones with many particles in different calyces are 
very difficult for LAN. Renal vascular anatomy, stone size, and burden should be 
assessed preoperatively by computerized tomographic angiography. 
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After complete dissection of both renal artery and vein, Gerota’s fascia is incised 
and the kidney fully mobilized within this fascia. Unless the renal parenchyma is 
atrophic, the renal artery should be clamped temporarily with a bulldog clamp. 
Through an incision of sufficient length on the Brodel line, the collecting system is 
sharply incised and the staghorn stone is mobilized intrarenally, rotated, and 
removed as completely as possible (Fig. 26.3). 


Fig. 26.3 Preoperative 
KUB (a) and IVU (b) of 
an obese patient with a 
large complete staghorn 
renal stone (c) extracted 
by laparoscopic 
anatrophic 
nephrolithotomy (d). 
Sites of trocars are 
shown (e) (From 
Simforoosh et al.23 
Reprinted with 
permission from 
Wiley-Blackwell) 
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Fig. 26.3 (continued) 


In order to decrease warm ischemia time, both the collecting system and renal 
cortex can be closed with a single row of polyglactin 2—0 running sutures. The 
sutures are buttressed by applying Hem-o-lok® clips (Teleflex Medical, Research 
Triangle Park, NC) instead of tying knots. Intraoperative laparoscopic ultrasonogra- 
phy may be used to identify the site of the thinnest parenchyma and to detect 
possible residual stones (Video Clip 26.3). 


Laparoscopic Management of Stone Disease in Anomalous 
Kidneys 


Relative urinary stasis imposed by anomalies in the collecting system predisposes 
the kidney to urolithiasis and increases the risk of stone recurrence. 


Ureteropelvic Junction Obstruction (UPJO) and Stones 


There is a 70-fold increased risk of renal stone formation in patients with uretero- 
pelvic junction obstruction (UPJO) [24]. Since laparoscopy is becoming the stan- 
dard of care in managing UPJO, aconcomitant stone can be removed laparoscopically 
during a pyeloplasty procedure [25, 26]. The stone can be removed by laparoscopic 
instruments if it is located in the renal pelvis or at visible areas of the kidney. 
Furthermore, navigation within the collecting system is possible using flexible or 
rigid endoscopes. After localizing the hidden stone, it can be managed with basket- 
ing and/or pneumatic or laser lithotripsy under direct vision. 

The authors have used a rigid ureteroscope and pneumatic lithotriptor success- 
fully during laparoscopy for management of stones in kidneys with UPJO. In case 
of failure, intraoperative ultrasound can also be used to find stones in the kidney. 
Sometimes after stone localization with intraoperative ultrasonography, 
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nephrotomy over the stone is necessary for en-bloc stone extraction. This is espe- 
cially true when the stone is located in inaccessible calices in the hydronephrotic 
system. Nephrotomy can be done without hilar clamping since the renal cortex is 
usually thin when it is associated with UPJO. 


Horseshoe Kidney 


Relative urinary stasis and abnormal anatomy of the collecting system in patients 
with a horseshoe kidney put them at risk of urolithiasis, with an incidence rate of 
21-60%. Various single or combined endourologic procedures, such as SWL and 
PCNL, can provide up to 90% of stone-free rate in these patients [27-29]. 
Laparosopic pyelolithotomy is an alternative option in patients with a horseshoe 
kidney that have a large burden stone in the renal pelvis or isthmus. There are sev- 
eral advantages to a laparoscopic approach in removing stones from a horseshoe 
kidney. The whole procedure can be done under direct vision without any need of 
radiation exposure. There is no glomerular damage and there is a reduced chance of 
hemorrhage. The stone can be removed in one piece, especially if it is located in the 
renal pelvis (Fig. 26.4). When UPJO is associated with horseshoe kidney, pyelo- 
plasty can be performed simultaneously. During laparoscopy, care should be taken 
not to injure the anomalous vascular supply to the horseshoe kidney (Video Clip 
26.4). 


Cross-Fused Kidney 


The authors have successfully removed a stone from a cross-fused ectopic kidney. 
It was very difficult to find a bare area of pelvis for pelviotomy due to abnormal 
vascular anatomy, but with great care and patience, a large stone was extracted en- 
bloc from the kidney. 


Pelvic Kidney 


While laparoscopic assisted PCNL is standard of care for minimally invasive man- 
agement of stones in a pelvic kidney [30], large stones, especially in the renal pel- 
vis, can be removed by laparoscopy. Since the kidney is located in a lower anatomic 
position in the abdomen, transperitoneal laparoscopy is the best alternative to open 
surgery in these circumstances (Fig. 26.5). 

The authors successfully removed a kidney stone from the renal pelvis of a pel- 
vic kidney, but unfortunately, the stone was dropped and lost during surgery. The 
procedure was not converted to open surgery, and postoperative imaging revealed 
that the lost stone was behind the spleen. The stone did not cause any clinical prob- 
lems during follow-up and was left intact. 
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Fig.26.4 Preoperative KUB (a) and IVU (b) of a patient with a large renal pelvis in his horseshoe 
kidney. The stone was removed by laparoscopic pyelolithotomy (c). The renal pelvis was easily 
accessed during laparoscopy due to its anterior position 
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Fig. 26.5 Preoperative KUB (left) and IVU (right) of a patient with an upper calyx stone in his 
ectopic kidney (indicated by arrows). The patient was successfully managed by laparoscopic- 
assisted PCNL 


Retrocaval Ureter 


If a stone is present in a kidney with a retrocaval ureter, laparoscopic stone 
removal can be performed directly, or by using another endourologic means, 
such as flexible or rigid ureteroscopy or a percutanous approach. The authors 
have reported six cases of retrocaval ureter, with one case associated with a 
12mm renal pelvis stone. The stone was removed with laparoscopic grasping 
forceps in one piece [31]. 


Conclusion 

Although laparoscopic stone surgery has a limited role in management of uroli- 
thiasis, it can be offered as a proper alternative to open stone surgery. Proper case 
selection for laparoscopic ureterolithotomy, pyelolithotomy, and especially lapa- 
roscopic anatrophic nephrolithotomy is key in preventing complications during 
the procedure. However, most of the difficulties during these procedures can be 
managed without the need for an open conversion. 
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Living Donor Nephrectomy 


Wesley M. White and Jihad H. Kaouk 


Introduction 


End stage renal disease (ESRD) is a leading cause of morbidity and death among 
Americans and represents a significant financial burden to the health care system of 
the United States [1]. Traditionally, renal replacement therapy has come in the form 
of hemodialysis or renal transplantation. Certainly, the latter is associated with not 
only significantly better longevity but also a tangibly improved quality of life [2, 3]. 
Unfortunately, the pervasiveness of hypertensive and diabetic nephropathy in the 
western culture has disproportionately exceeded the supply of available allografts 
[4]. Within the context of this mounting shortage, the rate of deceased donor renal 
transplants has remained relatively stagnant [5]. As a consequence, there exists a 
distinct and pressing need for increased accrual of living kidney donors. 

Live donor nephrectomy was originally achieved through an open transperito- 
neal subcostal or extraperitoneal flank incision. While graft outcomes were 
excellent with this approach, these positive results came at the expense of con- 
siderable morbidity to the donor including significant postoperative pain, pro- 
longed convalescence, and poor cosmesis [6, 7]. Indeed, the morbidity of live 
open donor nephrectomy was considered a major deterrent to kidney donation 
and an obstacle to its widespread application. In response to this public health 
concern, Gill and colleagues performed the first laparoscopic donor nephrectomy 
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in an animal model in 1994 [8]. One year later, Ratner and Kavoussi published 
their series on laparoscopic live donor nephrectomy in humans [9]. Evidence- 
based research over the ensuing decade ultimately confirmed laparoscopic live 
donor nephrectomy as a safe, feasible, and less morbid alternative to open 
procurement [10, 11]. In 2014, the National Kidney Foundation reported 4761 
live donor kidney transplants with the vast majority of these allografts procured 
laparoscopically [12]. 

Despite improvements in instrumentation, refinements in technique, and mount- 
ing experience, laparoscopic live donor nephrectomy remains one of the most chal- 
lenging and admittedly stressful urologic procedures to perform. Although the 
common difficulties with laparoscopic and robotic donor nephrectomy are analo- 
gous to those of laparoscopic simple and radical nephrectomy, the nature of the 
operation engenders little margin for error and the implications of technical misad- 
ventures are profoundly magnified [13]. The operating surgeon is not only respon- 
sible for the safety of the donor who is altruistically undergoing a fundamentally 
elective procedure, but also for the quality and health of the allograft that will offer 
the recipient an improved and sustained life. Laparoscopic live donor nephrectomy 
demands attention to detail, technical proficiency and rigueur, and a thorough com- 
prehension of the common difficulties experienced during the operation. This chap- 
ter will describe our cumulative experience with laparoscopic and robotic live donor 
nephrectomy, offer insight into the nature and causes of difficulties experienced 
during the procedure, and tender practical suggestions on how to best avoid intra- 
operative complications. 


Difficulties in Laparoscopic Live Donor Nephrectomy Lesson 
#1: Avoidance Through Preparation 


Perhaps the most pragmatic way to overcome difficulties during laparoscopic live 
donor nephrectomy is with a systematic and meticulous pre-operative evaluation, 
close collaboration with the transplant nurses and surgeons, and the assembly of a 
reliable and seasoned surgical team. Preparation and communication among the 
involved personnel is indeed critical for allograft procurement to be performed with 
favorable and reproducible outcomes. 

Pre-operative evaluation of the live donor candidate is multi-faceted and, as pre- 
viously stated, a close alliance between the nephrologists, transplant surgeons, and 
donor surgeons is crucial for outcomes to be optimized. All potential candidates 
must meet medical and psychological criteria as established by the American 
Society of Transplant Surgeons (ASTS) [14]. In general, donor candidates will 
undergo screening at the behest of the transplant center that includes, but is not 
limited to, a baseline laboratory profile including serum creatinine, a 24 h urine 
assay for protein, creatinine, and volume, and a calculated estimate of the Glomerular 
Filtration Rate (GFR) with subsequent confirmation based on a GFR Isotope renal 
function test [15]. ABO Histocompatibility testing and HLA crossmatching is per- 
formed to confirm the suitability and safety of the donation. The patient is screened 
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for cytomegalovirus (CMV) and Epstein-Barr Virus (EBV) as well as hepatitis C 
(HCV) and other blood-borne pathogens [15]. 

After meeting baseline criteria for donation, the candidate is referred to the donor 
surgeon for consultation. The donor candidate’s history should be focused and thor- 
ough. In general, the aforementioned medical and psychological testing selects for 
ostensibly healthy donor candidates with de facto favorable operative characteris- 
tics. This is in sharp contrast to the typical patient undergoing radical nephrectomy 
whose past medical history is often a virtual litany of latent operative risk factors. In 
addition to review of the patient’s medical history, a thorough review of prior intra- 
abdominal surgeries is vital as is close inspection of the abdominal wall for evi- 
dence of prior surgeries and overall body habitus. Typically, an elevated BMI is not 
a contraindication to laparoscopic live donor nephrectomy but can impact the loca- 
tion and number of ports needed for adequate visualization [16]. A significant his- 
tory of intra-abdominal surgeries is likewise not a contraindication for donation but 
may alter or dictate the preferred approach for procurement (retroperitoneal versus 
transperitoneal) [17]. 

Radiographic evaluation of the kidneys and vasculature is perhaps the most 
important and germane component of the preoperative evaluation, especially to the 
junior surgeon. In the modern era, helical computed tomography of the kidneys with 
three dimensional reconstruction (3-D CT of the Kidneys) offers unparalleled detail 
and definition of the renal vascular anatomy and demonstrates very well the pres- 
ence of any anatomic or pathologic abnormalities [18]. In addition, volume render- 
ing of the kidneys is performed that largely dictates the appropriate kidney for 
donation. We cannot overemphasize the importance of personally reviewing and 
re-reviewing the aforementioned imaging studies preoperatively as, in our opinion, 
the vast majority of intra-operative complications may be obviated with a thorough 
spatial command of the patient’s vascular anatomy. The operating surgeon must be 
thoroughly versed on the number and relative location of the main renal vessels, the 
presence of any accessory or polar vessels, and the distance to the first branch of the 
main renal artery. In our experience, it is helpful to inform the transplant surgeons 
pre-operatively of early arterial branching (<1 cm) as their approach to bench prepa- 
ration and implantation may be impacted by such a finding. 

The decision to perform a left or right-sided laparoscopic donor nephrectomy is 
governed in large part by the patient’s anatomy as depicted on the aforementioned 
3-D CT as well as the collaborative opinion of the donor and recipient surgeons. 
Traditionally, the left kidney has been procured given its disproportionately longer 
renal vein [14]. However, ease of harvest and implantation should never be priori- 
tized at the expense of the donor’s future renal function. Among patients with renal 
volume discordance (more than 20% difference in renal volume), a nuclear renal 
scan should be performed to prove or disprove functional equivalence [19]. If the 
left kidney contributes more than 60% to the overall renal function, the right kidney 
should be considered for procurement. Additional relative indications for right- 
sided donor nephrectomy include cysts in the right kidney, complex left renal vas- 
culature, and/or an anomalous left collecting system [14, 20]. If the right kidney is 
ultimately chosen for procurement, adequate vein length from the edge of the vena 
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Fig. 27.1 3-D CT of the 
kidneys demonstrating the 
right renal vascular 
anatomy and approximate 
length of the right renal 
vein 


cava (>2 cm) must be assured on 3-D CT (Fig. 27.1), and special concessions must 
be made intraoperatively and will be covered in detail later in this chapter. 


Difficulties in Laparoscopic Live Donor Nephrectomy Lesson 
#2: Exposure 


As stated, a methodical preoperative evaluation of the patient provides the donor 
surgeon with the information and strategic plan needed to effect a safe and success- 
ful procurement. Without reservation, we believe that optimized exposure during 
the operation ultimately allows this plan to be realized. While the preoperative eval- 
uation should be consistent and systematic, obtaining adequate intraoperative expo- 
sure requires a more dynamic approach. 

Following induction, a 16 French catheter is placed and the patient is positioned 
with the table break at the level of the iliac crest. The patient is converted to the full 
flank or modified flank position (45°) with padding under the dependent hip and 
axilla as well as under and between the legs. The arms are placed on a double-arm 
board, padded, and taped. We prefer to flex the operating table slightly to accentuate 
the space between the costal margin and iliac crest but do not elevate the kidney rest. 
Once positioning is satisfactory, we secure the patient to the table with straps and 
3-in. tape. The abdomen is widely prepped from the xiphoid cephalad to the pubic 
symphysis caudad, laterally to the back and medially beyond the umbilicus. Drapes 
are secured to the patient with towel clips or a skin stapler to avoid contamination 
during extraction of the allograft. A sterile drape specifically designed for laparos- 
copy (pre-fabricated service pockets and Velcro straps) is employed (Fig. 27.2). 
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Fig. 27.2 Intraoperative 
photograph demonstrating 
patient positioning and 
relevant landmarks during 
laparoscopic left donor 
nephrectomy 


When appropriately used, these drapes can provide order during the operative pro- 
cedure and efficiency of instrument exchange. 

In our experience, adequate port position dictates adequacy of exposure and ulti- 
mately the outcome and efficiency of the case. Following the identification of rele- 
vant landmarks, a 12 mm incision is made vertically at or just above the level of the 
umbilicus and horizontally approximately halfway between the umbilicus and ante- 
rior superior iliac spine. Access to the peritoneum may be obtained with a Veress or 
Hasson technique. Once pneumoperitoneum is achieved at a pressure maximum of 
15 mmHg, the first 12 mm trocar (right hand) is placed. The peritoneal cavity is 
widely inspected and the anterior abdominal wall evaluated for additional port 
placement. A second 12 mm port (left hand) is positioned at the subcostal margin at 
the lateral border of the rectus muscle. A third 12 mm port (camera port) is posi- 
tioned at the level of the 12th rib again at the lateral border of the rectus muscle. We 
prefer to use a 10 mm laparoscope with a 30° down lens. 

If a robotic approach is chosen, the patient is positioned and prepped on the oper- 
ating table in a similar fashion. A 12 mm incision is made just lateral and caudad to 
the umbilicus through which the abdomen is insufflated using a Veress or Hasson 
technique. Under direct vision, an 8 mm robotic trocar is placed at the lateral border 
of the rectus at the level of the costal margin, a 12 mm camera trocar is placed at the 
lateral border of the rectus at the level of the 12th rib, and an additional 8 mm 
robotic trocar is centered in the ipsilateral lower quadrant (Fig. 27.3). If the daVinci 
Xi® is used, the same basic port configuration may be employed. However, the Xi 
affords considerable flexibility with respect to port placement, the nuances of which 
are beyond the scope of this chapter. 

With an atraumatic small bowel grasper (ProGrasp—robotic) in the left hand and 
athermal shears in the right hand, the descending colon is reflected off the left kid- 
ney along the white line of Toldt from the upper pole to beyond the lower pole. It is 
critically important to identify the appropriate plane of dissection between Gerota’s 
fascia and the mesentery of the colon during this maneuver as dissection deeply into 
Gerota’s fascia will generate unnecessary bleeding and/or trauma to the allograft 
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Fig. 27.3 Intraoperative 
photograph demonstrating 
relevant landmarks and 
port positioning during 
robotic right donor 
nephrectomy 


and failure to dissect deeply enough will compromise exposure of the renal hilum. 
In addition, failure to reflect the mesentery medially may make subsequent identifi- 
cation of the gonadal vein ‘landmark’ difficult. Additionally, it is not uncommon for 
the inferior mesenteric vein to be easily confused with the gonadal vein if the mes- 
entery has not been adequately mobilized. If medial reflection of the colon remains 
difficult, it may be helpful to place an additional 12 mm port at the planned kidney 
extraction site through which a fan retractor or atraumatic grasper may be placed for 
additional exposure. 

Once the colon has been adequately reflected, a plane between the upper/medial 
pole of the kidney and the spleen is easily identified. In most cases, the spleen may 
be completely mobilized and reflected off the upper pole of the kidney by incising 
the splenocolic ligament. Typically, this plane of dissection should allow the tail of 
the pancreas, colon, and the splenic vessels to be reflected en bloc away from the 
concave aspect of the kidney. Again, if the mesentery was not adequately mobilized 
earlier, injury to these structures is a possibility. In addition, one must be aware that 
the dependent portion (fundus) of the stomach may sweep around the lateral aspect 
of the spleen and is therefore at risk for injury when dissecting the splenophrenic 
attachments. 

The ureter and gonadal vein are identified at the lower pole of the kidney in their 
normal anatomic position atop the psoas muscle. It is important not to skeletonize 
the ureter as its blood supply could become compromised with vigorous dissection. 
We find it helpful to lift but not directly manipulate the gonadal vein/ureter package 
anteriorly with the left hand while cleaning the psoas muscle up to and under the 
lower pole of the kidney with a suction/irrigator in the right hand. With the robotic 
approach, the bedside assistant can provide judicious counter-traction and clearance 
of areolar tissue that facilitates cephalad progression. Perivenous and periureteral 
tissue should be swept anteriorly and laterally to ensure a healthy ureteral blood 
supply. The investments on the anterior surface of the gonadal vein may be dissected 
thermally with the use of a fine-tipped hook until the lumbar vein and main renal 
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Fig. 27.4 Intraoperative 
photograph demonstrating 
fully dissected left renal 
artery at its origin from the 
aorta. The gonadal and 
lumbar veins have been 
previously clipped and 
divided which typically 
affords access to the ‘root’ 
of the left renal artery 


vein are identified. In order to gain adequate exposure during this critical step, we 
find it helpful to apply static anterior traction on the aforementioned vein/ureter 
packet while cephalad torque is applied. This maneuver allows the packet to be 
lifted not only out of the operative field but also places tension on the tissue that 
requires dissection off the gonadal vein and approaching hilum. Alternatively, a 
laterally positioned accessory 2 or 5 mm port may be placed to reflect the packet 
anteriorly while the left hand is freed to apply tension to the tissue to be dissected. 

As stated, dissection of the fine fibrous attachments on the anterior surface of the 
gonadal vein typically affords visualization of the lateral edge of the aorta, the lum- 
bar vein, and the inferior surface of the renal vein. We prefer to leave the gonadal 
vein intact at this point as judicious counter-traction on the gonadal vein can make 
dissection of the lumbar vein easier. Once the lumbar vein has been identified, we 
isolate and skeletonize the vessel with a 10 mm right angle dissector. Care must be 
taken at this juncture as the main renal artery is typically found in the angle between 
the lumbar vein, aorta, and main renal vein. Once adequately isolated, the lumbar 
vein is doubly clipped with Hem-O-Lok clips® (Weck Closure Systems, Research 
Triangle Park, NC) and transected. It is important to place the proximal clip several 
millimeters away from the origin of the vein as clip dislodgement is a potentially 
disastrous complication. Further, placement of the clip too close to the origin of the 
vessel may hinder secure deployment of the endovascular stapler during division of 
the main renal vein. Once the lumbar vein has been controlled and transected, the 
gonadal vein can typically be controlled with clips and transected. Once the gonadal 
vein is divided, the renal artery is generally well visualized at its origin from the 
Aorta (Fig. 27.4). 

Following dissection of the renal artery and vein (see Lesson #3), the posterior 
and lateral attachments of the kidney may be taken down with blunt dissection and 
use of monopolar shears or hook cautery. It is often helpful to dissect posteriorly 
and then attempt to rotate the kidney further medially to access the remaining upper 
pole attachments. 
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When performing right-sided laparoscopic donor nephrectomy, several technical 
qualifications merit discussion. The liver typically obscures the operative field and 
we have found that the placement of an additional 5 mm trocar near the xiphoid 
through which a locking laparoscopic Allis clamp may be placed is helpful. It is 
important to position this clamp under the ‘notch’ in the liver to maximize exposure 
to the upper pole of the kidney. The ascending colon and liver attachments are freed 
and a Kocher maneuver performed. Following identification and isolation of the 
renal hilum, the renal artery is dissected in the interaortocaval region, controlled 
with Hem-O- Lok® clips and transected. As renal vein length is of paramount impor- 
tance when performing right-sided donor nephrectomy, several concessions must be 
made to ensure adequate vein length. Typically, we favor incorporating a portion of 
the lateral wall of the vena cava in the jaws of the endovascular stapler such that vein 
length is maximized. Alternative maneuvers include retroperitoneal access, hand- 
assistance, and even control of the vena cava using a laparoscopic Satinsky clamp 
or through a small subcostal incision [20, 21]. In our experience, these latter maneu- 
vers are difficult to master and may place the patient at a high level of risk. 


Difficulties in Laparoscopic Live Donor Nephrectomy Lesson 
#3: Vascular Control 


There is no ‘best way’ or ‘tricks’ to simplify dissection of the renal artery and vein. 
The easiest way to avoid complications around the renal hilum is with adequate 
retraction and calculated and patient dissection. Fine-tipped hook cautery and blunt 
dissection of superficial fibro-adipose tissue should be employed to expose the lim- 
its of the main vessels. We find that alternating use of the suction/irrigator and 
10 mm right angle dissector aids in dissection of the vessels. In order to effect safe 
and expeditious control of the renal hilum, the renal vessels must be freed of all 
ancillary investments such that a right angled dissector may be easily passed from 
each side of the vessel with adequate clearance from the aorta (artery) and inter- 
aortocaval region (vein) distally. We discourage extensive or aggressive dissection 
to the level of the renal sinus as this may induce arterial vasospasm. Early arterial 
branching as identified on preoperative imaging is also critical to recognize as 
aggressive distal dissection may insult these branches. 

Once the recipient surgeon has confirmed their readiness for acceptance of the 
allograft, 12.5 mg of mannitol is administered. The ureter is divided between Hem- 
O-Lok® clips at or below the level of the iliac bifurcation. The gonadal package is 
taken down with an endovascular stapler or with Hem-O- Lok® clips. At this point, 
we prefer to make an approximate 7 cm Pfannenstiel incision that is carried down to 
the peritoneum. It is important not to violate the peritoneum at this juncture as insuf- 
flation will be compromised. 

Prior to division of the renal hilum, we perform a quick checklist that will obvi- 
ate unnecessary complications and/or prolong the warm ischemia time. It is impor- 
tant to confirm that the CO, tank is filled such that insufflation is not lost during 
pedicle division. In addition, we prefer to have 2 endovascular staplers and a 
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laparoscopic Satinsky clamp ready should stapler misfire be encountered. Once 
ready, the kidney may be lifted laterally to place the artery and vein on slight ten- 
sion. The origin of the renal artery is identified, a powered Endovascular 45 mm 
stapler is fired, and warm ischemia time is called for. It is vital to move efficiently 
but not haphazardly through this portion of the operation. The endovascular stapler 
is next deployed across the renal vein as it crosses the aorta. We prefer to staple and 
divide the caudad 2/3 of the vein only. Two Hem-O-Lok® clips are placed on the 
remaining 1/3 of the vein, the vein is divided, and the kidney allowed to ‘vent.’ 
Though speculative, we feel that such a maneuver decreases the risk of venous 
thrombosis by rapidly evacuating the kidney of venous blood. In addition to ‘vent- 
ing’ the kidney, partial transection of the vein keeps the endovascular stapler a safe 
distance from the superior mesenteric artery that is often found at the superior bor- 
der of the renal vein and offers a margin of safety in the setting of stapler misfire by 
preventing venous retraction. If a robotic approach is preferred, a seasoned bedside 
surgeon may fire the Endovascular stapler while the operating surgeon remains at 
the operating console. However, procurement of the specimen via the extraction 
incision may be challenging due to the ‘footprint’ of the docked robot. An alterna- 
tive would be to undock the robot and have the operating surgeon come to the bed- 
side for procurement laparoscopically as outlined above. 

Certainly, control of the renal hilum and/or the management of intraoperative 
oozing and bleeding represent, in our experience, the most common difficulties 
experienced during laparoscopic donor nephrectomy [10, 22, 23]. Although avoid- 
ance is easy to invoke, knowledge of how to address and manage untoward vascular 
events is vital. Generally, persistent venous oozing during dissection in and around 
the gonadal vessels and ureter is best controlled with direct pressure followed by 
careful observation. It is often helpful to initiate dissection in another area as this 
type of diffuse, insignificant bleeding will inevitably cease. Venous oozing around 
the renal hilum can be controlled in a similar fashion but is often best addressed 
when the renal vein is eventually controlled and divided. Small arterial bleeds 
should be directly compressed, the field evacuated of blood, and a hemostatic clip 
placed at the source. Injuries to the main renal vasculature are generally irreversible 
and typically require open conversion [23, 24]. In such a circumstance, the operat- 
ing surgeon must apply direct pressure to the area of transgression while the surgi- 
cal team prepares open instruments and the anesthesia team resuscitates the patient. 


Difficulties in Laparoscopic Live Donor Nephrectomy Lesson 
#4; Kidney Extraction 


Once the renal hilum is transected, the peritoneum is incised and the kidney 
retrieved. A laparoscopic retrieval bag can be used but we prefer to retrieve the kid- 
ney with our hand under direct vision. We have found that the construct of many of 
the retrieval devices (specifically the rigid metal deployment ring) lend themselves 
to damage of the allograft. When the kidney is being removed, it is important to 
retract all ports to avoid inadvertent trauma to the allograft. Additionally, the upper 
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Fig. 27.5 (a) Living 
related donor kidney 
procured robotically and 
placed in ice bath. (b) 
During backbench 
preparation, the donor 
kidney renal vein length is 
measured 


pole of the kidney should be removed first to avoid avulsion of the ureter. Once the 
kidney is delivered, it should be handed directly to the recipient surgeon or his sur- 
rogate and placed immediately in an ice bath (Fig. 27.5a). Warm ischemia time may 
be stopped at this point. The fascia of the Pfannenstiel incision is closed and the 
abdomen re-insufflated and inspected for hemostasis. 


Difficulties in Laparoscopic Live Donor Nephrectomy Lesson 
#5: Robotic Assistance 


Although the robotic platform’s broad benefit lay in its facilitation of reconstruc- 
tion, there are likewise clear benefits with respect to tissue magnification and clarity 
as well as the articulating ability of robotic instrumentation. Ultimately, the most 
impactful advantage during donor nephrectomy is the latter. Vein length is critically 
important for graft transplant success (Fig. 27.5b). The articulating ability of the 
robot to dissect proximally on the left renal vein to its insertion on the vena cava is, 
in our opinion, clearly superior to that which can be safely accomplished using a 
pure laparoscopic approach (Fig. 27.6). This same articulation engenders improved 
dissection of the right renal artery should a right donor nephrectomy be required. 
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Fig. 27.6 Intraoperative 
photograph nicely 
depicting the degree of 
proximal vein dissection 
that may be achieved with 
use of the robotic platform 


Whether this additional arterial/venous length translates into improved graft out- 
comes and/or fewer complications is speculative [24—27]. 


Summary 


Laparoscopic/Robotic live donor nephrectomy is a challenging and technically 
demanding procedure, but is ultimately an extremely rewarding operation to per- 
form. In our experience, a meticulous pre-operative evaluation, judicious and 
thoughtful intra-operative exposure, and ‘wisdom through experience’ represent the 
most significant keys to success. 
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Difficulties in Laparoscopic Ureteral 28 
and Bladder Reconstruction 


Rakesh V. Khanna, Ricardo Brandina, Andre Berger, 
Robert J. Stein, and Inderbir S. Gill 


Ureteral reconstruction may be required in the setting of iatrogenic injury to the 
ureter, infectious strictures from tuberculosis, or schistosomiasis, endometriosis, 
trauma, or malignancy. 

Injury to the ureter is most commonly iatrogenic in nature. These occur most 
commonly in gynecological, colorectal, or urological procedures. Mechanism of 
injury may include transection, ligation, cautery injury, or devascularization. If not 
recognized and repaired intraoperatively, patients may present postoperatively with 
a urine leak or fistula. 

A number of techniques exist for ureteral reconstruction. These include 
ureteroureterostomy, ureteroneocystostomy, psoas hitch, Boari flap, ileal ureter, and 
transureteroureterostomy (TUU). The choice of technique is dependent on the length 
and location of injury. These should be assessed by either intravenous urogram, com- 
puted tomography (CT) urogram, retrograde pyelography, ureteroscopy, or a combi- 
nation of these techniques. In patients with a nephrostomy tube preoperatively, 
antegrade nephrostogram is often used in evaluating the proximal extent of injury. 
Additional preoperative investigations include a measurement of both total and ipsi- 
lateral renal function, especially when nephrectomy, ileal substitution or TUU is con- 
sidered, and in cases of ureteroneocystostomy, an estimate of bladder capacity can be 
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obtained. Augmentation cystoplasty remains the most widely accepted technique for 
patients requiring surgical augmentation of bladder capacity for protection of the 
upper urinary tract and provides urinary continence in patients with bladder dysfunc- 
tion secondary to reduced functional capacity or poor compliance [1, 2]. 

With increasing experience in minimally invasive urology, a laparoscopic approach 
for each of these reconstructive techniques has been described. In general, the laparo- 
scopic approach aims to duplicate the principles of open surgery. In the appropriate 
patient, laparoscopy offers the advantages of decreased pain and shorter convalescence. 


Boari Flap 


The Boari flap is commonly used for ureteroneocystostomy when ureteral pathol- 
ogy is located mid ureter. In order to minimize the risk of flap ischemia, the ratio of 
flap length to base width should not exceed 3:1 (Fig. 28.1a, b). The length and loca- 
tion of the stricture is defined by preoperative imaging. If a large bladder flap is to 
be created, preoperative assessment of bladder capacity and compliance is per- 
formed. Reconstruction is facilitated by large bladder capacity with good compli- 
ance and minimal scarring from previous radiation therapy, abscess, urinoma, or 
benign prostatic hyperplasia. If collecting system decompression is required preop- 
eratively, consideration should be given to nephrostomy tube placement as edema 
and inflammation from the ureteral stent can increase difficulty with mobilization 
and make visualization of the strictured segment of ureter more difficult. 


Technique 


Positioning and Port Placement 

The patient is given a dose of antibiotic preoperatively to cover urinary pathogens. 
The patient is secured in a low lithotomy position with 30° Trendelenburg (Fig. 28.2). 
After being prepped and draped, a Foley catheter is placed in the bladder. For a left- 
sided stricture, the surgeon stands on the left side of the patient whereas the assistant 
is on the right side. A 12-mm camera port is placed at the umbilicus. A 5-mm and 
12-mm port is placed at the right and left lateral border of the rectus muscle two 
fingerbreadths below the umbilicus. A fourth 5 mm port is placed two fingerbreadths 
superior to the anterior superior iliac spine to serve as an assistant port. For a right- 
sided stricture, the surgeon stands on the right side and the port positions are reversed. 


Procedure 

The line of Toldt is incised and the colon is reflected medially. The ureter is identified 
at the level of the iliac vessels and mobilized as distally as possible (Fig. 28.3a—f). In 
the absence of a ureteral stent, a normal ureter will often be dilated proximal to the 
level of obstruction. To aid with the dissection, a vascular loop can be passed around 
the ureter and brought out through one of the trocars to place the ureter on traction [3]. 
As the ureter is mobilized, care is taken to preserve the adventitial tissue in order to 
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Fig. 28.1 Laparoscopic 
Boari flap. (a) Bladder flap 
is created. The ureter is 
spatulated and the dorsal 
aspect anastomosed to the 
flap. (b) Flap is tubularized 
and the remainder of the 
bladder defect is closed 
(Reprinted with 
permission, Cleveland 
Clinic Center for Medical 
Art & Photography © 
2010. All Rights Reserved) 


Fig. 28.2 Port position for 
a left laparoscopic Boari 
flap (Reprinted with 
permission, Cleveland 
Clinic Center for Medical 
Art & Photography © 
2010. All Rights Reserved) 
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Fig. 28.3 (a) The bladder is opened, revealing the catheter balloon and a flap is created. (b) The 
ureter and flap are brought together to ensure that the anastomosis will be tension free. (c) After 
spatulation, the posterior wall of the ureter is sutured to the bladder mucosa. Once the posterior 
anastomosis is completed, a ureteral stent a placed. (d) Completed anastomosis. (e) Appearance at 
cystoscopy. (f) Intravenous pyelogram detailing outline of the Boari flap 
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Fig. 28.3 (continued) 


maintain the blood supply of the ureter. The diseased segment of ureter is then excised 
and sent for pathology. In cases where stricture etiology is unclear, frozen section 
analysis should be obtained. The ureter is then mobilized at least 4-5 cm proximally 
and spatulated on its ventral aspect. 

Attention is then turned to the bladder. The peritoneum overlying the bladder is 
incised and the urachus is divided. The bladder is freed anteriorly by dissecting the 
space of Retzius. If necessary, the superior and middle vesical arteries on the con- 
tralateral side of the diseased ureter can be divided to gain additional bladder length 
and mobility. 

A U-shaped flap is outlined on the anterior aspect of the bladder with the flap 
base being wider than the apex. The base of the flap should be at least 3 cm and the 
apex should be at least 2 cm. The apex of the flap should be at least 2 cm away from 
the bladder neck. Intraoperatively, a ureteral stent serves as a benchmark and can be 
measured in order to determine the length of the required flap. In view of tissue 
contraction, flap length should be 1.5 times longer than the defect to be bridged [4]. 

The posterior wall of the ureter-flap anastomosis is constructed by using inter- 
rupted full-thickness 4-0 Vicryl™ sutures (Ethicon, Inc., Somerville, NJ). After the 
posterior anastomosis is completed, a stent is inserted. To aid with guidewire pas- 
sage and stent insertion, a 2-mm needlescopic port can be placed just superior to the 
pubic symphysis. A 0.038 in. diameter guidewire is advanced through the port and, 
using a laparoscopic grasper, guided into the ureter and kidney. After the wire is 
positioned, a double J stent is advanced over the wire [4]. Full-thickness interrupted 
sutures are used to complete the ureter-flap anastomosis. A U-stitch can be used as 
the final anastomotic suture anteriorly and is passed through one side of the flap 
then through the ipsilateral side of the ureter, followed by the contralateral side of 
the ureter and finally the contralateral side of the bladder flap. The remainder of the 
bladder defect is then closed with a running absorbable suture. 
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Fig. 28.4 Non refluxing Boari flap anastomosis. (a) The ureter is spatulated, and the Boari bladder 
flap is raised followed with incision of mucosa at the apex to raise mucosal flaps. (b) The spatulated 
ureter is sutured to the bladder flap edges. (c) Side view of anastomosed ureter to bladder flap. (d) 
Outside view of bladder closure after the ureteral bladder anastomosis. (e) Inside view illustrating 
first raising the bladder mucosa, followed by anastomosis of ureter to bladder flap and finally bladder 
mucosal flap closed over the ureteral bladder anastomosis as antireflux mechanism. (Reprinted with 
permission, Cleveland Clinic Center for Medical Art & Photography © 2010. All Rights Reserved) 


A nonrefluxing anastomosis can be created by making a 2-mm to 3-cm midline 
incision in the mucosa at the apex of the flap. The mucosa is then undermined 
1 cm laterally on each side of the incision. Then the ureter sutured to the apex of 
the mucosal incision while the flap edges are sutured to the edges of the ureter 
circumferentially. The midline of the mucosal incision is then closed over the 
ureter, thus creating a tunneled anastomosis (Fig. 28.4) [4]. However, since the 
ratio of ureteral length to diameter should be at least 4:1 to prevent reflux, use of 
this technique is limited to situations in which a long ureteral length is present. It 
is the preference of the authors to create refluxing anastomoses as nonrefluxing 
maneuvers may increase the risk of postoperative ureteral obstruction. If required 
to ease tension on the anastomosis, the bladder dome can be fixed to the ipsilateral 
psoas muscle. 

The integrity of the closure and anastomosis is then tested by filling the bladder, 
and a drain and Foley catheter are left in place. The drain is removed when output is 
less than 50 cc/24 h, whereas the Foley catheter is left for 7-10 days and is removed 
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when a cystogram shows no extravasation. The ureteral stent is removed 4—6 weeks 
postoperatively. 

A modification to the above technique includes making a transverse incision 
along the anterior bladder wall, one third distal to the dome. The mid portion of the 
flap is sutured to the spatulated end of the ureter. After completion of the lateral and 
medial anastomosis, the bladder is closed in a Heineke-Mikulicz fashion [5]. 
Additionally, use of the da Vinci® robot (Intuitive Surgical, Inc., Sunnyvale, CA) 
positioned between the patient’s legs with a similar port configuration makes intra- 
corporeal suturing decidedly easier. 


Discussion 


Several reports detail experience with laparoscopic Boari flap. Fugita et al. reported 
three cases of which none demonstrated ureteric obstruction on postoperative imag- 
ing [6]. Castillo et al. reported their experience with laparoscopic Boari flap in eight 
patients with ureteral strictures 4-7 cm in length [3] There was no intraoperative 
complication and at mean follow up of 17.6 months, all patients were symptom free 
and had a nonobstructive intravenous urogram. 

Modi et al. described a case report of a Boari flap performed after iatrogenic 
ureteral injury [7]. They reported no complications and the patient was asymptom- 
atic at | year follow up. 

Ramalingam et al. reported three ureteroneocystostomy procedures with a laparo- 
scopic Boari flap [8]. They described no intraoperative or postoperative complications. 
With a range of 6 months to 3 years of follow up, all patients were asymptomatic and 
CT urogram at 6 months postoperatively showed improved drainage for the entire 
cohort. 

Simmons et al. retrospectively compared their experience with laparoscopic 
reconstruction and open reconstruction [9]. This included five laparoscopic uretero- 
ureterostomies, four laparoscopic ureteroneocystostomies, and three laparoscopic 
Boari flaps. The laparoscopic group had less blood loss and a shorter hospital stay. 
At a mean follow up of 23 months, ureteral patency was 100% in the laparoscopic 
group. One patient who underwent a laparoscopic Boari flap developed a postopera- 
tive urinoma. This was treated by bladder catheter drainage. 

Rassweiler et al. reported ten cases of laparoscopic psoas hitch procedures per- 
formed with (n = 4) and without (n = 6) a Boari flap [10]. These ten patients were 
retrospectively compared with ten patients treated via an open approach. They noted 
that, compared with the open group, blood loss, analgesic requirement and conva- 
lescent time were significantly shorter in the laparoscopic group. Conversely, in the 
laparoscopic group the operative time was significantly longer. 

Symons et al. retrospectively reviewed their cases of laparoscopic reconstructive 
surgery [11]. This included direct reimplantation in three patients and Boari flap in 
three patients. They reported no complications; intravenous urogram at 3 months 
showed prompt excretion in all patients. 
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Fig. 28.5 Port positions 
for laparoscopic psoas 
hitch (Reprinted with 
permission, Cleveland 
Clinic Center for Medical 
Art & Photography © 
2010. All Rights Reserved) 


Sh 7 


In the adult population, ureteroneocystostomy is most often performed as a result of 
ureteral obstruction or fistula. When ureteral length is inadequate for a tension free 
anastomosis, or if a nonrefluxing anastomosis is desired, a psoas hitch is a useful 
adjunctive procedure. 


Psoas Hitch 


Technique 


Positioning and Port Placement 
Positioning and port placement is similar to that of the laparoscopic Boari flap 
(Fig. 28.5). 


Procedure 

The colon is mobilized and the ureter identified as in a laparoscopic Boari flap. After 
ureteral mobilization, the diseased segment of ureter is excised (Fig. 28.6). Attention 
is then turned to the bladder. The bladder is filled with normal saline. The peritoneum 
overlying the bladder is incised and the space of Retzius is developed. After bladder 
mobilization, the need for a psoas hitch is assessed. If the ureter can be brought down 
to the bladder under no tension, then a cystotomy is made in the side of the dome 
ipsilateral to the ureter and a primary anastomosis can be performed. 

If a psoas hitch is required, often the contralateral bladder pedicle must be 
divided. The bladder dome is then anchored to the psoas muscle using at least two 
separate 2-0 Vicryl™ sutures. 

If a refluxing anastomosis is preferred, an incision is made in the bladder to 
expose the mucosa. The ureter is then spatulated and anastomosed to the bladder 
mucosa using 3-0 Vicryl™ suture in an interrupted or running fashion. After com- 
pleting the initial three interrupted sutures of the anastomosis at the apex of the 
spatulation, a ureteral stent is inserted as is described for the Boari flap and the 
remainder of the anastomosis is completed. 


28 Difficulties in Laparoscopic Ureteral and Bladder Reconstruction 393 


Fig. 28.6 Ureteroneocystostomy with psoas hitch. (a) After mobilization, the anterior wall of the 
bladder is brought to the psoas muscle. (b) The bladder is fixed to the psoas muscle. (c) The ureter 
is extended to the bladder to ensure that there is no tension on the anastomosis. (d, e): After 
spatulation, the ureter is anastomosed to the bladder. After the initial three sutures are placed at the 
apex of the spatulation, a ureteral stent is inserted. (f) Completed anastomosis. (g) Cystographic 
appearance after repair 
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Fig. 28.6 (continued) 
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Fig. 28.6 (continued) 


If desired, a nonrefluxing anastomosis can be performed by various techniques. 
Frequently, a Lich-Gregoir onlay procedure is performed. Puntambekar et al. also 
describe an intravesical nonrefluxing anastomosis [12] whereas Chung et al. 
describe a cystoscopy-assisted technique for creation of the submucosal tunnel [13]. 
However, the antireflux mechanism is likely less important in adults than for chil- 
dren and may increase the risk of postoperative ureteral obstruction. 

After completion of the anastomosis, a closed suction drain is placed. The Foley 
catheter is left in place for 7 days and is removed when a postoperative cystogram 
shows no leakage. The suction drain is removed when the output is less than 50 
cc/24 h. A ureteral stent is left in place for 4 weeks. Additionally, use of the da 
Vinci® robot positioned between the patient’s legs with a similar port configuration 
makes intracorporeal suturing decidedly easier. 


Discussion 


Nezhat et al. reported on six patients who underwent a laparoscopic psoas hitch 
procedure for endometriosis [14]. No postoperative complications occurred and all 
patients had normal imaging at | year follow up. Rouprét et al. described six patients 
who underwent laparoscopic distal ureterectomy and direct reimplantation with (n 
= 2) and without (n = 4) a psoas hitch for low-grade transitional cell carcinoma 
(TCC) [15]. At a mean follow up of 32 months, two recurrences were documented, 
one patient recurred in the bladder and required a cystectomy and ileal conduit 
while another patient had tumor recurrence in the renal pelvis treated by percutane- 
ous ablation. The authors state that during the ureteral dissection: (1) contact with 
the tumor should be avoided, (2) the ureter should be ligated proximal and distal to 
the tumor before transaction, and (3) intraoperative frozen sections to assess margin 
status are imperative before reimplantation. 

Modi et al. reported 18 patients who underwent ureteroneocystostomy with a 
psoas hitch secondary to ureterovaginal fistula that occurred as a result of iatrogenic 
injury sustained during hysterectomy [16]. According to their report, 17 cases were 
successfully completed laparoscopically while 1 procedure was aborted due to 
intraoperative arrhythmia. At a mean follow up of 26 months, all patients were free 
of obstruction on postoperative excretory urography. 
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Ileal Ureter 


Ileal interposition is indicated in the management of both benign and malignant 
ureteral stricture disease (Fig. 28.7). It is reserved for situations in which the defect 
cannot be bridged by other methods. Contraindications to ileal ureter include renal 
insufficiency (Cr > 2 mg/dL), bladder dysfunction, inflammatory bowel disease, and 
radiation enteritis. 


Technique 


Positioning and Port Placement [1 7] (Fig. 28.8a, b) 
Bowel preparation is given the day before surgery. Preoperatively antibiotics for 
bowel and urinary tract surgical prophylaxis are also administered. The patient is 


Fig. 28.7 Ileal ureter. 
The ureter is anastomosed 
to a loop of ileum in a side 
to side fashion. The distal 
end of ileum is sutured to 
the bladder (Reprinted 
with permission, 
Cleveland Clinic Center 
for Medical Art & 
Photography © 2010. All 
Rights Reserved) 
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placed in a modified flank position for the upper tract portion of the procedure and 
then in lithotomy with the table in full Trendelenburg position for the lower tract por- 
tion. However, the procedure can be completed without repositioning of the patient. 

Once pneumoperitoneum is established, a 12-mm port is placed at the lateral 
border of the rectus muscle 3—4 cm below the umbilicus. In right-sided ileal inter- 
position during the upper tract dissection, this will serve as the left-hand port. 
Conversely, when the lower tract dissection is performed, it will be used as the right- 
hand port and used for dissection/anastomosis. In left-sided ileal interposition, it 
will be used as a right-hand port during kidney/upper ureter dissection and as a 
left-hand port during bladder dissection. A second 12 mm port is placed at the 


Right 


Proposed larger 
incisions 


Left 


Proposed larger 
incisions 


Fig. 28.8 Port placement 
for laparoscopic ileal 
ureter (a) right side and (b) 
left side (Reprinted with 
permission, Cleveland 
Clinic Center for Medical 
Art & Photography © 
2010. All Rights Reserved) 
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lateral border of the rectus, 2 cm below the costal margin. In right sided procedures, 
this will also be used for the upper tract dissection. In the case of a left-sided proce- 
dure, this should be a 5 mm port and will be used by the left hand for the upper tract 
dissection. 

A third 12-mm port is placed midway between the two previous ports. In both 
right- and left-sided procedures, it serves as the camera port during the upper tract 
portion of the procedure, whereas it can be used as a retraction port during the lower 
tract dissection. A fourth 5-mm port is placed below the ribs at the level of the ante- 
rior axillary line. In both right and left procedures, it serves as a retraction port dur- 
ing the upper tract portion of the procedure. A fifth 12-mm port at the umbilicus will 
be used as a camera port during the bladder dissection in both right and left proce- 
dures. A sixth port should be placed 3—4 cm below the umbilicus on the contralat- 
eral side of the ileal interposition. In right-sided procedures, a 5-mm port will suffice 
and this will serve as the left-hand port during the bladder dissection. In left ileal 
interposition, a 12-mm port is required as this will be used by the right hand during 
the lower tract dissection A 5-mm assistant port will be placed two to three finger- 
breadths medial to the anterior superior iliac spine. 

A 3-mm to 7-cm open incision is made at the level of the ureteropelvic junction 
or the ureterovesical junction. This incision will serve as the site for ileal isolation, 
open ureteral dissection and for completion of one of the final two anastomoses. In 
cases for which the excision of a cuff of bladder is required, the incision is posi- 
tioned in the pelvis. The incision is positioned in the ipsilateral upper quadrant 
when dense proximal ureteral strictures are anticipated. 


Procedure 

The line of Toldt is incised and the colon is reflected medially. The ureter is identi- 
fied and traced superiorly to the renal pelvis (Fig. 28.9). Distally, the ureter is mobi- 
lized up to the point of entry into the bladder. A 15-mm to 18-cm segment of ileum 
is identified approximately 15 cm from the ileocecal valve. The selected ileal seg- 
ment is then exteriorized through the preselected incision site. Alternatively, 
Ramalingam et al. describe a transportal technique to exteriorize the bowel [18]. 
Instead of using a 12-mm port or a 3-mm to 7-cm incision, a 20-mm port is used. 
The bowel can then be brought out through the port for extracorporeal manipula- 
tion. This has the advantage of resulting in a smaller abdominal incision, but will 
not aid in ureteral or bladder dissection or anastomosis. 

Using standard open techniques with gastrointestinal staplers, the segment of 
ileum is isolated and bowel continuity restored. The distal staple line of the isolated 
ileal segment is removed. The proximal staple line is not excised. An incision is then 
made on the proximal antimesenteric border of the bowel segment for the pyeloileal 
anastomosis. An anastomosis in this area is felt to result in less tension on the 
pyeloileal suture line [17]. The bowel segment is then copiously irrigated, a JJ stent 
placed through and through and secured in place. The intestinal loop is subsequently 
returned to the abdomen and the incision is then closed. 

The diseased segment of ureter is transected and the proximal end spatulated. If 
performed for TCC, a cuff of bladder should be excised and the complete ureter 
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Fig. 28.9 (a) A segment of ileum is exteriorized. The required length of ileum is isolated and 
bowel continuity restored. The distal staple line is excised and an incision is made on the antimes- 
enteric side near the proximal end. The ileum is vigorously irrigated and a stent placed through and 
through and secured in place. (b) A window is created within the mesentery of the ascending colon. 
(c, d) Distal end of Ileum is anastomosed to bladder in an isoperistaltic fashion. (e, f) After the 
proximal ileum is brought through a window in the large bowel mesentery, it is anastomosed to the 
renal pelvis. (g) Cystographic appearance of an ileal ureter 
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Fig. 28.9 (continued) 


extracted and frozen sections obtained to confirm negative margins. The bladder is 
then mobilized. The bladder is distended and a cystotomy is created at the dome. 

In preparation for the anastomosis, care must be taken to orient the bowel seg- 
ment in an isoperistaltic configuration. On the right side, this often requires twisting 
the segment 180° on its mesentery. On the left side, a defect is created in the sigmoid 
mesentery just caudal to the level of the ureteropelvic junction and the interposed 
segment is positioned through the defect. This places less tension on the proximal 
anastomosis and allows for a more direct course of the ileal ureter [17]. If the mes- 
enteric defect cannot be created safely, the ileal ureter can be passed anterior to the 
sigmoid colon. In this circumstance, consideration should be given to placing inter- 
rupted sutures through the ileal mesentery and the mesentery of the colon to obliter- 
ate the potential space in order to prevent potential bowel entrapment [19]. The 
distal end of the ileum is then anastomosed to the bladder in a mucosa-to-mucosa 
fashion with two running stitches of 3-0 or 4-0 Vicryl™ suture, each in a semicircu- 
lar configuration. If there appears to be tension, interrupted sutures should be placed 
to reinforce the anastomosis. A similar procedure is performed for the proximal 
pyeloileal anastomosis. The proximal anastomosis should be performed to the renal 
pelvis to avoid a theoretically higher risk of stenosis [17]. 

The anastomoses are then tested by distending the bladder to ensure a watertight 
seal. Two closed suction drains are placed, one near the pyeloileal and the second 
near the ileovesical anastomosis. The drains are removed once the output is less than 
50 cc/24 h. The Foley catheter is removed after 7 days after a cystogram shows no 
leakage. The ureteral stent is left in place for 4 weeks. 


Discussion 


Reported experience with laparoscopic ileal interposition is limited. Gill et al. 
describe the initial case of a laparoscopic ileal ureter performed in a patient with 
TCC [20]. They reported no intraoperative or postoperative complications. Castillo 
et al. performed two cases because of extensive stenosis secondary to stone disease 
[21]. Patients were asymptomatic at a median of 18.5 months and postoperative uro- 
gram showed prompt drainage. They reported no complications. Kamat and 
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Khandelwal reported their experience in two patients who underwent surgery for 
multiple tuberculous strictures. Short-term follow up showed good patency of the 
ileal loop. Complications included ileus and entrapment of the bowel by the ileal 
loop mesentery [19]. 

Stein et al. reviewed seven cases of laparoscopic ileal substitution and compared 
them with seven open procedures in a retrospective fashion [17]. They noted a sig- 
nificantly decreased narcotic requirement and faster convalescence in the laparo- 
scopic group. Complications included enteric anastomotic leak in one patient 
requiring reoperation. This occurred after a completely intracorporeal technique 
was used to isolate the ileum. Since this complication occurred, they state that in 
subsequent procedures that bowel harvesting was performed through a small open 
incision. Desai et al. also described a single port ileal ureter [22]. They described no 
intraoperative or postoperative complications. 


Transureteroureterostomy 


TUU is indicated in the treatment of lower ureteral lesions when ureteroneocystos- 
tomy, with or without a psoas hitch or Boari flap, is not feasible. The main concern 
with TUU is the potential for putting a normal ureter at risk with the intervention. 


Technique 


Positioning and Port Placement 

The patient is given a dose of antibiotic preoperatively. The technique described is 
that reported by Piaggio and González [23]. The patient is initially placed in lithot- 
omy position for cystoscopy and stent insertion into the recipient ureter. After stent 
placement, the patient is repositioned in the supine position. Pneumoperitoneum is 
established and working ports are placed in the hypogastrium and right and left 
flank at the level of the umbilicus in children and higher in older children. After port 
placement, the table is placed in Trendelenburg position and the table rotated so that 
the donor ureter side is elevated 30—40°. 


Procedure 

The ureter is identified at the level of the pelvic brim. The peritoneum overlying the 
ureter is incised and the ureter dissected as close to the bladder as possible. The 
ureter is then ligated and transected in an oblique fashion. Subsequently, the ureter 
is mobilized proximally, taking care to preserve the periureteral blood supply. 

The surgeon then changes sides and the surgical table is repositioned to elevate 
the side of the recipient ureter. The peritoneum over the recipient ureter is incised at 
the level of the pelvic brim, but the ureter is left in situ. A tunnel through the recto- 
sigmoid mesentery is created, joining the two peritoneal windows. The donor ureter 
is brought to the recipient side with care, ensuring no kinking of the ureter has 
occurred and no tension is present. 
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A longitudinal incision is made on the medial side of the recipient ureter. The 
donor and recipient ureter are anastomed with 6-0 reabsorbable monofilament 
suture and an abdominal drain is placed. The Foley catheter is removed on postop- 
erative day number 1 or 2. The indwelling stent is left in place for 2—4 weeks. 


Discussion 


Dechet et al. described the feasibility of TUU in a swine model [24]. but Piaggio 
and Gonzalez were the first to report the procedure in humans [23]. They reported 
their results with three cases of laparoscopic transureteroureterostomy performed in 
children. At 6 months follow up, all patients had normal kidney function and blood 
pressure. There was no conversion to open surgery. The only complication reported 
was a transient urinary leak. Additional complications reported by Dechet et al. 
included anastomotic stricture, urinary tract infection, and ileus. 


Augmentation Cystoplasty 


Enterocystoplasty effectively provides an increased vesical storage capacity and com- 
pliance by anastomosing an adequately sized, well-vascularized patch of bowel to the 
urinary bladder. The morbidity and postoperative discomfort due to the incision associ- 
ated with the open technique may prolong hospital stay, increase the metabolic needs 
for wound healing, and delay postoperative recovery. The laparoscopic approach, albeit 
limited because of technical complexity, tries to mimic the steps of the well-established 
open technique with the advantages of a minimally invasive procedure. 


Technique 


Positioning and Port Placement 
Preoperative preparation includes a low residue and a clear liquid diet for two days 
prior to surgery (Fig. 28.10). A bowel preparation is given the day before surgery. 
Preoperative antibiotics for bowel and urinary tract surgical prophylaxis are given. 
The patient is placed in a low lithotomy position and pneumatic compression 
stockings are applied to both legs. Cystoscopically, single-J ileoureteral stents (7F, 90 
cm, Circon-Surgitek, Santa Barbara, CA) are inserted into the renal pelves bilaterally. 
The external ends of both stents are secured to a Foley catheter. A four-port transperi- 
toneal laparoscopic approach is used: 12-mm port at the superior umbilical crease, 
5-mm or 12-mm port at the lateral border of the right rectus muscle at the level of the 
umbilicus, 5-mm port at the lateral border of the left rectus muscle at the level of the 
umbilicus, and 5-mm port at the level of the left anterior superior iliac spine. 


Procedure [25] 

The bladder is distended with saline and circumferentially mobilized laparoscopi- 
cally. After mobilization, the bladder is decompressed. Depending on the preopera- 
tive choice of the specific bowel segment (ileum, right colon, or left colon), an 
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Fig. 28.10 Port placement 
for laparoscopic 
enterocystoplasty 
(Reprinted with 
permission, Cleveland 
Clinic Center for Medical 
Art & Photography © 
2010. All Rights Reserved) 


Fig. 28.11 Umbilical port 
incision is enlarged for 
bowel exteriorization Dees ‘ 
(Reprinted with SPADAY C77 Zz 
permission, Cleveland ~ 13N GEE 
Clinic Center for Medical : D 
Art & Photography © 
2010. All Rights Reserved) 


appropriate 15-cm length of bowel is identified using two primary criteria. First, the 
bowel segment should reach the area of the bladder neck without tension, and sec- 
ond, a well-defined arterial arcade in its mesentery should be present. The distal end 
of the selected bowel segment is marked with a superficial electrocautery burn for 
identification. 

The preselected loop of bowel is delivered outside the abdomen through a 2-cm 
extension of the umbilical port incision (Fig. 28.11). During laparoscopic bladder 
augmentation, the authors elect to perform bowel reconstruction extracorporally for 
the following reasons: 


. Bowel mesentery can be precisely incised after ensuring good vascularity. 

. Bowel reanastomosis can be performed using open surgical technique. 

3. Irrigation of the excluded bowel loop can be performed without any peritoneal 
spillage, thereby limiting the potential for subsequent pelvic abscess 
formation. 


Ne 
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4. Detubularization and construction of complex enteric pouches can be performed 
expeditiously by open suturing. 

5. If the mesenteric length allows the segment of bowel to be delivered outside the 
anterior abdominal wall without evidence of bowel ischemia, it is also likely to 
reach the bladder without tension. 

6. This approach allows considerable savings in overall operative time. 


Using open technique, the appropriate bowel segment with its mesenteric pedicle 
is isolated, bowel continuity is reestablished, and the mesenteric window is closed 
(Fig. 28.12). 

The isolated bowel segment is meticulously cleansed by irrigation and detubular- 
ized along its antimesenteric border. No additional reconstruction is necessary if the 
sigmoid colon is used. For the ileum, a U-shaped plate is created by side-to-side 
anastomosis using continuous absorbable suture (2-0 Vicryl™). When using the 
cecum and the proximal ascending colon, they are detubularized, and an appendec- 
tomy is performed. 

An orientation suture is placed at the cephalad end and at the caudal end of the 
bowel patch to facilitate subsequent laparoscopic identification. The bowel is then 
returned to the abdominal cavity, and the infraumbilical incision is closed around 
the reinserted 12-mm umbilical port. A 15-cm anteroposterior cystotomy incision is 
created using electrosurgical scissors. The preplaced stay sutures on the bowel seg- 
ment are oriented properly, and the mesenteric pedicle is inspected to rule out tor- 
sion. Circumferential, continuous, full-thickness, single-layer anastomosis of the 
bowel mucosa and muscularis with the bladder wall is created by laparoscopic 
suturing (Fig. 28.13). 
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Fig. 28.12 Bowel 
reanastomosis is 
performed cephalad to the 
excluded segment of 
bowel (Reprinted with 
permission, Cleveland 
Clinic Center for Medical 
Art & Photography © 
2010. All Rights 
Reserved) 


28 Difficulties in Laparoscopic Ureteral and Bladder Reconstruction 405 


Fig. 28.13 Enterovesical anastomosis (Reprinted with permission, Cleveland Clinic Center for 
Medical Art & Photography © 2010. All Rights Reserved) 


Discussion 
The surgical technique of enterocystoplasty has the following basic prerequisites: 


1. Bladder mobilization with creation of an adequate-sized cystotomy (in some 
cases, subtotal cystectomy) 

2. Selection of an optimal segment of bowel based on a broad, well-vascularized 

mesenteric pedicle 

. Isolation of the bowel segment 

. Reestablishment of bowel continuity and closure of mesenteric window 

5. Detubularization and appropriate fashioning of the bowel segment without peri- 
toneal soiling from bowel contents 

6. Performance of a tension-free, watertight, full-thickness, circumferential, 
mucosa-to-mucosa anastomosis of the bowel to the bladder 

7. Establishment of adequate urinary drainage 


RW 


On the basis of the authors’ experience, laparoscopic enterocystoplasty appears 
to adequately and efficaciously achieve all these objectives. 


Conclusions 
Minimally invasive techniques are being applied with increasing frequency to 
complex reconstructive procedures. 


e The laparoscopic approach attempts to duplicate the principles of open sur- 
gery while offering minimal morbidity, decreased hospitalization and blood 
loss, and enhancing cosmesis. 
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e All techniques described are evolving. The prolonged operative time reflects 


an initial laparoscopic learning curve. 


e Careful case selection and planning is important. However limited data 


reported in the literature tend to support the safety and efficacy of a laparo- 
scopic approach. 


e Boari flap, ileal interposition, and enterocystoplasty remain more challenging 


and are highly advanced techniques. 


References 


1. 


10. 


11. 


12. 


13. 


14. 


15. 


16. 


17. 


18. 


Hasan ST, Marshall C, Robson WA, Neal DE. Clinical outcome and quality of life following 
enterocystoplasty for idiopathic detrusor instability and neurogenic bladder dysfunction. Br J 
Urol. 1995;76:55 1-557. 


. Mundy AR, Stephenson TP. “Clam” ileocystoplasty for the treatment of refractory urge incon- 


tinence. Br J Urol. 1985;57:641-646. 


. Castillo OA, Litvak JP, Kerkebe M, Olivares R, Urena RD. Early experience with the laparo- 


scopic Boari flap at a single institution. J Urol. 2005;173:862-865. 


. Simmons MN, Gill IS, Fergany AF, Kaouk JH, Desai MM. Technical modifications to laparo- 


scopic Boari flap. Urology. 2007;69:175-180. 


. Lima GC, Rais-Bahrami S, Link RE, Kavoussi LR. Laparoscopic ureteral reimplantation: a 


simplified dome advancement technique. Urology. 2005;66(6): 1307-1309. 


. Fugita OE, Dinlenc C, Kavoussi L. The laparoscopic Boari flap. J Urol. 2001;166:51-53. 
. Modi P, Goel R, Dodia S, Devra A. Case report: laparoscopic Boari flap. J Endourol. 


2006;20(9):642-645. 


. Ramalingam M, Senthil K, Pai MG. Laparoscopic Boari flap repair: report of 3 cases. J 


Laparoendosc Adv Surg Tech A. 2008;18(2):271-275. 


. Simmons MN, Gill IS, Fergany AF, Kaouk JH, Desai MM. Laparoscopic ureteral reconstruc- 


tion for benign stricture disease. Urology. 2007;69:280-284. 

Rassweiler JJ, Gözen AS, Erdogru T, Sugiono M, Teber D. Ureteral reimplantation for man- 
agement of ureteral strictures: a retrospective comparison of laparoscopic and open techniques. 
Eur Urol. 2007;51(2):512-522. 

Symons S, Kurien A, Desai M. Laparoscopic ureteral reimplantation: a single center experi- 
ence and literature review. J Endourol. 2009;23(2):269-274. 

Puntambekar S, Palep RJ, Gurjar AM. Laparoscopic ureteroneocystostomy with psoas hitch. J 
Minim Invasive Gynecol. 2006;13:302-305. 

Chung H, Jeong BC, Kim HH. Laparoscopic ureteroneocystostomy with vesicopsoas hitch: 
nonrefluxing ureteral reimplantation using cystoscopy-assisted submucosal tunneling. J 
Endourol. 2006;20(9):632-639. 

Nezhat CH, Malik S, Nezhat F, Nezhat C. Laparoscopic ureteroneocystostomy and vesico- 
psoas hitch for infiltrative endometriosis. JSLS. 2004;8(1):3-7. 

Rouprét M, Harmon JD, Sanderson KM. Laparoscopic distal ureterectomy and anastomo- 
sis for management of low-risk upper urinary tract transitional cell carcinoma: preliminary 
results. BJU Int. 2007;99:623-627. 

Modi P, Gupta R, Rizvi SJ. Laparoscopic ureteroneocystostomy and psoas hitch for post- 
hysterectomy ureterovaginal fistula. J Urol. 2008;180:615-617. 

Stein RJ, Turna B, Patel NS, et al. Laparoscopic assisted ileal ureter: technique, outcomes and 
comparison to the open procedure. J Urol. 2009;182:1032-1039. 

Ramalingam M, Senthil K, Pai MG. Modified technique of laparoscopy-assisted surgeries 
(transportal). J Endourol. 2008;22(12):2681-2685. 


28 


Difficulties in Laparoscopic Ureteral and Bladder Reconstruction 407 


19. 


20. 


21. 


22. 


28. 


24. 


25. 


Kamat N, Khandelwal P. Laparoscopy-assisted ileal ureter creation for multiple tuberculous 
strictures: report of two cases. J Endourol. 2006;20(6):388-393. 

Gill IS, Savage SJ, Senagore AJ, Sung GT. Laparoscopic ileal ureter. J Urol. 
2000; 163(4):1199-1202. 

Castillo OA, Sanchez-Salas R, Vitagliano G, Diaz MA, Foneron A. A laparoscopy-assisted 
ureter interposition by ileum. J Endourol. 2008;22(4):687-692. 

Desai MM, Stein R, Rao P, et al. Embryonic natural orifice transumbilical endoscopic surgery 
(E-NOTES) for advanced reconstruction: initial experience. Urology. 2009;73(1):182-187. 
Piaggio LA, Gonzalez R. Laparoscopic transureteroureterostomy: a novel approach. J Urol. 
2007;177:2311-2314. 

Dechet CB, Young MM, Segura JW. Laparoscopic transureteroureterostomy: demonstration of 
its feasibility in swine. J Endourol. 1999;13(7):487-493. 

Gill IS, Rackley RR, Meraney AM, Marcello PW, Sung GT. Laparoscopic enterocystoplasty. 
Urology. 2000;55(2):178-181. 


Difficulties in Laparoscopic Ureterolysis 29 
and Retroperitoneal Lymph Node 
Dissection 


Mohamed A. Atalla, Eboni J. Woodard, 
and Louis R. Kavoussi 


Laparoscopic Ureterolysis 


Retroperitoneal fibrosis (RPF) is a chronic progressive disease process character- 
ized by inflammation and fibrosis in the retroperitoneum that may lead to compres- 
sion of vital structures, including the ureters. RPF primarily affects patients between 
40 and 60 years of age, with an estimated incidence of 1:200,000 to 1:500,000 per 
year. Most cases are deemed idiopathic with drugs, such as methysergide and other 
ergot alkaloids, accounting for a significant portion of cases with identifiable causes. 
In some instances, RPF can be attributed to retroperitoneal malignancies or prior 
exposure to retroperitoneal radiation therapy [1]. 

The retroperitoneal fibrotic mass generally centers near the distal aorta at the 
level of L4—L5 and may extend from the mediastinum to the iliac vessels. The mass 
can encase the ureters, leading to hydronephrosis and a functional obstruction via 
extrinsic compression and interference with ureteral peristalsis [2]. Patients often 
present with pain in the lower back or flanks. Other presenting symptoms include 
weight loss, anorexia, nausea, malaise, fever, hypertension, and  oliguria. 
Compression of the inferior vena cava (IVC) may result in deep venous thrombosis 
or lower extremity edema. Symptoms related to compression of other organs are 
rare. Symptoms are typically present for 4—6 months before the diagnosis of RPF is 
made. Laboratory evaluation may reveal an elevated erythrocyte sedimentation rate, 
moderate leukocytosis, and mild anemia. Historically, 50% of patients have uremia 
of variable degrees [3]. 

Medical management of RPF consists mainly of immunosuppressants, such as 
mycophenolate mofetil, and corticosteroids, or a combination thereof [4]. Clinical 
response rates of up to 80% have been reported with resolution of pain and 
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constitutional symptoms, reduction in mass size, and improvement in ureteral 
obstruction and IVC compression. However, medical management has been shown 
to be most effective in the proliferative phase. For patients who have failed medical 
therapy or for definitive primary therapy, surgery is the mainstay of treatment. 

Historically, pyelography was the radiographic study of choice for cases of sus- 
pected RPF, and typical findings included hydronephrosis and medial deviation of 
the ureters [2]. Today, radiographic diagnosis has largely been dominated by com- 
puted tomography (CT) with or without contrast, depending on the patient’s renal 
function. CT can be used to evaluate the degree of obstruction, as well the extent of 
the retroperitoneal mass and its relationship to surrounding anatomy. In patients 
with significant renal impairment, retrograde pyelography can demonstrate findings 
similar to those seen on intravenous pyelography. MRI and MR urography may also 
be of assistance in differentiating RPF from other causes of hydronephrosis. Diuretic 
nuclear renography is the best modality to quantify obstruction, and also assesses 
differential renal function, which is useful in planning treatment for unilateral RPF. 

The main principles of operative therapy include careful dissection of the ureter 
with preservation of the periureteral blood supply, and isolation of the ureter from 
the fibrotic process. Although open ureterolysis was the traditional method for sur- 
gical management, laparoscopic ureterolysis in the hands of an experienced surgeon 
has been shown to be a safe and effective approach. The first laparoscopic ureteroly- 
sis was reported by Kavoussi and associates in 1992, and later reproduced by others 
with similar success [5]. When compared with open surgery, laparoscopic ureteroly- 
sis has equivalent results including operative time, estimated blood loss, length of 
hospital stay, complication rates, transfusion requirements, and success rates. For 
cases of idiopathic RPF, laparoscopy has the advantage of a shorter hospital stay 
and reduced transfusion requirement [6]. The difficulties encountered with laparo- 
scopic ureterolysis usually correlate with the degree of fibrosis, owing to a more 
difficult dissection. 


Technique and Tips 


Preoperative antibiotics are administered intravenously. If stents are not in place, 
they should be placed prior to the procedure. Long stents should be used to avoid 
pulling the distal end proximally into the ureter by traction during the dissection. It 
is helpful to prep the genitalia into the operative field in the event the stent needs to 
be exchanged intraoperatively. The patient is secured to the operating table in a 
supine postion. The procedure is performed through a transabdominal approach. 
After insufflation with a Veress needle, three trocars are placed in the midline, start- 
ing at the subxyphoid position spaced 8—10 cm apart. A fourth trocar can be placed 
lateral to the rectus abdominus muscle at the level of the umbilicus. After inspecting 
the bowel for inadvertent injury during trocar placement, the bowel is moved medi- 
ally to expose the white line of Toldt. The white line is then incised from the inferior 
margin of the kidney to the level of the iliac vessels. The colon is reflected medially 
to expose the renal hilum and fibrotic retroperitoneal process. 
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The ureter should be identified outside the mass or area of involvement. In cases 
of primary pelvic involvement, it is helpful to identify the kidney and renal pelvis 
and work distally. When the upper ureter is involved, an incision is made medial to 
the medial umbilical ligament and the ureter is identified as it courses posterior into 
the bladder. If the ureter cannot be identified, it may be helpful to exchange the stent 
for a super stiff guidewire. Gentle manipulation of the wire can demonstrate bowing 
of the ureter. Occasionally, lighted stents may be helpful, although the fibrotic pro- 
cess can block transmission of bright light. 

Before excising the mass, biopsies should be obtained for the frozen section to 
exclude obvious malignancy. The ureter sometimes will peel off the fibrotic process. 
Many times there is a loss of distinction between the ureteral wall and surrounding 
tissue. In these cases, sharp dissection is required. After dissecting the ureter free of 
the fibrotic mass, the ureter should be carefully inspected and any ureterotomies 
should be primarily repaired. 

There is a temptation to try to bluntly pull the ureter away from the surrounding 
tissue. Unfortunately, the normal elasticity of the ureter is compromised by this 
process, making the ureter liable to tearing or avulsion. Small tears may be over- 
sewn and a drain left adjacent. In cases of avulsion, ureteral reimplantation may be 
needed. If it is high, alternatives such as bowel interposition, autotransplantation, or 
even nephrectomy should be entertained. These scenarios should be discussed pre- 
operatively with the patient. 

Intraperitonealization of the ureter is helpful to avoid reincorporation within the 
fibrotic process. The lateral edge of the peritoneum posterior to the ureter should be 
secured to the psoas fascia or area of prior peritoneal incision at the line of Toldt. 
Care needs to be taken to ensure that pockets for internal herniation are obliterated. 
Alternatively, a piece of omentum can be placed around or posterior to the ureter 
and secured to itself or the sidewall. The ureter should not be kinked or placed under 
any tension during this process. Assess that the internal stent has not migrated and 
conclude the procedure in a standard manner. Drains are unnecessary unless a ure- 
teral injury is suspected. 

Postoperatively, patients are allowed clear liquids and are advanced to a regular 
diet as tolerated. They are transitioned from intravenous to oral pain medication. 
The Foley catheter is removed on postoperative day |. Patients are typically ready 
for discharge on postoperative day 2. The ureteral stent can be removed in 3 weeks. 
Two weeks after stent removal, laboratory tests and imaging are obtained to evalu- 
ate renal function and resolution of obstruction. 


Difficulties 


Exposure and Port Placement 

Improper positioning and port placement can result in a difficult dissection, inadver- 
tent bowel injury, and a higher incidence of complications. As with all laparoscopic 
surgery, proper port placement is essential to providing adequate working space and 
sufficient access to the surgical field. Trocar placement should be determined by the 
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proximal and distal extent of the fibrotic process and the length of ureter involved. 
Rotating the bed 45° toward the surgeon and placing the patient in the Trendelenburg 
position helps to displace the bowel medially and superiorly and away from the opera- 
tive field. This helps decrease the risk of inadvertently injuring the bowel during trocar 
placement. When incising the white line of Toldt, maintaining a generous lateral 
sleeve of peritoneum on the bowel facilitates later intraperitonealization of the ureter. 


Bowel Injury and Internal Hernias 

Careful dissection should be exercised around the colon and small bowel. Avoid 
thermal dissection within a centimeter of any bowel. Bowel injuries are best repaired 
shortly after their occurrence, and, therefore, recognition is vital. Mesenteric defects 
resulting from colon reflection are often caused inadvertently. These defects are 
important to recognize intraoperatively and should be closed primarily using clips 
or absorbable suture to avoid the high risk of small bowel obstruction resulting from 
internal herniation. 


Vascular Injuries 
Any laparoscopic surgery of the retroperitoneum carries the risk of vascular injury. 
Renal, gonadal, and lumbar vessels are most commonly afflicted. When such an 
injury occurs, imprudent application of clips and staples should be avoided. Instead, 
begin compression with a blunt instrument or a mini laparotomy tape introduced 
through a 12-mm trocar. This allows time for careful planning to control the hemor- 
rhage. Clips or sutures are then used to control or repair the bleeding vessels. 
Major vascular injuries, such as those involving the IVC, should be approached 
in a similar manner. Venous lacerations will usually stop bleeding after pressure is 
applied. After adequate compression using a mini laparotomy tape, an additional 
trocar should be placed, if needed. The trocar can be used for introduction of a lapa- 
roscopic Satinsky clamp or another vascular clamp. Apply the clamp beyond the 
laceration while it is repaired using a fine Prolene™ (Ethicon, Inc., Somerville, NJ) 
suture. 


Ureteral Injury and Stricture Formation 

Ureteral injury is more likely to occur during ureterolysis due to the associated 
inflammatory process, making the dissection more difficult. Preoperative ureteral 
stent placement will facilitate identification and dissection of the ureter and may 
help reduce the incidence of ureteral injury. 

When dissecting the ureter from the fibrotic mass, dissection directly along the 
ureter should be avoided to prevent devascularization of the ureter and an increased 
risk of postoperative stricture formation. Excessive dissection also increases the risk 
of ureterotomy. Additionally, judicious use of electrocautery is important to reduce 
the risk of thermal injury to the ureter. The entire ureter should be carefully inspected 
after the dissection is complete, and any ureterotomies should be repaired primarily 
with a fine, absorbable suture. 
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The ureter also could be injured or kinked during intraperitonealization. The lie 
of the proximal ureter should be inspected carefully to avoid kinking of the ureter 
and subsequent obstruction. 


Laparoscopic Retroperitoneal Lymph Node Dissection 


Patients with stage I nonseminomatous germ cell tumors (NSGCT) have several 
treatment options, including surveillance, chemotherapy, and retroperitoneal lymph 
node dissection (RPLND) [7]. The primary, and often only, site of metastasis in 
NSGCT is the retroperitoneal lymph nodes. Left untreated, retroperitoneal lymph 
node metastasis is usually fatal. Despite improvement in radiographic techniques, 
15—40% of patients are clinically understaged. Open RPLND is the standard of care 
for staging and treatment. With advances in surgical technique, perioperative mor- 
bidity and mortality have been minimized, but up to 70% of patients undergoing 
RPLND receive no therapeutic benefit [8]. This outcome makes a minimally inva- 
sive approach a sensible option. 

Laparoscopic RPLND first emerged as a diagnostic and staging tool. With 
advances in imaging technology, the development of automated suturing devices, 
the advent of hemostatic agents, and the increasing skill level of surgeons, laparo- 
scopic RPLND has evolved into a therapeutic operation that upholds all the neces- 
sary oncologic principles that open surgery provides. [9]. Nevertheless, laparoscopic 
RPLND is a technically challenging procedure that should be reserved for experi- 
enced laparoscopic surgeons who are also comfortable performing open RPLND 
and applying advanced vascular skills as necessary. 

The indications for RPLND in low-stage NSCGT are clinical stage I or HA, 
negative serum tumor markers, and the absence of comorbidities that would pre- 
clude safe surgery. More recently, laparoscopic RPLND has also been offered to 
patients with residual masses following primary chemotherapy. In the hands of an 
experienced laparoscopic surgeon, the benefits of laparoscopic RPLND include 
shorter convalescence, more favorable cosmetic results, less postoperative pain and 
morbidity, and reduced operative blood loss and length of hospital stay [10]. 

Postchemotherapy laparoscopic RPLND is more technically demanding due to 
the resulting desmoplastic reaction, and should be performed in centers with experi- 
ence in primary laparoscopic RPLND. Permpongkosol et al. reported on 16 con- 
secutive patients who underwent postchemotherapy laparoscopic RPLND by a 
single surgeon, with 14 dissections successfully completed [11]. Seven patients 
(43.8%) developed complications and two (12.5%) required open conversion. All 
intraoperative complications were vascular injuries. Underscoring the importance 
of surgeon experience, all operative complications occurred during the first half of 
the series. Retrograde ejaculation is severalfold more common in postchemotherapy 
than in primary laparoscopic RPLND [12]. No perioperative mortality has been 
reported with either procedure. 
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Technique and Tips 


Patients undergo a mechanical bowel preparation the day before surgery and take 
only clear liquids until midnight. Broad-spectrum antibiotics are administered pre- 
operatively, and sequential antiembolic pneumatic boots are placed on the lower 
extremities. With the patient in the supine position, the arms are padded and secured 
to the patient’s sides. The patient should be secured to the table to allow safe rota- 
tion of the table. After placement of an orogastric tube and a Foley catheter, the 
abdomen is insufflated with a Veress needle. Four 12-mm trocars are placed in the 
midline, equally spaced, beginning 2 cm inferior to the xiphoid process and extend- 
ing to the symphysis pubis (Fig. 29.1). 

Reflection of the colon is carried out differently, depending on the side that is 
approached. On the left side, incise the white line of Toldt from the level of the 
spleen to the iliac vessels. Incise the splenocolic and colorenal ligaments for added 
mobility. On the right side, incise the peritoneum superior to the hepatic flexure and 


So a 


Y 


Fig. 29.1 Port placement for laparoscopic RPLND 
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Fig. 29.2 Dissection 
of the spermatic cord 
at the internal inguinal 
ring 


medially to Winslow’s foramen. The Kocher maneuver is performed to the second 
portion of the duodenum to expose the IVC. 

When incising the posterior peritoneum, avoid incising lateral to Gerota’s fascia, 
which would release the lateral attachments of the kidney, allowing it to fall into the 
operative field. Avoid using electrocautery near the bowel to prevent inadvertent 
thermal injury. When mobilizing the colon, if a hole is made in the mesentery, it 
should be repaired immediately. If left unrepaired, it can be a source of bleeding and 
lead to the formation of an internal hernia postoperatively. 

The spermatic cord is first dissected (Fig. 29.2). The camera is placed in the sec- 
ond lowest port and a retractor is placed in the subxyphoid port. Identify the cord at 
the internal ring and dissect it toward the IVC on the right and the renal vein on the 
left. This can be the most physically challenging aspect of the dissection. Placement 
of a lateral trocar at the level of the umbilicus in the mid-axillary line may facilitate 
the dissection. The roof of the internal ring may be opened, but care must be taken 
to avoid injury to the inferior epigastric vessels. Clips should be placed on the cord 
to prevent bleeding if the cord is inadvertently avulsed. Dissect distally until the 
orchiectomy suture is encountered. 

The cord is traced proximally to identify the IVC (right), left renal vein (left), 
and aorta. The cord is adherent to the lower pole of Gerota’s fascia and dissection 
with ligation is needed to free the cord in this area. It is important to identify the 
ureter early to avoid inadvertent injury. Ligate and transect the proximal end of the 
packet and remove the specimen in a retrieval bag. 

Once the cord is dissected, the camera is shifted to the second uppermost port. A 
paddle retractor is placed in the lowest port. The renal vessels are identified next and 
clips are used generously to gather lymphatics and prevent a postoperative lympho- 
cele. Following these vessels medially will identify the great vessels. On the right 
side, the lymphatic tissue is split from the surface of the IVC and bluntly dissected 
both medially and laterally. Care should be taken about the insertion of the clipped 
gonadal vein to avoid bleeding. On the left side, the left renal vain is traced to the 
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IVC and the tissue is rolled medially off the IVC to help create the inter-aortocaval 
package. 

Score the anterior lymphatic tissue, and use blunt dissection to separate the tissue 
from the anterior surface of the great vessels. Lift the lateral tissue and, using the 
suction irrigation device, separate this tissue from the underlying psoas fascia. 
Lumbar vessels and lymphatics should be meticulously clipped. Observe the dis- 
tinction between the sympathetic chain and prominent lymphatic channels: the for- 
mer should be left intact. Observe for accessory lower pole renal vessels. Excise the 
inter-aortocaval lymphatic tissue with great caution to avoid major vascular injury. 
When the dissection follows the surface of the aorta, care must be taken to avoid 
avulsing the gonadal arteries or injuring the inferior mesenteric artery. However, in 
some instances, it may be necessary to divide the inferior mesenteric artery. 

The retrocaval and retroaortic nodes are the last to be dissected. Using atraumatic 
forceps and an irrigation suction device, develop a plane between the posterior lym- 
phatic tissue and the great vessels. With the great vessels retracted anteriorly, tease 
the nodal packet off the undersurface of the great vessels in a “split-and-roll” tech- 
nique (Fig. 29.3). Finally, laterally transpose and excise the nodal packet. Each 
packet should be placed in a separate retrieval bag and removed. 

At the conclusion of the dissection, inspect the abdomen carefully for bleeding 
or injury to the surrounding viscera. Remove all trocars under direct vision and 
close the port sites with a wound closure device. 

Postchemotherapy laparoscopic RPLND presents special challenges when com- 
pared to primary laparoscopic RPLND [11]. To be considered for such a procedure, 
patients with Stage II or III disease should have negative tumor markers and should 
have demonstrated a response to prior therapy, as evidenced by a decrease in size of 
the initial mass. Desmoplastic tissue changes following chemotherapy may make 
standard templates difficult to follow (Fig. 29.4). Nevertheless, a bilateral RPLND 
is performed in addition to removing the residual tumor mass. Fine bipolar grasping 
forceps can be helpful and hemostatic agents may be used. 


Fig. 29.3 Retrocaval 
dissection completed 
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Fig. 29.4 Dissection 
of a precaval residual 
mass following 
chemotherapy for testis 
cancer 


Postoperatively, patients can be managed on a standard patient care unit. The 
Foley catheter is usually removed on postoperative day |. Diet can be advanced on 
postoperative day 1, as bowel function usually returns within 24 h. Early ambulation 
is encouraged. Patients are usually ready for discharge on postoperative day 2. 


Difficulties 


Exposure and Port Placement 

The patient must be safely secured to the operating table with the arms tucked. This 
allows ample rotation during the course of dissection. All four 12-mm ports must be 
adequately spaced in the midline, regardless of relation to the umbilicus, to prevent 
limitation in instrument mobility. The fourth port that is not in use by the working 
instruments or laparoscope should be used by the assistant for retraction of the 
bowel to aid in exposure. A paddle retractor is helpful in this instance. 


Bleeding 

Intraoperative bleeding is the most frequent complication of laparoscopic 
RPLND. Troublesome bleeding can occur from lumbar, gonadal, or mesenteric ves- 
sels, as well as from the vasa vasorum of the aorta. Most bleeding of this type can 
be controlled with electrocautery, clips, and hemostatic agents such as fibrin glue or 
Surgicel® (Ethicon, Inc., Somerville, NJ). Intracorporeal suturing may be required 
for persistent bleeding. 

Significant bleeding can occur due to laceration of renal or lower pole accessory 
renal vessels. Every effort should be undertaken to repair injuries to these vessels 
without their division. Compression with mini laparotomy tapes should therefore be 
the first step, followed by repair using fine Prolene™ suture and clips. 

IVC or aortic injuries usually occur while controlling tributaries or branches. 
When ligating lumbar vessels, leave a long stump on the aortic or caval side to 
facilitate their control in the event that a clip is dislodged. If a lumbar vessel retracts 
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into the psoas muscle, uncontrolled bleeding can be managed with indirect pressure 
or a figure-of-eight stitch placed deep in the muscle. Lacerations of the IVC can 
often be controlled with prolonged, pinpoint direct pressure and, if necessary, 
hemostatic agents. It is important not to re-explore these lacerations after hemosta- 
sis is achieved, as the forming clot may be inadvertently dislodged. Laceration of 
the aorta can be managed initially with direct pressure, but usually requires intracor- 
poreal suturing or open conversion. An Endo Stitch™ (Covidien, Dublin, Ireland) 
with a Lapra-Ty (Ethicon Endo-Surgery, Inc., Cincinnati, OH) on the end can accel- 
erate suturing. 


Organ Injury 

Bowel injury is rarely reported (1—2%), but is potentially catastrophic, particularly 
if unrecognized. Sharp injuries can be primarily repaired, but thermal injuries 
require excision and often segmental resection. Particular care should be taken 
while mobilizing the duodenum, as these injuries are usually detrimental. 

The ureters can also be inadvertently injured sharply using thermal energy, or by 
excessive skeletonization and devascularization. Care in dissection is the main pre- 
ventive technique. Postchemotherapy RPLND patients may benefit from preopera- 
tive ureteral catheter placement if the residual mass intimately involves one of the 
ureters. 

In the upper abdomen, the pancreas, gall bladder, spleen, and liver are rarely 
injured. Intraoperative pancreatic injury should be repaired promptly, and a drain 
should be placed. Injury to the gallbladder may require cholecystectomy. Splenic 
and liver injuries can usually be conservatively treated with argon beam coagulation 
and hemostatic agents. 

Organ injury can also result from vascular injury. Irreparable renal vascular 
injury may necessitate nephrectomy. Accessory renal vascular injury should not 
lead to nephrectomy. These vessels are often injured when their course is anomalous 
or during the inter-aortocaval, retroaortic, or retrocaval dissections. Inferior mesen- 
teric artery or vein injury should not have a deleterious effect. Superior mesenteric 
artery injury, on the other hand, is detrimental, and requires open reconstruction and 
possible bowel resection if infarction occurs. 


Ejaculatory Dysfunction 

Operative template modification has allowed preservation of antegrade ejaculation 
in most patients [13]. Sympathetic chain injury can result in ejaculatory dysfunction 
in 5% of cases. This is best avoided by careful dissection of lymphatics posterior to 
the IVC and distinction from sympathetic chain fibers, which they can closely 
resemble. Due to the risk of ejaculatory dysfunction, patients should be encouraged 
to undergo preoperative sperm banking. 


Chylous Ascites 

Chylous ascites and lymphocele development are delayed postoperative complica- 
tions [14]. These can be avoided by liberal clipping of lymphatic channels during 
dissection. Preoperatively, to reduce the risk of chylous ascites, patients are started 
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on a low-fat diet 1—2 weeks before surgery, which they continue up to 2 weeks post- 
operatively. Ultimate management may require reexploration to identify the site of 
leakage with clip placement. Lymphangiography has also been helpful in identify- 
ing and sealing a leak. 


Small Bowel Obstruction 

Bowel obstruction can result from fascial hernial defects stemming from improper 
closure of port sites. Internal hernias can also result in bowel obstruction if mesen- 
teric defects caused during dissection are not appropriately closed. These defects 
should be closed with absorbable suture or clips. 


Conclusion 


Laparoscopic ureterolysis and laparoscopic RPLND are both challenging surger- 
ies requiring advanced laparoscopic skills to duplicate the success seen with their 
open counterparts. The most important skill necessary to master these proce- 
dures is the ability to recognize potential difficulties and complications and take 
appropriate steps to minimize these risks before they result in an adverse event. 
Being able to anticipate such complications allows the surgeon to be mentally 
prepared to respond effectively and expeditiously and have the necessary instru- 
ments available ahead of time. Finally, complications will occur, but having a 
high level of suspicion for both common and unusual events will allow the sur- 
geon to minimize the most catastrophic sequelae. 
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Difficulties in Laparoscopic 30 
Management of Vesicovaginal Fistula 


Shrenik Shah 


Introduction 


Vesicovaginal fistula (VVF) is an abnormal fistulous connection extending between 
the bladder and the vagina that allows the continuous involuntary discharge of urine 
into the vaginal vault (Fig. 30.1). It is the most common acquired fistula of the uri- 
nary tract, and has been known since ancient times. In addition to the medical 
sequelae from these fistulas, they often have a profound effect on the patient’s emo- 
tional well-being. 


History of the Procedure 


The first basic surgical principles for the repair of VVFs were described in 1663 by 
Hedrik von Roonhuyse by denuding the fistula margin of the bladder wall, with 
reapproximation of the edges using stiff, sharpened swan quills. Later, using 
Roonhuyse’s technique, Johann Fatio documented the first successful VVF repair in 
1675. In 1838, by use of leaden suture, John Peter Mettauer was the first U.S. sur- 
geon to claim successful VVF repair. James Marion Sims published his famous 
discourse on the treatment of VVF in 1852. Sims achieved success on his 30th sur- 
gical attempt and emphasized the importance of good exposure, adequate resection 
of the fistula and scarred vaginal edges, and the critical importance of continuous 
postoperative bladder drainage. The first successful transabdominal approach to 
VVF repair was reported by Trendelenburg in 1888. The concept of interpositional 


S. Shah, MCh 
Department of Urology, Civil Hospital and B J Medical College, Ahmedabad, India 
e-mail: drshreniks @ gmail.com 


© Springer International Publishing AG 2018 421 
A. Al-Kandari et al. (eds.), Difficult Conditions in Laparoscopic Urologic Surgery, 
https://doi.org/10.1007/978-3-3 19-5258 1-5_30 


422 S. Shah 


Mucosa 


Fig. 30.1 Anatomy of VVF (From Shah.16 Reprinted with permission from Mary Ann Liebert, Inc.) 


flap was first proposed by Martius in 1928, using the labial fat pad. In 1950, O’Conor 
and Stovsky popularized the transabdominal approach and also proposed the use of 
electrocoagulation as an initial treatment modality in women with VVFs of 3.5 mm 
or less, citing a 73% success rate. 


Incidence 


Vesicovaginal fistula has been a social and surgical problem for centuries. In the 
developed world, 90% of cases are caused by inadvertent injury to the bladder dur- 
ing gynecological, urological, and other pelvic surgery. Of the 190 consecutive 
patients at the Mayo Clinic, VVF resulted following gynecological surgery (82%), 
obstetric procedures (11%), malignant diseases (7%) and trauma (3%) [1]. The inci- 
dence of fistula after hysterectomy is estimated to be approximately 0.1-0.2%. It 
occurs as a result of incidental unrecognized, iatrogenic cystotomy near the vaginal 
cuff [2]. In developing countries, the predominant cause of VVF is prolonged 
obstructed labor (97%). VVFs are associated with marked pressure necrosis, edema, 
tissue sloughing, and cicatrization. Incidence of obstetric fistula in developing 
countries is estimated to be 0.3-0.4% of total deliveries. 
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Clinical Presentation 


The uncontrolled leakage of urine into the vagina is the hallmark symptom of 
patients with VVF. 

Increase in vaginal discharge following pelvic surgery or pelvic radiotherapy 
with or without antecedent surgery. 

The patient may become a social outcast due to constant discharge of urine which 
causes strong repulsive odor and soakage of clothing. 


Physical Examination 


Per vaginal examination: Pelvic examination by bivalved speculum usually pro- 
vides a precise assessment of VVF including the location, size, and number. A 
full vaginal inspection is essential and should include assessment of tissue mobil- 
ity; accessibility of the fistula to vaginal repair; determination of the degree of 
tissue inflammation, edema, and infection; and possible association of a recto- 
vaginal fistula. 

Local changes: There may be associated skin excoriation and features of ammo- 
niacal dermatitis. 


Workup 


Diagnosis and Evaluation 


Urine culture sensitivity: Urine should be collected for culture and sensitivity, 
and patients with positive results should be treated prior to surgery. 

Cystoscopy: Endoscopic examination is performed preoperatively for confir- 
mation, and for proper preoperative planning. Mature fistula have smooth 
margin with variable size opening, whereas a bullous edema without a distinct 
opening suggests immature fistula. It is important to note the relation of fistula 
with the ureteric orifice, size, and its position in relation to the trigone 
(Fig. 30.2). 

Cystogram may confirm the presence and location of the fistula. Upon filling the 
bladder with contrast material, the vagina begins to opacify almost immediately, 
confirming the presence of VVF. A cystogram can also make an assessment of 
the bladder capacity, which is important in patients with prior history of radio- 
therapy, cystocele, bladder neck competence, and vesicoureteral reflux. The 
presence of any of these conditions will have an impact on the operative repair 
and postoperative outcome. 
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History and 
physical 
examination 
VVF found VVF not found 
Cystoscopy «——_—_, MCU 
RGP, CT, IVP to 
rule out UVF VVF founa 
VVF not found 
No UVF | UVF present | 
| Evaluate for UVF 
Less than <5 mm More than 5mm UVF + VVF 
fulguration surgical repair repair 


No UVF UVF present 


Consider other | | Repair of UVF 


causes 


Fig. 30.2 Algorithm for diagnosis and management of VVF 


Optional Tests 


Imaging Studies 

e Intravenous urogram (IVU): An IVU may be necessary to exclude ureteral injury 
or fistula because 12% of VVFs have associated ureteral fistulas [3]. 

e Retrograde pyelography: If suspicion is high for a ureteral injury or fistula and 
the IVU findings are negative, retrograde ureteropyelography (RGP) should be 
performed at the time of cystoscopy and examination under anesthesia. 

e Computed tomography (CT) scan: A CT scan with intravenous contrast or a CT 
cystogram can be performed to isolate the bladder. A tampon placed pervagina 
during CT scan may improve the sensitivity for finding the small or occult VVF 
with an otherwise a normal evaluation. 

e Biopsy: Biopsies are usually only performed in patients with a history or suspi- 
cion of local malignancy to exclude recurrent disease. 


Treatment 


Rapid cessation of urine leakage and preservation of normal voiding and sexual 
functions are the goal of the VVF repair. Immediate placement of a bladder catheter 
will decrease/stop the continuous urinary leakage and odor, which temporarily 
improves the patient’s well being, decreases the burden of continuous wetness and 
odor, and helps restore the patient’s self-confidence and esteem. If VVF is 
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diagnosed within the first few days of surgery, a transurethral catheter should be 
placed and maintained for up to 2-3 weeks along with anticholinergic medications 
as spontaneous healing may occur [4]. 


Timing of Surgery 


It is generally recommended that for VVFs resulting from obstructed labor, a 3—6 
month delay is required before the definitive repair is taken [5,6]. The waiting period 
allows reduced tissue edema and inflammation and better pliable tissue for a tension- 
free repair. In rare cases when VVF presents within 24—48 h postoperatively, an 
immediate repair can be attempted. 


VVF Classification 


1. Type I: Less than 5 mm 
2. Type II: More than 5 mm 
(a) Supratrigonal 
(b) Trigonal 
(c) Infratrigonal 
. Type III: Involvement of ureteric orifice irrespective of location and size 
4. Type IV: Radiation induced and previously failed surgery (ReVVF) 

Type I: A small fistula (3-5 mm) that has already epithelized can be treated with 
electrofulguration of the fistulous tract, along with anticholinergic medications 
with prolonged catheterization. This approach was advocated by O’Conor and 
Sokol for small and highly situated fistula [7]. Other conservative management, 
such as curettage of the fistulous tract or application of fibrin sealant, may be 
attempted with varied success rate in small fistulas. For small VVF less than 5 
mm, cystoscopy and electrofulguration of the fistula followed by placement of 
a perurethral catheter for 4 weeks can be attempted. The patient should also be 
given anticholinergic drugs to prevent bladder spasms. 

Type Ila: Options include laparoscopic transvesical/extravesical surgery, open 
abdominal surgery, robotic and single port surgery (laparoendoscopic single- 
site surgery (LESS)). The optimal approach can be either abdominal or vagi- 
nal. Of uncomplicated postgynecologic procedures, VVF repair is usually the 
most successful in the individual surgeon’s hand. 

Type IIb and IIc: The vaginal approach is usually preferred, however, fistula high 
(at the level of hysterectomy cuff) in a deep narrow vagina may be best man- 
aged by an abdominal approach. The abdominal approach may be either lapa- 
roscopic or open, depending on the surgeon’s choice and expertise. 

Type IIT: Fistula involving the ureteric orifice or nearby requires ureteric reim- 
plantation in addition to VVF repair. 

Type IV: Meticulous dissection and respect of vascularity with interposition of 
vascularized tissue is the key to success in these cases. 


W 
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Summary of Surgical Principles 


1. A water-tight, tension-free repair should be performed. This can be accom- 
plished by various means of adequate mobilization of the tissue. 

2. Fistulous tract excision is not necessary. Routine excision of the fistulous tract is 

not always necessary: In their experiences, Raz et al. and Margolis and Mercer 

note that routine excision of the fistula tract is not mandatory [8,9]. They empha- 
size the risks of increasing the size of the fistula tract with attempts to resect it. 

Additionally, these surgeons contend that the fibrous ring of the fistula may add 

to the strength of the repair and prevent postoperative bladder spasms. 

Good hemostasis should be achieved at the end of the procedure. 

4. Interposition of various tissues, such as omentum, peritoneum, a bladder flap 
(taken from a site away from the fistula) or an epiploic appendix (taken from the 
sigmoid colon). 

5. Proper selection of the suture material: An absorbable suture with adequate 
strength to hold the edges together without any tension should be used. The 
author uses 4—0 polyglactin for repair with good results. 

6. Efficient postoperative bladder drainage: Adequate bladder drainage along with 
anticholinergics is of paramount importance in patient postoperative care. The 
author does not routinely apply suprapubic catheterization to drain the bladder. 


w 


Laparoscopic Approach 


This chapter will mainly concentrate on the laparoscopic approach. The laparo- 
scopic approach provides all the benefits of the open transabdominal transvesical 
approach; in addition, it also gives an excellent view deep inside the pelvis, with 
shorter stay and better cosmesis. Today, V VF post hysterectomy is a common occur- 
rence, with a rate of 1 in 1,800 hysterectomies, resulting in many adhesions within 
the pelvis. An excellent view is required to dissect around this area, which is aided 
by the laparoscope. 


Instruments Required 

No high-end equipment is required to perform this surgery. Basic laparoscopic instru- 
ments such as a 30° laparoscope, camera, Maryland forceps, Allis forceps, curved 
endoscissors, needle holder, and suction cannula are the only instruments required. 


Technique 


1. Cystoscopy is done with bilateral ureteral catheterization, using 5 F ureteral cath- 
eters to help identify and protect the ureters during surgical dissection. A 4 F 
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Fig. 30.3 Port placement with midline scar 


ureteral catheter of a different color is passed through the fistula and taken out 
through the vagina. A urethral Foley catheter is placed. 

2. Ports: A primary (camera port) 10-mm port is inserted in the midline infraum- 
bilically. A 10-mm port (working port) is inserted in the midpoint of the right 
spinoumbilical line and another 5-mm port is inserted on the midpoint of the left 
spinoumbilical line (Fig. 30.3). 

3. Adhesiolysis: Adhesions are lysed in the pelvis, and the uterus and the bladder 
are identified. The peritoneum between the bladder and the vagina is incised with 
cautery. Using laparoscopic scissors and gentle countertraction, a plane is devel- 
oped between the bladder and the vagina. 

4. Vertical cystotomy: The vertical cystotomy is created with laparoscopic scissors, 
starting at the dome and continuing down to the fistula site posteriorly as 
described by O’Conor and Sokol [7]. Flaps of bladder wall are dissected free 
from the vagina until the fistula is separated completely from the vagina. Some 
surgeons do not open the bladder, instead they dissect the fistulous tract extra- 
vesically. Dense adhesions may be encountered during this maneuver, which 
may result in a difficult dissection. 

5. Dissection of fistula: Adequate bladder margins are exposed on all sides of the 
fistula by further dissecting the bladder from the underlying vagina. 

6. Closure of the vaginal wall: The edges of the fistula opening into the vagina are 
trimmed back to healthy tissue and are sutured with interrupted 4—0 polyglactin 
sutures in a single layer. 

7. Interposition of tissue: Once the vagina is sutured, the omentum, pericolic, or 
mesenteric fat is mobilized and anchored to the vagina with two more sutures so 
that it covers the vaginal suture line. 

8. Closure of the bladder: The defect in the bladder is then sutured in single layer 
with 4—0 polyglactin intracorporeal sutures, followed by anterior cystotomy 
closure. 
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Fig. 30.4 Operative steps: (a) Cystoscopy showing fistula with ureteric catheter in situ, (b) ante- 
rior cystotomy with ureteric catheter inside the fistula and Foleys in situ, (c) dissection of fistulous 
tract, (d) closure of vaginal wall, (e) closure of the bladder wall over the vaginal repair, (f) com- 
pleted closure with drain in situ. B bladder, V vagina wall 


9. Drain and catheter placement: An abdominal drain is placed and a 16 F urethral 
Foley catheter is left in place. The authors do not place a suprapubic catheter 
after surgery for bladder drainage. The vagina is packed with roller gauze soaked 
in betadine ointment at the end of the procedure (Fig. 30.4). 


Sotelo et al. demonstrated a 93% cure rate in the laparoscopic repair of vesico- 
vaginal fistulas in 15 selected patients who had clear indications for abdominal 
approach surgical treatment [10]. Between June 2003 and July 2009, 30 patients 
with VVF were treated laparoscopically at the author’s institute. Of the 30 patients 
who underwent laparoscopic surgery, 3 patients were converted to open surgery 
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because of dense adhesions. Average operative time was 133 min, average blood 
loss was 140-160 mL, and average hospital stay was 4.3 days. Of the 27 cases com- 
pleted laparoscopically, 24 (88.88%) were successful. Nezhat and colleagues 
assessed the laparoscopic closure of intentional and unintentional bladder lacera- 
tions in a series of 20 cystotomies. In this study, the only complication noted was a 
single VVF that required reoperation [11]. 


Laparoscopy is an alternative to abdominal approach for VVF repair. All the advan- 
tages of a minimally invasive procedure can be extended to the repair, which includes 
magnification during the procedure, hemostasis, decreased postoperative pain and a 
shorter hospital stay with more rapid recovery and earlier return to normal activities. 


Postoperative Details 


1. Bladder drainage: Continuous, postoperative bladder drainage is vital for suc- 
cessful VVF repair. A large-caliber catheter minimizes the potential for catheter 
blockage by blood clots, mucus, and calcareous deposits. 

2. Control of postoperative bladder spasms: Anticholinergics are effective in con- 
trolling postoperative bladder spasms. 

3. Antibiotic therapy: The authors administer oral antibiotic prophylaxis postopera- 
tively to patients who have undergone VVF repair until the Foley catheter is 
discontinued. 

4. Catheter removal: At 14 days after surgery, patients are assessed by cystography 
to confirm complete bladder integrity. During cystography, methylene blue is 
injected into the bladder and any leakage into the vagina is detected by inserting 
gauze. If there are any doubts about bladder integrity, the urethral catheter is kept 
in for an additional week. 


Troubleshooting 


1. Supratrigonal, trigonal, or infratrigonal fistula: In the author’s practice, the pre- 
ferred approach for a supratrigonal fistula is abdominal (laparoscopic), and a vagi- 
nal approach is preferred in infratrigonal fistula (Fig. 30.5). Lee et al. recommend 
an abdominal approach for certain indications, namely: (1) inadequate exposure 
related to a high or retracted fistula in a narrow vagina, (2) close proximity of the 
fistulous tract to the ureter, (3) associated pelvic pathology, and (4) multiple fistu- 
las. An abdominal approach is also useful in those cases requiring augmentation 
cytoplasty or ureteral reimplantation. Infratrigonal fistula may involve the bladder 
neck or urethra, so these are easily amenable to vaginal repair [12]. 

2. Preoperative cystogram: A cystogram performed on a full bladder is an excellent 
indicator of bladder capacity, which is very important, especially in cases of 
radiation-induced VVF. A small capacity bladder may require augmentation 
cystoplasty. 
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Fig. 30.5 Location of the supratrigonal and infratrigonal fistula and their relation to the ureter 


3. Previous surgery: As many of these patients have history of previous surgery, the 
Hasson open technique of initial trocar placement may be required and preferred 
in patients with a midline suprapubic scar to avoid bowel insufflation by Veress 
needle and bowel injury during blind primary port placement. Alternatively, 
Veress needle insertion in the left hypochondrium can be performed. 

4. Adhesions: Adhesions may be present due to prior surgery, which may preclude 
reaching the bladder or dissection of the fistulous tract. Patience is the key during 
this scenario; careful blunt and sharp dissection may help in obtaining the correct 
plane. In patients with previous hysterectomy, the small bowel may be adherent 
in the pelvis, so careful dissection is necessary. 

5. Maintaining pneumoperitoneum: At times it may be difficult to maintain pneu- 
moperitoneum in patients with VVF. In this case, application of mild traction on 
the Foley catheter along with the placement of petroleum jelly-soaked gauze in 
the vagina may help in minimizing the leakage of air. A pressure of 15 mm Hg 
should be maintained intraabdominally. 

6. Absence of omentum: In cases where omentum is not available for interposition 
or cannot be adequately mobilized (especially in ReVVF repair), a peritoneum 
flap or epiploic appendixes of sigmoid colon can be used. It may be difficult to 
bring the omentum down to the pelvis when the patient is in the Trendelenburg 
postion; in this case the omentum can be mobilized early and kept in the para- 
colic gutter. 
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Difficult Scenarios 


1. ReVVF repair: It is challenging to reoperate on a previous VVF repair as there 
are questions of vascularity, dense adhesions, vaginal length, and the size of the 
bladder. It is very important to achieve a good dissection with healthy margins of 
the fistula, which is opposed in a tension-free manner. In this case, tissue inter- 
position (either the omentum or the peritoneal fold) is essential. 

2. Large VVF: Large infratrigonal fistula involving the urethra or the bladder neck 
may require a vaginal approach or a combined abdominal and vaginal approach. 

3. Associated ureteral involvement or fistula near the ureteric orifice: Cystoscopy 
and identification of the ureteric orifice and its relation is mandatory in order to 
avoid any on table surprises and to determine if ureteric reimplantation should be 
performed. Approximately 12% of VVF can be associated with ureterovaginal 
fistula, and these cases may require additional ureteric reimplantation. Ureteric 
reimplantation can be done laparoscopically along with the VVF repair. The fol- 
lowing steps should be added in case ureteric reimplantation is needed: 

(a) During dissection of the ureter, the lower end of the healthy ureter is identi- 
fied and its lower distal end is clipped. 

(b) The bladder is filled with water to distend it; this may require vaginal pack- 
ing with petroleum jelly-soaked gauze. 

(c) The detrusor muscle on the proposed site of the ureteric reimplantation is 
incised with the help of the electrocautery until the bluish bladder mucosa 
protrudes and enough tunnel can be reconstructed. This may not be neces- 
sary if the fistula is nearby. 

(d) Fix the lower end of the ureter with the bladder by taking first posterior stitch 
with an interrupted 4—0 polyglactin suture. 

(e) A double J stent can be placed. 

4. Urinary diversion: In cases where VVF repair is not possible or in cases of mul- 
tiple failed surgical attempts, urinary diversion may be required. Urinary diver- 
sion can be implemented with a urinary conduit or a continent reservoir or a 
ureterosigmoidostomy can be considered [13]. 

5. Poor surgical candidates: Fistula in patients who are not candidates for surgical 
intervention may be managed by permanent ureteral occlusion and permanent 
nephrostomy [14, 15]. 


Complications 


Integral to all major surgeries are risks of infection; hemorrhage; injury to other 
organs, particularly the ureters; surgical failure of fistula repair; possible new fistula 
formation; thromboembolism; and death. Patients should be informed preopera- 
tively of the possibilities of sexual dysfunction or dissatisfaction, new-onset incon- 
tinence, and the progression of preexisting urge and/or stress incontinence 
symptoms. 
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Difficulties in the Laparoscopic 3 1 
Treatment of Female Genital Prolapse 


Ahmed E. Ghazi and Günter Janetschek 


Principles of Correction 


To understand the nature of pelvic floor dysfunction, one must understand both the 
fundamentals of pelvic anatomy and the dynamics of the pelvic floor. This chapter 
describes the laparoscopic technique used to correct most defects in the pelvic sup- 
port that contribute to pelvic floor dysfunction and prolapse. It also gives a brief 
prospective of certain concepts of the structures involved in pelvic support and how 
harmony among these structures contribute to normal function of the pelvic organs. 

Pelvic anatomy may be defined as those bones, muscles, ligaments and organs 
that contribute to normal pelvic floor function. The pelvic organs, urethra, vagina, 
and rectum have no inherent form, structure, or strength. These organs attain these 
characteristics through the synergistic action of their surrounding ligaments, fascia, 
and muscles. Normal function of the pelvic organs is directly dependent on the 
integrity of the pelvic floor structure and any disturbance in this structure leads to 
dysfunction. 

To understand how damage of pelvic floor structures lead to dysfunction of the 
pelvic organs, the pelvis is divided into three zones as described by Petros [1]: 

The anterior zone extends from the external urethral meatus to the bladder neck 
and contains three structures that may be damaged: the pubourethral ligament 
(PUL), the suburetheral hammock, and the external urethral ligament (EUL). 

The middle zone extends from the bladder neck to the cervix or hysterectomy 
scar and also contains three structures that may be damaged: the pubocervical fascia 
(PCF), the arcus tendineus fasciae pelvis (ATFP), and the anterior cervical ring. 
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The posterior zone extends from the cervix or hysterectomy scar to the perineal 
body. The ureterosacral ligament (USL), the rectovaginal fascia (RVF), and the 
perineal body (PB) are the key structures that may be damaged. 


Defects at Each Zone and the Resulting Dysfunction 
Anterior Zone 


The PUL acts to stabilize the urethra forward. Weakness or laxity of the PUL or 
suburetheral hammock causes symptoms of stress urinary incontinence. Isolated 
weakness of the suburetheral hammock would create a urethrocele. 

The EUL anchors the external urethral meatus to the anterior surface of the 
descending pubic ramus. Laxity of this ligament leads to an open or everted mucosa 
of the external urethral meatus. 


Middle Zone 


There are no transverse ligaments in the middle zone, therefore the PCF is the main 
supporting structure. The fibromuscular layer of the vaginal wall (PCF) is attached 
laterally to the ATFP and posteriorly to the cervical ring. Contractions of pelvic 
muscles stretch the PCF, providing support to the bladder base. 

Three potential sites of damage are present in the middle zone: (1) a midline 
defect at the central part of PCF would create a mid cystocele; (2) dislocation of the 
attachment of the PCL to the cervical ring would create a high cytocele or even an 
anterior cystocele; and, finally, (3) dislocation of the ATFP from the ischial spine 
would create a paravaginal (lateral) defect. Central and lateral defects may coexist. 


Posterior Zone 


Uterine prolapse is caused by weakened USL or cardinal ligaments that cause 
descent of the uterus; this is often accompanied by weakness of the PCF and RVF 
that collapse the upper vaginal walls. These defects result in prolapse of the uterus 
into the upper vagina, therefore simple suspension of the uterus by reinforcing only 
the USLs may not be sufficient to restore the prolapse. Additional reinforcement of 
the PCL and RVF to strengthen the upper vaginal walls would be required to suffi- 
ciently correct the prolapse. 

Vault prolapse is essentially intussusceptions of the vaginal wall into itself. The 
cervix and its attaching ligaments (which are a key anchoring point of the proximal 
vaginal membrane), are lost following total hysterectomy, leaving the vaginal vault 
supported by the anterior PCF and posterior RVF. Any defects in this support lead 
to vault prolapse, which is frequently accompanied by traction enterocele, high cys- 
tocele, and rectocele. Therefore, correction of a prolapsed vault would require not 
only tension of the vaginal apex, but also correction of the PCF and RVF defects. 
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Damage to the RVF would lead to lateral displacement of the fascia as well as 
their attached cardinal and ureterosacral ligaments. The anterior wall of the rectum 
may balloon anteriorly resulting in a rectocele. 

Cervical ring defect: The cervical ring acts as a bridge between the two cardinal 
ligaments. A cervical ring tear not only causes lateral displacement of the cardinal 
ligaments (leading to uterine retroversion and downward displacement of the uterus 
and/or vaginal apex), but it also dislocates the attachment of the PCF to cause a high 
cystocele. Therefore, both defects should be addressed during surgical correction. 


Symptoms Due to Defects in Pelvic Support 


Laxity of the vagina or its supporting ligaments may not allow the muscles to ten- 
sion the vaginal membrane causing symptoms of lower urinary tract symptoms 
(LUTS). During bladder filling, the pelvic muscles stretch the vaginal membrane, 
which supports the hydrostatic pressure exerted by the urine column on the stretch 
receptors at the bladder base. Laxity in the ligaments or in the vagina may not trans- 
mit forces applied to the vagina by the muscles, so the vagina cannot be adequately 
stretched. The stretch receptors may fire off at a lower hydrostatic pressure (smaller 
bladder volume) and the cortex interprets this as urgency. In this case, a passive bar- 
rier to reinforce the vagina (passive mesh) alone would not restore function, unless 
the natural tension of the fascia is restored as well (tensioned mesh). 

Laxity and stretch of the USLs in cases of uterine prolapse may result in the 
stretching of the unmyelinated afferent fibers present within their substance, caus- 
ing referred abdominal and sacral pain. 


Laparoscopic Sacrocolpopexy 


Disorders of the pelvic floor are interconnected and frequently coexist, as discussed 
previously. Therefore, in approaching a case of pelvic organ prolapse, the surgeon 
must seek to correct coexisting defects occurring at different zones of the pelvis. 
The surgeon must also take into consideration that reinforcement without tension, 
or vice versa, is usually not sufficient to correct most defects. A combination of both 
is usually required. 

The pelvic viscera involved in genital prolapse constitute a block in which the 
structures are closely associated with each other. If the support and anchoring sys- 
tems are defective, the uterus, bladder, and rectum can bulge abnormally through 
the urogenital opening. The aim of an operation would be (1) to suspend the uterus, 
returning it to a physiologically normal line; (2) reconstruction of the posterior vagi- 
nal support by restoration of a strong anchorage point low down (level with the 
levator ani muscles) and a higher point of traction to bring the vagina back into a 
normal anatomic position; and (3) support of the posterior bladder wall. 

Laparoscopic sacrocolpopexy not only provides a minimally invasive approach 
to correct various pelvic floor defects but also addresses both anterior and posterior 
vaginal defects. The ventral mesh supports and reinforces the anterior vaginal 
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defects and the dorsal mesh reinforces posterior vaginal defects. Both the ventral 
and dorsal mesh are fixed to the sacral promontory, restoring the natural tension lost 
by fascia defects or laxity in supporting ligaments. The dorsal mesh is also fixed to 
the USLs, providing the additional mechanical support needed for reduction of the 
prolapse. Therefore, laparoscopic sacrocolpopexy can efficiently and completely 
correct most defects occurring at the middle and posterior zone. The only exception 
would be a lateral defect in the PCF (which would need a concomitant Burch 
suspension). 

The main disadvantage of laparoscopic sacrocolpopexy is the fact that the proce- 
dure does not address anterior zone defects and can exacerbate preexisting ones by 
restoring anatomical relation of displaced pelvic organs with the development of 
new symptoms. Therefore, coexisting anterior zone defects are corrected using a 
suburetheral sling via a vaginal approach. 

For further reading regarding pelvic anatomy and the dynamics of the pelvic 
floor, please refer to The Female Pelvic Floor: Function, Dysfunction and 
Management According to Integral Theory by Peter Petros. [1]*P-!6” 


Operative Setup 


The patient is placed in a supine position, with the legs spread apart. The 
Trendelenburg position is applied progressively to move the bowel away from the 
pelvis (Fig. 31.1). The vagina and the abdomen are prepared and draped in a ster- 
ile fashion. The vagina, including the apex, is thoroughly prepared with povidone- 
iodine solution. A 2-way, 14 F Foley catheter is placed to drain the bladder and is 


Fig. 31.1 Patient position for laparoscopic sacrocolpopexy 
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pulled as far back as possible to help the identification of the bladder neck. The 
surgeon stands on the left of the patient, with the nurse to the surgeon’s right. The 
assistants stand on the opposite side. The laparoscopic cart is placed between the 
patient’s legs. 


Instruments 
Laparoscopic instruments used are listed below: 


Aesop® 3000 robot (Intuitive Surgical, Inc., Sunnyvale, CA) (used for laparoscope 
support) 

Trocars: one 12 mm, one 5—11 mm and two 5 mm 

30° (degree), 10-mm laparoscope 

Harmonic scalpel 

5-mm grasping forceps 

Suction irrigator 

Two needle drivers (non-self-righting) 

Bipolar forceps 

Endoscissors 

Sponge-holding forceps 

Mesh (Parietex Prosup, Tyco Healthcare France, Les Ulis, France; both ventral and 
dorsal mesh are supplied in a sterilized package) 


Access and Trocar Position 


The surgeon uses four trocars: one 11-mm trocar at the site of Veress needle intro- 
duction (for the 0°, 10-mm optic lens); a 12-mm trocar in the midline, midway 
between the umbilicus and symphysis pubis (for introduction of the mesh and nee- 
dles); two 5-mm trocars placed midway between the anterior superior iliac spine 
and the umbilicus (Fig. 31.2). After the pneumoperitoneum is established with a 
Veress needle (via an infra-umbilical incision), the initial trocar is placed through 
the same incision and the optic introduced for visualization of the pelvis. The 
remaining trocars are then placed under visualization; any adhesions that may hin- 
der trocar application are freed beforehand. 


Surgical Technique 


Initial landmarks that should be identified include: sacral promontory, right ureter, 
sigmoid colon, uterus, and bladder (Fig. 31.3). In cases where the sigmoid colon 
hinders visualization, a figure-of-eight stitch is placed through a tenia coli of the 
sigmoid colon using a 0-PDS™ suture (Ethicon, Inc., Somerville, NJ) on a straight 
needle. It is brought through the left side of the abdominal wall and tied over a pad 
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Fig. 31.2 Four trocar 
arrangement 


Fig. 31.3 Initial 
landmarks to be 
identified include. SP 
sacral promontry, UT 
uterus, UB urinary 
bladder, COLON 
sigmoid colon, Rt. U 
right ureter, CIA 
common iliac artery, 
EIA external iliac 
artery, IJA internal iliac 
artery 


to retract the colon away from the area of dissection. The uterus is also suspended 
upward, toward the anterior abdominal wall (Fig. 31.4). 


Presacral Dissection 

This begins with incision of the peritoneum in the midline to the right of the sigmoid 
mesocolon and medial to the right ureter. The fat is dissected off the sacral promon- 
tory until the bone is exposed. Care is taken not to shear the presacral veins by 
excessive blunt dissection. The posterior prevertebral parietal peritoneum is incised 
vertically along the sigmoid mesocolon until the base of the broad ligament on the 
right side. During incision of the peritoneum, it is essential to create sufficient ret- 
roperitoneal space to later harbor the mesh used for support (presacral tunnel) 
(Fig 31.5). 
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Fig. 31.4 Uterus 
suspended toward 
anterior abdominal wall 


Fig. 31.5 Peritoneal 
incision exposing the 
sacral promontory and 
creation of the presacral 
tunnel within the 
retroperitoneal space. 
CIA common iliac 
artery, EJA external iliac 
artery, Rt. Ureter right 
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Dissection of the Rectovaginal Space 

A hand-held vaginal retractor is used to elevate the vagina to widen the space during 
dissection. The peritoneal incision at the base of the broad ligament is extended (in 
a hockey stick manner) over the posterior peritoneal reflection at the rectovaginal 
space overlying the vaginal apex. Both blunt (sponge stick) and sharp dissection 
(monopolar scissors and bipolar forceps) are used to dissect the plane between the 
posterior vaginal surface and the rectum, which is a relatively bloodless field. Once 
the rectum is visualized, the pelvic floor muscles (levator ani) are exposed on either 
side of the rectum (Fig. 31.6). This dissection should be performed as distal (toward 
the introitus) as possible to maximize the support given by the Y-shaped dorsal 
mesh. During this dissection, the USLs on both sides should be also identified and 
dissected, as they form an integral part of the posterior support (Fig 31.7). Once this 
area (bounded superiorly by the posterior vaginal wall, inferiorly by the rectum, on 
either side by USLs) is dissected, the Y-shaped mesh can be introduced for fixation. 
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Fig. 31.6 Dissection 
of the rectovaginal 
space. Intraoperative 
site: the pelvic floor 
muscles (levator ani) 
exposed on either side 
of the rectum 


Fig. 31.7 Dissection of 
the rectovaginal space. 
(a) Intraoperative site: 
identification of the 
uterosacral ligaments 
on both sides. (b) 
Outline of utero-sacral 
ligaments. USL 
utero-sacral ligaments 
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The Y-shaped mesh (15 x 4.5 cm, with a Y-shaped limb and an opposite horizontal 
limb; Parietex Prosup, Tyco Healthcare France, Les Ulis, France) is introduced 
through the 12-mm trocar and positioned so that the Y-shaped limb is facing the 
pelvic floor. The Y-shaped mesh is fixed to the dissected pelvic floor muscles on 
either side (Fig. 31.8) and to the previously dissected USLs (Fig. 31.9), using a 2-0 
Ethibond suture (Ethicon, Inc., Somerville, NJ). Six to eight knots are needed for a 
firm anchorage point. The authors prefer not to fix the mesh in the midline to the 
rectum in order to prevent the risk of transfixation of the rectal wall and its conse- 
quences. The peritoneal reflection is then approximated in running manner, up to 
the point of passage of the posterior (Y-shaped) into the presacral tunnel. A 3—0 
Vicryl™ suture (Ethicon, Inc., Somerville, NJ) tapered on a 5/8 needle and secured 
at its free end with a PDS locking clip (Lapra-Ty™, Ethicon Endo-Surgery, Inc., 
Cincinnati, OH) is used with another clip to secure the thread after the peritoneal 
ends are opposed to avoid the need for intracorporeal suturing. The remaining tread 
is left in place to continue closure of the peritoneum over the presacral tunnel after 
securing the anterior mesh (Fig. 31.10). 


Fig. 31.8 The dorsal Fitaion mesh 
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Fig. 31.9 Fixation of 
the dorsal mesh to the 
uterosacral ligaments. 
USL = uterosacral 
ligaments 
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Fig. 31.10 (a) Final 
position of the dorsal 
mesh in the 
rectovaginal space and 
presacral tunnel. (b) 
Approximation of the 
peritoneal reflection 
overlying the 
rectovaginal space. SP 
sacral promontory 


Passage Through the Mesosalpinx (Formation of a Tunnel 

to Retroperitonalize the Ventral Mesh) 

This step is essential in order to retroperitonalize the ventral mesh within the presacral 
tunnel. With the uterus still suspended upward, dissection starts through an opening 
made in the posterior peritoneum of the mesosalpinx on the right side (Fig. 31.11). An 
opening is made by cutting firmly into an area of dissected peritoneum, after which 
simple traction in opposite directions is usually sufficient to enlarge the opening. The 
anterior peritoneum of the mesosalpinx is then open to complete the tunnel created 
between the rectouterine and the vesicovaginal spaces (Fig. 31.12). 


Dissection of the Vesicovaginal Space 

The suspended uterus is returned to its original position and the opening created in the 
anterior peritoneal covering of the mesosalpinx is extended anteriorly over the vaginal 
apex (Fig. 31.13). Downward traction of the vagina (via the vaginal retractor), together 
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Fig. 31.11 Creation of 
a tunnel through the 
right mesosalpinx. The 
arrow demonstrates the 
direction of dissection 


Fig. 31.12 Passage of 
an instrument through 
the tunnel created 
between the 
rectouterine and 
vesicovaginal spaces. 
FT right fallopian tube, 
MS right mesosalpinx 


Fig. 31.13 Dissection 
of the vesicovaginal 
space. Peritoneal 
incision over the 
vaginal apex anteriorly 
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Fig. 31.14 Dissection 
of the vesicovaginal 
space toward the 
bladder neck 


Anterior 
vaginal wall 


Fig. 31.15 The 
ventral mesh fixed to 
the anterior vaginal 
wall. The arrows 
indicate the five points 
of fixation 


with upward traction of the bladder (via grasping forceps) aids in dissecting the plane 
between the anterior vaginal surface and the bladder, using a combination of both 
sharp and blunt dissection. The dissection is continued deep to the bladder neck, iden- 
tified by the traction balloon of the placed urinary catheter (Fig. 31.14). The ventral 
mesh (rectangular in shape with a tapered end, 15 x 2.5 cm, Parietex Prosup) is intro- 
duced and its tapered end is fixed to the anterior surface of the vagina at five points: 
three distal, at the deepest point of dissection (one in the midline and two lateral 
stitches), and two proximal, at the vaginal apex (both lateral) (Fig. 31.15). The cranial 
(free) end of the ventral mesh is passed through the tunnel created in the mesosalpinx 
and placed in the presacral tunnel alongside the posterior mesh (Fig. 31.16). The 
edges of the peritoneal reflection at the vesicovaginal space are approximated. 
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Fig. 31.16 Passage of 
the mesh from the > 

vesicovaginal space to 5 Bladder 
the presacral tunnel 


Uterus 


Fixation of the Mesh to the Sacral Promontory 
The ventral and dorsal meshes together in the presacral canal are fixed to the exposed 
sacral promontory, using a 0 Vicryl™ suture tapered to a 1/2 circle needle (Fig. 31.17). 
Slight tension on the mesh is ideal for the mechanical benefit from this procedure. The 
passage of the needle must be shallow — indeed, transparent — to avoid any risk for 
spondylodiscitis. It should take up solely the fibrous layer of the aponeurosis and 
avoid any perforation of the disk substance. Excess mesh is cut and the posterior peri- 
toneum is then approximated to completely retroperitonealize the mesh and allow the 
integration of the prosthetic material into the peritoneum (Fig. 31.18). 

At the end of the operation (with both meshes totally isolated), the sigmoid colon 
is returned to its correct position. Hemostasis is checked and the peritoneum washed 
out. No drains need to be placed. 
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Fig. 31.17 (a) Passage of 
the needle through the 
periosteum of the sacral 
promontory. (b) Both 
ventral and dorsal meshes 
in the presacral canal, fixed 
to the exposed sacral 
promontory 


Fig. 31.18 Final outcome 
following approximation 
of the posterior peritoneum 
and the mesh completely 
retroperitonealized. SP 
sacral promontory 
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Technical Caveats 


Peritoneal Incision over the Presacral Tunnel 

Both during incising the peritoneal incision (extending from the sacral promontory 
to the base of the broad ligament on the right side) and during its closure, the sur- 
geon should be cautious not to injure the right ureter which is covered by posterior 
peritoneum. 


Vaginal Retractor 

A handheld vaginal retractor is of great assistance during this operation; however, 
its position varies during each step of the operation. During dissection of the recto- 
vaginal space, it is pushed toward the pelvic cavity and held upward in a horizontal 
position, allowing identification of the posterior vaginal wall along which the dis- 
section is performed. During dissection of the vesicovaginal space, it is pushed 
inward and down. In both of these situations, this maneuver widens the space to be 
dissected. During fixation of the mesh to the sacral promontory, the vagina retractor 
is pushed inward horizontally, stretching the vaginal wall and providing the appro- 
priate tension required. 


Dissection of the Rectovaginal Space 

The correct plane of dissection is in the fatty tissue just deep to the posterior vaginal 
wall. This dissection should be extended laterally to the uterosacral ligaments to 
create enough space for positioning and fixation of the dorsal mesh to the levator ani 
muscle. During exposure of the pelvic floor muscles (prior to fixation of the dorsal 
mesh), the dissection should be limited to the pararectal space. If dissected more 
laterally, the middle rectal arteries may be encountered and injured. Nevertheless, 
dissection in close proximity to the rectum may injure the rectal nerves and cause 
problems during defecation. 


Fixation of the Dorsal Mesh to the USL 

The dorsal mesh should be fixated to the uterosacral ligaments at the closest point 
to the posterior vaginal wall. This positions the dorsal prostatic mesh away from the 
rectal wall, avoiding functional problems of the rectum. In addition to providing the 
mechanical support needed for reduction of the prolapse, it also reinforces the pos- 
terior vaginal wall when fixed in this position. 


Dissection of the Vesicovaginal Space 
This dissection can be difficult in cases of previous surgery or recurrent urinary tract 
infections. 

It may be useful to fill the bladder with 150 cc of saline during the dissection to 
identify the borders of the bladder. In case of any injuries to the vagina or bladder, 
the edges are approximated using a 3—0 Vicryl™ suture tapered on a 5/8 needle and 
secured at its free end with a PDS locking clip. It is also wise to rinse the pelvic 
cavity with diluted betadine solution following injury to the vagina. 
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After Hysterectomy 

Following hysterectomy, the dorsal and ventral mesh are fixed in a similar manner; 
the exception is that the ventral mesh is passed into the presacral tunnel by joining 
of both peritoneal incisions over the rectovaginal and vesicovaginal spaces over the 
vaginal apex. Following positioning and fixation of both the ventral and dorsal 
meshes together in the presacral canal, the peritoneal gap is closed by approxima- 
tion of the posterior lip of peritoneum at the rectovaginal space to the anterior lip of 
peritoneum overlying the vesicovaginal space to completely retroperitonealize both 
meshes. Care should be taken when dissecting the vesicovaginal space, as the plane 
is usually distorted following hysterectomy. 
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Difficulties in Pediatric Laparoscopic 3 2 
Urologic Surgery 


Angus G. Alexander and Walid A. Farhat 


Introduction 


The experience of surgical difficulties is highly subjective and is primarily depen- 
dent on the nature of the procedure, however, training, aptitude, and the natural 
ability of an individual surgeon contribute significantly to a “difficult” procedure. 
As a result, no text can be all inclusive and therefore, this chapter is not written 
exclusively for experts. This chapter will attempt to cover issues that many have 
mastered, as well as those subtleties that continue to frustrate the most accomplished 
laparoscopist. 

The chapter is divided into a general discussion on difficulties applicable to all 
pediatric laparoscopy. It will then focus on individual procedures commonly 
performed in urology. 


Common Difficulties 


The following section is divided into seven parts, each discussing common prob- 
lems unique to laparoscopic surgery: (1) patient selection, (2) counseling and con- 
sent, (3) equipment and staff, (4) port positioning and insertion, (5) ergonomics, (6) 
insufflation, and (7) maintaining the pneumoperitoneum. 
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Patient Selection 


As laparoscopists have developed in skill and confidence, the authors have seen a 
decrease in the contraindications to minimally invasive surgery. Cardiac and pulmo- 
nary pathology, intolerant of the physiological impact of the pneumoperitoneum, 
remain contraindications. 

Beyond this, surgical discretion should guide patient selection. In the case of an 
infant, an open dismembered pyeloplasty would use a 2- to 3-cm muscle separating 
wound and an extraperitoneal approach. Compare this with the laparoscopic 
approach that alters physiology, breaches the peritoneal cavity and takes longer to 
perform. Would the patient benefit from this approach? 


Counseling and Consent 


Endoscopic surgery is better termed “minimal access surgery” as its invasiveness is 
only minimized at the somatic insertion site. 

The consent for a laparoscopic approach requires more time and explanation, as 
the procedure has more variables and possible complications. One of the fundamen- 
tal principles of taking consent is to manage the patients’ and/or parents’ expecta- 
tions of surgery. If this is done well, the patient or parent becomes empowered as 
part of the team, and is alerted to possible complications. In this way, complications 
are viewed as inherent in the procedure rather than an indictment of the surgeon and 
the procedure performed. The conversion of a laparoscopic procedure to an open 
one is always an option. However, this should not be seen as a complication, but 
rather a wise maneuver to achieve better access if difficulties are encountered. 


Equipment and Staff 


Endoscopic surgery can be rewarding, but at times is the source of huge frustrations. 
Aside from the technical abilities of the surgeon and the inherent demands of the 
procedure, there are many other factors that influence the course of the operation 
that are not necessarily present in open surgery. Three factors stand out in the ability 
to frustrate even the most patient endoscopist: (1) mechanical and electronic equip- 
ment failure, (2) an unsteady, inaccurate camera operator, and (3) nursing personnel 
that are unfamiliar or poorly trained in endoscopic procedures. 

Solutions to minimize these frustrations include regular training and updates on 
the procedures performed, and scheduled maintenance of equipment. 

Regarding camera operators, a comfortable position and arm stabilization are 
helpful. Getting the camera operator to sit will often accomplish both of these with 
the added advantage of providing the surgeon with more space in which to maneu- 
ver. Simultaneously rotating the camera and the lens can optimize visualization. 
Pulling back on the camera to increase the visual field is preferable to lateral “track- 
ing movements” at close range. 
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Port Positioning and Insertion 


The pediatric abdomen is highly distensible and allows for significant distortion. 
Care should be taken when port sites are to be used for permanent stomas or cath- 
eters and these sites should be chosen on the undistended abdomen. 


Ergonomics 


Laparoscopic surgery on children encounters many ergonomic challenges. Some of 
them have been offset by the design and development of smaller ports and instru- 
ments. This has been an ergonomic advancement, but visibility and applicability are 
arguably compromised as a result of this miniaturization. 

The pediatric abdomen is small and relatively close to the bed. This leaves little 
space for port placement and maneuverability. Novel approaches to positioning can 
have a major impact on ergonomics. Effort should be made to shorten the table or 
place the infant in an oblique or transverse position. This will improve both ergo- 
nomics and optics. 

Infant patients whose procedures require low-lying instruments can be elevated 
partially or completely off the table with lateral bolsters or gel pads. Moving the 
child close to the edge of the table can be equally effective. 

Cables and tubing are an added consideration of endoscopic surgery. Their place- 
ment should be well thought out. In order to declutter the operating field, all leads 
and cables should be grouped together in several places as they circuit the patient. 
The length of insufflation tubing should be just enough to reach the port tasked with 
inducing the pneumoperitoneum. Items less likely to be used during the procedure, 
like the suction irrigation and hand held diathermy, can be tucked into pockets to 
keep them out of the operating arena until they are required. 


Insufflation 


The pediatric abdomen has a smaller volume and consequently fills more rapidly 
with standard flow rates. Rapid insufflation can be dangerous and often compro- 
mises physiology more than low-flow, low-pressure insufflation. Target pressures 
should be just sufficient for adequate exposure, tailored to the physiology of the 
child, and crudely represented by weight and age. 


Maintaining the Pheumoperitoneum 


Poor visibility may either be the result of a “light” patient who has begun to contract 
their abdominal wall musculature or a loss of pneumoperitoneum. The difficulty 
with both of these circumstances is that they can be subtle enough to go unnoticed, 
yet frustrate a procedure because of poor exposure. 
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Educate your anesthetists and communicate with them throughout the operation. 
Many laparoscopists insist on paralysis as a routine, but this is not always necessary, 
provided adequate exposure is maintained. 

Loss of pneumoperitoneum should trigger an ordered search for the cause. This 
search is best started with the patient and ended with the carbon dioxide gas supply 
in a sequence of troubleshooting. 


e Observe the flow rate in comparison to the pressure of the pneumoperitoneum. 
This is a good indication of where the problem is: poor supply, increased demand, 
or a light patient. 

e Insertion of ports should be meticulous. Incisions must be appropriately matched 
to the size of the ports. Big incisions allow mobility of the port that can cause gas 
leakage or repeated extubation of the port during instrument withdrawal. If the 
incision is too big, it will need to be occluded using a purse string-type occlusion 
suture. If this suture can be placed into the sheath it can be used for closure at the 
end of the procedure. 

e Check that the insufflation taps are closed and that the internal valves are the 
right size, the right way around, and are not damaged. The offending port can be 
localized by dropping water onto the aperture and looking for bubbles. This same 
technique can be used at the skin level. 

e Many instruments have a cleaning port that must be capped to prevent air leaks. 

e Check that insufflation taps have not been partially closed during the procedure. 

e Exclude kinked tubing. 

e Check that the carbon dioxide cylinder is not empty. 


Procedure-Specific Difficulties 
Partial Nephrectomy 


Partial nephrectomy in the pediatric population is most often indicated for the 
removal of the upper, dysplastic moiety of a duplex kidney. The approach can be 
either transperitoneal or extraperitoneal. The best approach is the one the laparosco- 
pist is most familiar with. 

In the retroperitoneal approach, it is important to preserve the integrity of the 
parietal peritoneum. Holes allow gas into the peritoneal space, which can compress 
the perinephric neocavity, obscuring visibility. If the peritoneum is breached, a 
transcutaneous angiocath can be placed into the peritoneum to decompress it, or 
alternatively, the tear can be sutured. 

Complete mobilization of the kidney in either approach is contraindicated 
because of the potential for the remaining moiety to undergo torsion. 

Retrograde stenting of the normal ureter is a foolproof method of avoiding inad- 
vertent injury. Stenting is essential when dealing with a lower pole nephrectomy as 
neither ureter is dilated and identifying the correct ureter intraoperatively is diffi- 
cult. This is in contrast to the upper pole nephrectomy, where the pathological ureter 
is very ectatic and easily identified (Fig. 32.1). 
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Fig. 32.2 Meticulous perirenal dissection reveals the hilar vessels supplying the normal lower pole 


Once the ureter is isolated and transected, it should be used as a traction and 
orientation tool. 

The polar vessels must never be transected until the supply is clearly delineated 
(Fig. 32.2). If clarity cannot be achieved, then it is an indication for conversion. 
Staying close to the renal capsule as much as possible will avoid inadvertent dam- 
age to the remaining moieties’ vessels. Once the vessels have been secured, clamp- 
ing them will show demarcation without the irreversibility of transection. If it does 
not, consider an alternative supply, incomplete dissection, or incorrect vessel. 

If bleeding is encountered from the renal pedicle, place the pedicle on tension by 
elevating the kidney. This maneuver will stop or slow the bleeding for adequate 
assessment and conversion to open surgery if necessary. 
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Transection of the renal parenchyma should be performed within the ischemic 
tissue of the demarcation line to ensure a safe amputation. If a pelvis of uncertain 
origin is opened, blue dye infused into the normal ureter can reassure the surgeon 
that the pelvis of the normal moiety has not been breached. Some surgeons deliber- 
ately open the pelvis in order to safely transect the pole. Once this is done, the 
parenchyma can be trimmed according to the demarcation line. 

If diathermy smoke obscures visibility, it is helpful to allow a leak from one of 
the ports and increase the gas flow in order to vent this smoke. 

The polar tissue is easily extracted through one of the port sites as it is usually 
dysplastic and has little bulk [1]. 


Pyeloplasty 


The results of laparoscopic surgery should be equivalent to those of open surgery. 
The results of open pyeloplasty are excellent and, in order to justify performing the 
procedure laparoscopically, surgeons need to match that success. 

In a child under the age of two, an open standard dismembered pyeloplasty is 
done through a 2- to 3-cm muscle separating incision, is retroperitoneal, and is 
highly successful. In this age group, there is no clear benefit to laparoscopy — it 
requires a breach of the peritoneal cavity and is technically more demanding than 
the open approach. In older children, the authors use a 5-mm camera port with two, 
3-mm working ports. A fourth trocar can be useful in retracting tissues or maintain- 
ing tension on the sutures. With experience, this extra instrument can be abandoned 
(Fig. 32.3). 

The suture material used by the authors for laparoscopic pyeloplasty in children 
is an absorbable, braided 5/0 suture. Small needles can be passed down the 3-mm 
port. Larger needles can be straightened or passed directly through the abdominal 
wall. The latter maneuver can prove problematic in well-nourished patients. 

The renal pelvis is frequently rotated posteriorly. In order to deliver the pelvis, 
the pelvic traction suture takes on the additional roles of a derotation and stabiliza- 
tion. This pelvic suture is passed through the abdominal wall and secured 
extracorporeally. 


Fig. 32.3 Isolation of the 
pathological ureteropelvic 
junction using the 
transperitoneal approach 
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Fig. 32.4 An angiocath is 
used to place the guidewire 
in a percutaneous, Percutaneous 
antegrade manner angoa 


Anastomotic suture 


Pyelopiasty: open anteriorly 


When spatulating the ureter, care should be taken to open it laterally and avoid 
spiraling the incision, as both of these mistakes can twist the ureter and affect 
drainage. 

The authors use a double-J stent, which is passed through the abdominal wall 
musculature using a 12-gauge angiocath (Fig. 32.4). The length of the ureteral stent 
should be chosen carefully, as too long a stent can cause discomfort to the child, 
negating the principle benefit of the laparoscopic approach. If in doubt, use fluoros- 
copy to guide the stent placement. 

Difficulty can be experienced passing any stent into the bladder in an ante-grade 
fashion. In order to overcome this, a transanastomotic nephrostomy or pyelostomy 
(Salle) stent may be used. Preoperative retrograde placement of the ureteral stent is 
another solution but it can cause difficulties when suturing the anastomosis as it 
obscures the posterior suture line [2—4]. 


Bladder Augmentation 


Although pure laparoscopic enterocystoplasty in children is an advanced procedure 
that is technically demanding, it is feasible and gaining popularity. Extensive expe- 
rience with laparoscopy is necessary before attempting this procedure, since superi- 
ority over conventional open techniques has not yet been demonstrated. Difficulties 
unique to this procedure are discussed below in sequence as they arise during the 
operation. 


e Itis often difficult to identify the ureteric orifices laparoscopically. Bilateral ure- 
teric stents are an essential presurgical procedure. 

e A Foley catheter is inserted and the bulb pulled down onto the bladder neck to 
ensure the ability to create a pneumovesicum. 

e Transcutaneous traction and stay sutures will facilitate exposure without impact- 
ing on space. This relatively simple maneuver keeps the proper orientation and 
tension on the ileum and secures the anatomic structure of interest to prevent 
kinking and twisting of the mesentery. It also has the advantages of easy reloca- 
tion and facilitates changes in the angle of dissection. 
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Vessel loop 


Fig. 32.5 A vessel loop of known length, used to measure the bowel segment required for the 
bladder augmentation 


e Measurement of the required bowel lengths is difficult with the magnification of 
the laparoscopic telescope. This is easily overcome with the introduction of a 
premeasured silk 1/0 suture (Fig. 32.5). 

e Selection of the loop to be used is based on a 15-cm segment of bowel that has a 
good vascular pedicle and that is of sufficient length to allow the antimesenteric 
border to reach the bladder neck. 

e Transection of the bowel and reanastomosis can be effected intracorporeally or 
extracorporeally depending on the preference and experience of the surgeon. 
Endo-staplers have greatly enhanced the ease with which the intracorporeal 
anastomosis can be performed. 

e Intensive suturing and intracorporeal tying are required and are often the most 
difficult and time-consuming steps in this procedure. Shortening the suture will 
greatly facilitate intracorporeal handling of the suture material [5-8]. 


Appendicovesicostomy 


The appendix is a near perfect catheterizable conduit. However, its presence, loca- 
tion, length, and relationship to the cecum are not consistent and this can present 
surgical and decision-making difficulties. 

Understanding that the cecum can be poorly fixed or incompletely descended is 
crucial to finding the appendix and planning surgery. In order to consistently locate 
the appendix, the cecum should be located first. Once this is found, the tenia should 
be traced distally. The three tenia of the colon will always converge at the base of 
the appendix on the bulb of the cecum. Identification of the base of the appendix 
will aid mobilization of the body and tip of the appendix, which is usually 
retrocecal. 
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Preservation of the mesoappendix is obviously essential to the success of the 
operation and dissection must be done with this in mind. In order to facilitate this 
dissection, a traction suture can be placed into the tip of the appendix to unfurl it and 
expose the mesentery. 

Dissection of the vessels should, as far as possible, be done without diathermy. 
Where hemostasis is required, clips can be used. In the absence of clips, cutting 
diathermy gives adequate hemostasis without the collateral damage of coagulation 
diathermy. 

The vessels to the appendix are terminal branches of the ileocecal vessels. 
Mobilization of the cecum will allow mobility of the appendix in the form of a “tis- 
sue flap.” This added mobility is essential to accurate positioning of the conduit and 
a tension free anastomosis. 

Division of the appendix stump should be performed as close to the base as pos- 
sible. Stapling devices can be used to transect and staple this stump; alternatively, it 
can be suture-ligated with intracorporeal sutures. 

When positioning the bladder anastomosis, it should aim to drain the most 
dependent part of the bladder, allow for an adequate tunnel, and define a gentle arc 
that allows easy catheterization. 

If possible, the conduit should be brought out in the umbilicus and careful 
thought should be given to the incision in order to create a skin flap to prevent the 
anastomosis from stenosing [9]. 


Peritoneal Dialysis Catheter 


Peritoneal dialysis catheter insertion is a life-preserving procedure that, if done 
well, can maintain renal failure patients for many years without the complications 
associated with hemodialysis. 

Laparoscopy has been used as both an insertion technique and as a salvage pro- 
cedure. When used as an insertion technique, it is effective at assessing the suitabil- 
ity of the peritoneal cavity, removing the omental curtain, holding the fimbria out of 
the pelvis, and accurately placing the catheter. 

Difficulties encountered include poor catheter placement because of insertion 
sites being based on an insufflated abdominal wall. Always mark boney landmarks 
or intended insertion sites prior to insufflation. 

Omentectomy is best performed via the umbilical wound. An endosuction device 
is placed into the peritoneal cavity to retrieve the omentum. It is then resected in a 
piecemeal fashion. Always be sure to replace the tied-off stalk before embarking on 
the next piece of omentum; multiple ties may create a bulk that is difficult to return 
to the abdomen. Bleeding from a poorly tied omentum can be very problematic in 
the renal failure patient once dialysis has started. A 10-mm port will certainly facili- 
tate the omentectomy, but is not necessary in small children as the omental curtain 
is usually fine and easily delivered in stages through a 5-mm port. 

Gentle, blunt dissection of fibrous adhesions within the peritoneal cavity may be 
appropriate provided the adhesions are not dense, there is minimal serosal and 
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Fig. 32.6 The peritoneal aoco 
dialysis catheter is fixed to suturing 
the pelvic peritoneum 
using a loop of 
nonabsorbable suture 


peritoneal trauma, and that dialysis is started relatively soon to maintain this 
regained cavity space. 

The ovaries can be pexied out of the pelvis in order to prevent the fimbria getting 
stuck in the tubing, another common source of potential blockage of the catheter. 
The suturing should be tension free and involve the ovary, not the fimbria. 

The catheter should be measured prior to insertion. The tubing should reach from 
the intended cuff site to the pubic bone. The tunnel for the supraperitoneal catheter 
should be created in such a way as to run obliquely through the muscle wall and 
fascia. This will help ensure that the tip remains in the pelvis and avoid migration to 
nondependent parts of the peritoneum. The catheter tip may or may not be sutured in 
to the pelvis depending on the intraperitoneal environment and lie of the catheter. If 
it is sutured into the pelvis, it should be with a nonabsorbable suture and as a result 
include a relatively shallow bite of pelvic tissue to facilitate removal (Fig. 32.6). 

Leaks and hernias can prove problematic where dialysis is started early, before 
the peritoneum has had time to seal. Where acute dialysis is required, all port sites 
should be closed with the creation of a watertight seal in mind. This is best accom- 
plished with a multilayered closure. The use of low volumes of dialysate can further 
contribute to avoiding leaks in the immediate postoperative period. 

Laparoscopy can further contribute to peritoneal dialysis catheter management 
in the form of identifying the reason for catheter malfunction or nonfunction. Very 
often the problem is easily corrected with laparoscopy [10-11]. 


Orchidopexy 


The use of laparoscopy in the cryptorchid child is both diagnostic and therapeutic. 
In terms of diagnosis, laparoscopy is superior to ultrasound, and considering the 
need for anesthesia is more appropriate than computed tomography (CT) or mag- 
netic resonance imaging (MRI) in that therapeutic intervention can follow immedi- 
ately. Initially, difficulties come in the form of decision-making: 


e What should be done with the peeping testicle? 
e When should a primary orchidopexy be done as opposed to a staged procedure? 
e Should the testicular vessels be divided or maintained? 
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The peeping testicle is resident in the abdominal compartment but can be passed 
through the internal ring. This diagnosis can be made by examination under anes- 
thesia prior to surgery and is amenable to the open approach with a high retroperi- 
toneal dissection. If discovered at laparoscopy, it is equally well dealt with by a 
single laparoscopic mobilization and scrotopexy via the inguinal canal or through 
Hesselbach’s triangle. 

The decision to stage the surgery can be made based on two questions: 


1. Are the vessels going to be too short for primary orchidopexy? 

e Ifthe testis reside more than 2 cm from the internal ring, the answer is usually 
“yes.” 

2. Once the vessels have been divided, is it safe to proceed with scrotopexy given 
the tenuous vesicular blood supply? 

e There is evidence to suggest that dividing the vasculature and proceeding to 
orchidopexy is associated with a higher testicular atrophy rate. Dissection of 
the peritesticular tissue should be as superficial as possible, as the peritoneum 
is all that is required to adequately mobilize the vas and vessels. Deep dissec- 
tion can often be bloody, and runs the risk of damaging ureter and iliac 
vessels. 


Assessing sufficient length for a tension free orchidopexy can be done by 
attempting to place the mobilized testicle on the contra lateral internal ring. 

Passage of the mobilized testis can be anatomical or nonanatomical. If sufficient 
length of cord structure exists, then the inguinal canal can be used. If the length is 
insufficient, then a more direct passage through Hesselbach’s triangle can be created 
medial to the epigastric vessels. The neo-canal can be either medial or lateral to the 
median umbilical ligament [12-14]. 


Laparoscopic surgery has advanced pediatric urology and become a well- 
established method of surgical intervention. The risk inherent in this new and 
challenging field is that patient care may be compromised as the surgeon attempts 
to find the limits of the minimally invasive approach. Significant skill and experi- 
ence are prerequisites for anyone who is going to push these limits. This is espe- 
cially true of those procedures that have open surgical approaches that are simple, 
successful, and have stood the test of time. 
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Difficulties in Single-Port Laparoscopic 3 3 
Procedures 


Raj K. Goel and Jihad H. Kaouk 


Introduction 


Single-port laparoscopic surgery has revolutionized the minimally invasive approach 
to urological disorders. Originally conceptualized in 1999, [1] single-port surgery 
has recently expanded due to instrument modification and growing experience in 
laparoscopy. In specialized centers, reconstructive and extirpative single-port proce- 
dures have been performed [2-5]. At this time, single-port surgery holds great 
promise in reducing patient morbidity, although its exact role in urologic oncology 
and reconstruction is still pending. Thus far, the authors’ experience at their center 
in single-port laparoscopy has identified various limitations to both renal and pelvic 
surgery. Herein, a description of both technical and surgical challenges will be 
described and various modifications used to overcome such challenges. 


Single-Port Laparoscopic Surgery: Instrumentation 


Classically, laparoscopic surgery utilizes multiple single channel ports spaced on 
the abdominal wall to provide triangulation to the respective organ being dissected. 
Single-port or single-site surgery amalgamates all trocar sites to one entry point in 
order to minimize abdominal wall trauma. In either method, limited trocar entry 
sites hopefully translate into reduced patient morbidity. Initial attempts at single site 
surgery utilized preexisting laparoscopic ports placed at a single anatomical 
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location. These bulky ports do not immediately allow for an adequate range of 
motion and “scissoring” of ports is common. Continued research and development 
to provide an ergonomically designed surgical port that can accommodate various 
sized instruments is currently under way. The authors’ experience using two com- 
mercially available ports will be described in this chapter. 

The Uni-X™ Single Port Trocar (Pnavel Systems, Inc., Cleveland, OH) is 
designed similarly to a single blunt-tipped Hasson trocar with a conical shaped 
sheath (Fig. 33.1). Stay sutures placed within the abdominal fascia are used to 
anchor the port to prevent air leakage during its use. Instruments inserted through 
the channels maintain pneumoperitoneum using a valved system. The port itself is 
comprised of three 5-mm channels with one that is elongated, which functions 
dually as a camera and an insufflation port. Some of the world’s first urological 
single-port surgeries were made possible via this multichannel port. Advanced lapa- 
roscopic surgery, including radical cystectomy, prostatectomy, and abdominal 
sacrocolpopexy, were possible without the incorporation of additional ports [5]. An 


Fig. 33.1 Uni-X Single Port Trocar (P Navel Company, Brooklyn NY, USA). Three 5-mm port 
sites are available with one site acting dually for insufflation (With kind permission from Springer 
Science+Business Media: Romanelli JR, Roshek TB III, Lynn DC, Earle DB. Single-port laparo- 
scopic cholecystectomy: initial experience. Surg Endosc. 2010;24:1374—1379, Figure 3) 
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immediate limitation of this surgical port was the absence of a 10-mm entry site. 
When and if 10-mm instruments were required, they were often placed alongside 
the port to maintain the single-site principle. This ensuing air leak during renal and 
pelvic procedures posed a challenge; however, endoscopic staplers and ultrasound 
probes were successfully used without compromise. Unfortunately, the valved sys- 
tem lacked durability as frequent instrument exchange resulted in significant dam- 
age that required port exchange. 

Limitations of channel size have been overcome by a multichannel gel port 
designed by Advanced Surgical Concepts, which utilizes two 5-mm and one 
12-mm channels (ASC TriPort, Ireland). The ASC TriPort’s design is analogous 
to a laparoscopic hand-assist gel port (Fig. 33.2). It is comprised of an external 
and internal plastic ring, which is delivered intraabdominally through a 1.5-cm to 
1.8-cm periumbilical incision. The internal ring secures the port and maintains 
an air seal, obviating the need for stay sutures while maintaining pneumoperito- 
neum. Although not formally tested, clinical experience has demonstrated greater 
channel resilience of the ASC TriPort during repeated instrument exchange. A 
significant advantage of the gel port design is the flexibility of individual chan- 
nels and the ability to accommodate a larger laparoscopic instrument, such as an 
ultrasound probe or an endovascular stapler. Despite addressing the limitations 
of the valved system, external clashing is minimized, but not entirely eliminated 
with the ASC TriPort. However, this conflict may not be entirely dependent on 
port design. 


Fig. 33.2 The Triport trocar comprises of three gel-valved port sites (one 12 mm and two 5 mm), 
which provide more resilience during single-port procedures (Image courtesy of Advanced 
Surgical Concepts. Used with permission) 
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Given the proximity of channels during single-port surgery, triangulation is 
lost with straight laparoscopic instruments. The abdominal wall functions as a 
pivot for laparoscopic instrumentation, therefore, adequate external range of 
motion directly relates to reduced internal mobility. Instrument modifications 
were necessary to address these mechanical barriers. The EndoEYE™ system 
(Olympus America Inc., Center Valley, PA) is a 5-mm laparoscope consisting of a 
low-profile handle with in-line placement of both optical and power cords. The 0° 
optical tip is steerable via controls located at the base allowing the assistant to 
position him/herself away from the surgeon while still maintaining internal visi- 
bility (Fig. 33.3). 

Flexible laparoscopic instruments have now been developed to address the space 
constraints inherent to single-port laparoscopy. By moving the fulcrum of the 
laparoscopic instruments proximally, the flexible tip can be angulated with wrist 
action, thereby reducing external conflict. Although initially counterintuitive, the 
learning curve to acquire routine dissection skills using articulating instruments is 
short. However, more complex skills, such suturing and knot tying as in regular 
laparoscopy, require more expertise. Currently, articulating laparoscopic needle 
drivers, monopolar scissors, and hooks are available for clinical use. 

Although equipment flexibility limits external clashing, it does not eliminate it. 
The external design of clinically available laparoscopic instruments is bulky, which 
competes for the limited space surrounding the single multichannel port. Also, the 
internal flexibility of articulating instruments does not provide adequate rigidity for 
blunt dissection or retraction. To circumvent this obstacle, straight and articulating 
instruments are used in conjunction to maximize dissecting capabilities during 
single-port surgery. At times, stay sutures are placed into tissue and anchored to the 
abdominal wall to provide fixed exposure during laparoscopic dissection. Despite 
these technical constraints, various single-port renal and pelvic procedures have 
been performed and will be discussed further. 


Fig. 33.3 EndoEYE system (Olympus America Inc., Center Valley, PA), offers an articulating 
5 mm digital laparoscope which reduces external conflict during single-port procedures (Image 
courtesy of Olympus America Inc.) 
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Single-Port Laparoscopic Renal Surgery 


The authors’ initial experience with the single-port laparoscopy involved various 
renal procedures. To provide a virtually “scarless” approach, the port was placed at 
the level of the umbilicus. The instruments traversed the distance from the umbili- 
cus to their respective left or right upper quadrants during renal dissection. In addi- 
tion to the space constraints mentioned above, obese patients added to this distance 
and currently elongated articulating instruments are unavailable. Reflection of the 
colon away from Gerota’s fascia also impacted visibility. Despite lateral rotation of 
the patient, the colon was further displaced medially but not completely. The steer- 
able laparoscope that provided visibility to the upper quadrant had to be oriented 
cranially and then deflected posteriorly, placing torque on the single port. As in most 
surgery, thinner patients without previous abdominal or renal surgery prove ideal 
candidates for single-port renal operations. 

Thus far, an array of single-port renal procedures has been performed, ranging 
from cyst decortications to more complex procedures, such as partial nephrectomy. 
The authors’ initial published series of single-port procedures included renal cryo- 
ablation [4]. Single-port access renal cryoablation (SPARC) offers an attractive 
introduction to single-port laparoscopy as the procedure involves minimal dissec- 
tion and reconstruction. SPARC has been successfully performed via transperito- 
neal and retroperitoneal approaches with minimal postoperative morbidity or 
complications. As previously mentioned, the laparoscopic ultrasound probe inserted 
alongside the Pnavel port can result in loss of pneumoperitoneum. With bedside 
manipulation of the port, the pneumoperitoneum can be maintained during tumor 
identification and probe ablation (Fig. 33.4). All patients are currently being 


Fig. 33.4 Diagrammatic representation of single port renal cryoablation. The ultrasound probe 
given its size slides adjacent to the single-port trocar through the same incision to provide intraop- 
erative guidance during cryoprobe insertion into the tumor (Reprinted with permission, Cleveland 
Clinic Center for Medical Art & Photography © 2008-2010) 
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evaluated with regard to their oncological outcomes; however, initial results are 
promising. Patient selection for SPARC is essential as upper pole, large exophytic 
tumors or solitary kidneys are generally omitted due to surgical complexity and 
potential for intraoperative bleeding. 

Familiarity with the single-port approach provides a platform to proceed to more 
complex renal operations including simple, radical, partial, and ultimately donor 
nephrectomy. Clearly, initial attempts at single-port renal surgery should not encom- 
pass the latter two operations, which are time-sensitive or complex. The surgeon 
should be adept at performing standard laparoscopic extirpative and reconstructive 
renal surgery prior to embarking on such procedures. Patient and tumor selection 
are also critical during partial nephrectomy. In addition to the aforementioned crite- 
ria, single-port partial nephrectomy without hilar control would include exophytic 
tumors without previous renal or abdominal surgery. Also, as in regular laparos- 
copy, upper pole tumors pose a challenge due to surgical exposure and adjacent 
solid viscera. The potential for bleeding exists, therefore surgical prowess for imme- 
diate hilar control and intracorporeal suturing should be at hand. The authors rec- 
ommend that when single-port partial nephrectomy is initially performed, exophytic, 
anterior lower pole tumors should be selected. 

Laparoscopic suturing can be a daunting task, requiring surgical persistence and 
patience. During regular laparoscopy, triangulation provided by port placement 
facilitates intracorporeal suturing and knot tying. Single-port surgery prohibits tri- 
angulation using standard laparoscopic needle drivers, therefore, the articulating 
variety provide the necessary angles required for intracorporeal reconstruction. 
Suture placement can be difficult as the flexible tip diminishes haptic feedback and 
thick tissue often deflects the needle driver tip. To further facilitate suturing and to 
minimize abdominal wall trauma, a 2-mm needlescopic grasper can reinstitute tri- 
angulation for intracorporeal suturing and knot tying. Another technique is to resort 
to extra-corporeal knot tying. 

Overall, single-port laparoscopic and retroperitoneoscopic renal surgery has 
been successfully performed. An important caveat to the successful performance of 
all single-port renal surgery is patient selection. Patients with complicated renal 
pathology, previous renal surgery, or solitary kidneys were approached through tra- 
ditional laparoscopic means. Given the early favorable experience with single-port 
procedures, now more complex operations are being performed, including single- 
port partial nephrectomy and donor nephrectomy. Familiarity of regular and articu- 
lating flexible laparoscopic instrumentation is essential to facilitate single-port 
surgery. A surgical assistant with previous laparoscopic experience is also invalu- 
able during these complex procedures. 


Single-Port Laparoscopic Pelvic Surgery 


Urologists have incorporated laparoscopy in the treatment of various benign and 
malignant pelvic conditions for some time. Laparoscopic pelvic procedures offer 
certain advantages compared to renal surgery, especially during the single-port 
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approach. When the patient is placed in lithotomy and the Trendelenburg position, 
it results in cranial displacement of bowel. In female patients with a uterus in situ, 
stay sutures through the fundus can provide cranial traction to further visualize 
the pouch of Douglas. In either sex, lateral displacement of the sigmoid colon can 
be achieved through a similar stay suture placed within the teniae coli during pel- 
vic procedures. These maneuvers in addition to the larger working space of the 
pelvis provide the operator with a larger working area ideal for single-port 
surgery. 

Laparoscopic oncologic and reconstructive pelvic surgery has been performed in 
various centers around the world [6-9]. Several advantages of the minimally inva- 
sive approach include shorter convalescence, less blood loss, and comparable onco- 
logical outcomes when performed by experienced surgeons [6, 10, 11]. Radical 
prostatectomy and both male and female radical cystectomies have been success- 
fully adopted by high-volume cancer centers. Cancer control following the laparo- 
scopic approach is still pending long-term evaluation, but early results show 
comparable results to that of an open series [11]. Other pelvic pathology, including 
pelvic prolapse, has also been successfully approached laparoscopically. Abdominal 
sacrocolpopexy is considered the gold standard in repair of pelvic organ prolapse. 
Once considered a morbid procedure, refinement in technique and the application of 
laparoscopy has reduced patient morbidity while maintaining surgical principle dur- 
ing prolapse repair [8]. 

Laparoscopic abdominal sacrocolpopexy was approached through a single port 
to evaluate the surgical effectiveness of dissecting within the deep pelvis for a non- 
malignant condition. Patients who were candidates to undergo a traditional laparo- 
scopic repair were considered for the single-port approach. In addition, patients 
who had failed previous prolapse surgery or who had multiple abdominal surgeries 
were avoided for this new technical approach. Patients were not excluded based on 
a previous hysterectomy, and, in fact, a uterine preserving sacrocolpopexy was per- 
formed in this circumstance. To provide exposure to the deep pelvis, stay sutures to 
the tenia coli and to the uterine fundus provided lateral and cranial retraction 
respectively. 

Perhaps the most challenging aspect of this procedure was intracorporeal sutur- 
ing of the mesh to the vaginal wall. Laparoscopically suturing with traditional 
straight instruments was challenging given the limited external and internal range of 
motion as described previously. Although the articulating needle drivers facilitate 
suture placement, knot tying requires patience. Placement of the sacral anchor is 
also difficult during single-port surgery. The triangulation provided by laparoscopy 
allows for suture placement through the anterior spinous ligament and into the 
mesh. The port, when placed at its periumbilical location, places surgical instru- 
ments nearly perpendicular to the sacrum making suturing impossible. Articulating 
needle drivers have been utilized to provide fixation at the sacrum, however, the 
malleability of the instruments does not allow for sufficient purchase of the liga- 
mentous structure. The EndoTak (Ethicon Endo-Surgery, Cincinnati, OH) provides 
the solution for this clinical problem. The device functions by delivering a titanium 
coil through the mesh and into a bony structure. Thus far, this device has been used 
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for ten single-port laparoscopic sacrocolpopexies, and has provided excellent pro- 
lapse reduction without recurrence to date. 

Single-port pelvic surgery for malignant disease has been performed at the 
authors’ institution, including radical prostatectomy and radical cystectomy with 
bilateral lymph node dissection. The initial series of radical prostatectomy incorpo- 
rated patients with small-volume, organ-confined disease. The technical points of 
laparoscopic prostatectomy were initially attempted, however, given the range of 
motion and surgical visibility, modifications were needed. Knowledge of perform- 
ing both antegrade and retrograde radical prostatectomy is essential as both tech- 
niques were employed during the procedure. Upon completion of the prostatectomy, 
the urethral-vesical anastomosis was performed. Experiential use of the articulating 
needle drivers enabled the placement of progressively more anastamotic sutures 
during succeeding cases (Fig. 33.5). 

Single-port cystectomy has also been approached in both male and female 
bladder malignancies. During laparoscopic radical cystectomy, the vascular ped- 
icle for the bladder can be controlled by various means including endovascular 
staplers, Hem-o-lok® clips (Teleflex Medical, Inc., Research Triangle Park, NC) 


Fig. 33.5 Illustration of single-port laparoscopic suturing during radical prostatectomy. The artic- 
ulating needle drivers provide the ability to perform the urethral-vesical anastamosis (Reprinted 
with permission, Cleveland Clinic Center for Medical Art & Photography © 2008-2010) 
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and hemosealant devices. Initially, radical cystectomy was performed using the 
Pnavel port and the 5-mm channels can only accommodate the Ligasure™ 
(ValleyLab, Boulder, CO) or the harmonic scalpel to control the vascular pedi- 
cles. At times, 5-mm Weck clips were utilized for control of substantial pedicles. 
Following the cystectomy, bilateral pelvic lymphadenectomy was carried out. 
Despite initial concerns of visibility, a mean yield of 16 + 3 nodes were obtained 
amongst all three patients [12]. Negative surgical margins were obtained in all 
cystectomy patients. 

Single-port laparoscopic surgery has challenged the field of minimally invasive 
surgery to further reduce abdominal trauma and surgical scarring. Although its 
exact role in reconstructive and oncologic surgery is pending, initial results are 
showing promise for replicating the standard laparoscopic approach. The ability 
to perform single-port laparoscopy hinges on the comfort and skill of performing 
standard laparoscopic procedures. Just as the introduction of the robotic platform 
has provided a bridge from open to minimally invasive surgery, the applicability 
of robotics to single-port surgery has been explored. The articulation and degrees 
of motion available to robotics would address the limitations encountered during 
single-port dissection and reconstruction. At the authors’ institution, single-port 
robotic surgery was recently performed in both the laboratory and clinical 
setting. 


Single-Port Robotic Surgery 


The current robotic platform has not been designed specifically for single-port 
surgery. Various technical modifications were necessary to allow the robotic 
arms to function in such close confinement. Adjusting robotic port placement and 
instrument configuration were essential to provide enough maneuverability dur- 
ing surgery. Thus far, both pelvic and renal procedures have been performed 
using the daVinci®S surgical robotic platform (Intuitive Surgical, Inc., Sunnyvale, 
CA). The ASC TriPort, with its gel-based design and 12-mm port, provided 
intraabdominal access and was resilient enough to tolerate the torque exerted by 
the robot. To allow surgical control of the camera, a 10-mm port was placed 
within the clasps of the robotic camera holder. The 8-mm robotic lens was easily 
navigated through the 12-mm channel of the ASC TriPort. Also, pediatric 5-mm 
trocars minimized the space occupied by the traditional 8-mm trocars. Another 
modification was to placing the 5-mm robotic port alongside the ASC TriPort 
through the same skin incision. These adjustments improved the freedom of 
motion from the surrounding camera arm and contralateral robotic instrument 
(Fig. 33.6). Thus far, single-port robotics have been successful for radical pros- 
tatectomy, radical nephrectomy, and dismembered pyeloplasty [13]. Based on 
the authors’ early surgical experience, the robotic platform offered comparable 
operative results with improved range of motion during urethral-vesical and ure- 
teropelvic anastomosis. 
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Fig. 33.6 Intraoperative image of single-port robotic prostatectomy. Due to space limitation, the 
robotic camera and arm are inserted into the trocar while one arm is placed adjacent to the trocar 
but through the same skin incision. This provides for improved articulation of the working arm and 
minimizes external conflict 


Conclusion 

Single-port laparoscopy has offered a significant challenge to the minimally 
invasive surgical community. Currently available instrumentation designed for 
traditional laparoscopy is being utilized for this challenging procedure. Ongoing 
modification to equipment and technique has allowed single-port surgery to 
grow in the urological community. Experience has demonstrated various limita- 
tions of single-port surgery, however, persistence has proven itself as various 
renal and pelvic surgeries have been completed. To disseminate this technology 
into the lay public, further adjustments to preexisting instruments is necessary. 
Robotics may be the next step in evolution to provide a more ergonomic and 
user-friendly platform for single-port laparoscopy. 
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Difficulties in Urologic Laparoscopy 34 
Complications 


Rene J. Sotelo Noguera, Camilo Andrés Giedelman Cuevas, 
Golena Fernandez Moncaleano, and David Canes 


Introduction 


Urologic laparoscopy has entered the mainstream in the modern urologist’s arma- 
mentarium. Minimally invasive techniques aim to reproduce the results of open sur- 
gery with lower morbidity, less postoperative pain, and shorter convalescence [1]. 
Laparoscopic surgery has many advantages, but its somewhat more restricted envi- 
ronment requires a specialized skill set, specific troubleshooting, and unique poten- 
tial complications. The degree of complexity of the surgical procedure and the 
experience of the surgeon significantly influence complication rates. 

In urological surgery, laparoscopy has seen considerable growth in the last 
decade. Initially limited to a few relatively simple procedures, a variety of more 
sophisticated surgeries were developed, allowing removal of tumors of the adrenal 
gland, kidney, prostate and bladder, as well as reconstructive surgery of the urinary 
tract [2]. The minimally invasive approach has now become a standard approach for 
adrenalectomy for small masses, radical nephrectomy for T1 disease, and radical 
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prostatectomy for organ confined cancer, to name just a few. With a rise in the num- 
ber and complexity of laparoscopic surgeries, inevitably there was an initial parallel 
increase in associated complications [3]. 

In the laparoscopic environment, not all complications require immediate open 
conversion, but the window to expeditiously address an evolving complication is 
short. Complications must therefore be anticipated, such that identification of prob- 
lems is swift, and the appropriate solution can be applied. Laparoscopic recognition 
and management of the complication can be challenging, and multiple factors 
including operator skill, available instrumentation, and timing of the diagnosis will 
determine the need for open conversion [4]. 

This chapter has several goals: (1) to give a broad overview of minimally inva- 
sive surgical complications, (2) provide tips to handle and prevent complications. 
For each complication, the incidence of will be noted, but the reader should be 
aware that the published incidence come from high volume centers, and may not be 
broadly applicable. The surgeon’s biggest enemy is pride, specifically we belief that 
complications happen to other surgeons; always keep in mind that complications 
can occur at any point in time, during any case. 


General Preventive Measures 


e Review imaging (CT scan with 3D reconstruction or MRI) for accessory renal 
vessels to have an exact plan. 

e In difficult cases, such as retroperitoneal lymph node dissection (RPLND) or 
nephrectomy, prepare all the required disposables and instruments that may be 
needed when dealing with large vessel injury. Also, rolls of gauze should be 
prepared on the table, which may be required to control bleeding, if it occurs. 

e Avoid working in holes. Instead, progressively extend the dissection laterally. 
Laparoscopy requires correct exposure to verify the vascular and other organ 
anatomy. 

e If endovascular staplers are being used for big vessels, double-check that the cor- 
rect vascular cartridge is loaded, and be prepared for malfunctions. Always try to 
apply the stapler a few millimeters distally, leaving a small vascular stump. This 
allows the surgeon to clip it further, if needed. 

e Incase of bleeding, increase pneumoperitoneum to 20 mmHg and try to com- 
press with any grasper or with the suction device. If rolled gauze has been previ- 
ously inserted, this also can be used for compression. With the aid of the suction, 
one must then decide the best way to control the bleeding, whether by metal clip, 
Hem-o-lok® clip (Teleflex Medical, Research Triangle Park, NC), vascular sta- 
pler, or suture ligation. 

e Incase of disruption of a small branch of the vena cava, clips may be applied. If 
clips are not effective, use sutures. Do not use bipolar or any other kind of electri- 
cal device as it will make it worse. One good trick to suture holes in major 
vessels is to use a big needle (the tip of small needle will be difficult to see in a 
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pool of blood) with a Hem-o-lok® or Lapra-Ty clip (Ethicon Endo Surgery, Inc., 
Cincinnati, OH) at the end. After you pass the needle through, gentle traction of 
the suture will decrease the bleeding, facilitating the next pass and obviating the 
first knot (Fig. 34.1). 

e Ifthe surgeon is unable to repair an injury laparoscopically, but the bleeding has 
been controlled temporarily with a grasper or gauze and the patient is hemody- 
namically stable, placement of a hand-assisted device may be an option (pro- 
vided that it is available and the surgeon is trained to use it). Otherwise, open 
conversion should be performed without wasting more time in order to minimize 
morbidity. 

e Trocar sites should always be inspected under low pressure to ensure absence of 
bleeding after trocar removal. The 10—12-mm trocar sites should also be closed 
to avoid hernias. 

e After controlling cases of significant bleeding, confirm hemostasis and leave a 
drainage tube through one of the trocar holes (Fig. 34.2). 

e Training of the laparoscopic surgeon should be exhaustive and comprehensive, 
especially in laparoscopic suturing. 


Fig. 34.1 Vena cava 
transected with ENDO 
GIA™ (Covidien, Dublin, 
Ireland), misidentified 


Fig. 34.2 Abdominal wall hematoma 
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Access-Related Complications 


Care must be taken with the Veress needle as it can cause hematoma in the retroperi- 
toneum and injury of small bowel or liver, depending on the area where it is inserted. 
In cases of prior open abdominal surgery, select an area away from the scar to mini- 
mize the risk of bowel injury. When in doubt, use open access. 

The incidence of major vascular injuries with the first trocar is very rare, occur- 
ring in 0.05-0.26% of cases, but there is high mortality rate (8—17%) if it occurs. 
Therefore, care must be taken in thin and obese patients because the angle and the 
distance between the umbilical port and the aortic bifurcation differs. In the obese 
patient, the umbilical port drops with the abdominal fat, and the angle of insertion 
needs to be oblique (not vertical as usual). In this case, the umbilical port comes 
above the aortic bifurcation [5—9]. 

The incidence of epigastric vessel injury during trocar insertion is 0.3—2.5%. It is 
surprising if this occurs during the insertion of secondary trocar, since this is sup- 
posed to occur under direct vision. Sometimes an angulated insertion of the trocar 
causes this injury, so a mild tilt and a more vertical insertion is a helpful trick to 
avoid this injury. 

One of the common causes of difficulty in access is inadequate length of the skin 
incision, which leads to additional resistance during trocar insertion. This generates 
more pressure at entry so that the trocar passes through the skin with excess force. 
This can cause the trocar to advance more than desired, which may in turn cause 
intraabdominal injury. Obese patients present difficulty in reaching the fascia. In 
these cases, it is better to create a bigger skin incision to expose the fascia, then open 
the fascia, place a forceps at the lateral edges to pull up the fascia, and place the 
Veress needle. 

It is very important to realize that there are no safe trocars. Even with newly 
designed trocars that have no blades (which are reported to have less incidence of 
hernia and less injury of the abdominal wall vessels), major vascular injuries can 
still occur (Figs. 34.3 and 34.4). 

In case of major vascular injury, the surgeon only has seconds to evaluate and 
decide if it can be resolved laparoscopically or if conversion to open surgery is 
needed. If open conversion is chosen, the laparoscope can be used to compress the 
area of bleeding. An open set should always be ready for when prompt action is 
necessary. The anesthetist should act rapidly during resuscitation and request blood 
for transfusion as needed. Then the surgeon, if comfortable and confident, should 
work quickly by opening over the laparoscope to enter the peritoneum. In these 
cases, the incision should be generous since it is a life-saving procedure. 


Intraoperative Complications 


Regardless of the surgery that is performed, there are a number of general concepts 
that need to be kept in mind. The majority of the vascular and nonvascular injuries 
can occur due to: (1) errors during dissection; (2) inadvertent movements; (3) wrong 
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Fig. 34.3 Abdominal wall hematoma after epigastric vessel injury 


Fig. 34.4 Colon injury with first trocar 
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identification of anatomical structures; and (4) instrument malfunction. The inci- 
dence of complications during laparoscopic surgery can easily be overlooked when 
a large series is reviewed over time. But a beginning laparoscopic surgeon should 
consider reports on complications in small series which reveals the real scenario. 

It is important that before starting a laparoscopic procedure that all instruments 
for open surgery should be prepared. The laparoscopy tower must be prepared 
with connections for insufflators, an electrocautery set, a suction—irrigation sys- 
tem, and optical equipment, all ready for use before the introduction of the tro- 
cars. After introducing the first trocar, the cavity is reviewed to verify absence of 
injuries. 

If vascular injury is encountered in the abdominal wall, then one can oversew it 
with a Carter-Thomason suture passer (CooperSurgical, Trumbull, CT) and then 
choose another site. A Foley catheter with an inflated balloon may be temporarily 
used for compression while preparing to manage the injury. Otherwise, one should 
not hesitate to open to manage bleeding. Other major intraabdominal vascular inju- 
ries require immediate conversion and compression and vascular surgeon assis- 
tance. The authors recommend a surgeon to have a laparoscopic bleeding set in a 
separate box identified with the color red for easy recognition. The set should 
contain: 


e Lapra-Ty and Hem-o-lok® clips and appliers 

e Two laparoscopic needle drivers 

e Laparoscopic Satinski clamp 

e Bulldog clamp 

e Surgicel® (Ethicon, Inc., Somerville, NJ) 

e Bolster of gauze 

e Vicryl™ CT-1 needle (Ethicon, Inc., Somerville, NJ) 10-cm long with Lapra-Ty 
at the end 

e Vicryl™ CT-1 needle 10 cm 

e Automatic titanium clip applier 


Chain of Action 


e Incase of bleeding, increase pneumoperitoneum to 20 mmHg, and try to com- 
press with any grasper or with the suction device. If rolled gauze has been previ- 
ously inserted, use it for compression and decide if clips or sutures should be 
applied. 

e Decide if the suction device of 5 mm is satisfactory, or change to a 10-mm device 
with multiple holes at the tip. Ask the anesthesiologist for a central line if it has 
not been placed and request that blood be prepared. 

e If the injury cannot be repaired laparoscopically, but the bleeding has been tem- 
porarily controlled with a grasper or with gauze and the patient is hemodynami- 
cally stable, the use of a hand-assisted device should be considered (if available 
and the surgeon has the experience to use it). 
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e If the bleeding is massive, then an immediate open conversion should be per- 
formed. Remember that the bleeding will worsen when the surgeon opens, so 
laparotomy pads should be immediately available for compression and 
packing. 


Visceral Complications 


After introduction of the first trocar, if one sees bowel contents due to an injury of 
the small bowel or colon, the authors recommend keeping the trocar temporarily in 
place which will help pinpoint the area of injury. Introduce a new trocar more than 
10 cm away, as this allows the surgeon to inspect the cavity and decide if the bowel 
injury can be repaired laparoscopically, if the segment needs to be exteriorized for 
repair, or if open conversion is needed. 

Early recognition of bowel injury is of utmost importance since it can usually be 
managed with laparoscopic or open repair. If significant fecal spillage is noted, 
especially without prior bowel preparation, then open conversion and either tempo- 
rary colostomy or loop ileostomy may be needed. If the problem is unrecognized 
during surgery, it will always require open exploration since it may lead to peritoni- 
tis and all subsequent complications of intraabdominal abscess, intestinal fistula, 
and may eventually lead to wound dehiscence (Fig. 34.5). 


Incidence of Laparoscopic Complications in Urology 
Complication rates in contemporary series of laparoscopic procedures range from 


4% to 22% in both children and adults [2, 4, 10]. One of the largest series of uro- 
logic laparoscopic procedures was described by Perpongkolsol et al, where 2,775 


Fig. 34.5 Injury of the spleen during entrapment of the specimen 
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laparoscopic surgeries occurring between 1993 and 2005 were reviewed for a retro- 
spective chart analysis. They reported a total of 614 complications (22.1%). Total 
intraoperative and postoperative complication rates were 4.7% and 17.5%, respec- 
tively [11]. In a study of 1,085 laparoscopic urologic interventions made by Soulié, 
complications were described in 6.9% of cases (75 events) [12]. The results of the 
aforementioned studies demonstrate that the case series have similar percentages of 
complications. (It also should be noted that the series were performed by trained 
and experienced urologists and in referral centers for laparoscopy.) The most com- 
mon complications reported were vascular and intestinal injuries. The remaining 
part of this chapter will illustrate potential laparoscopic complications in each step 
of laparoscopic procedures. 


Positioning Complications 


Creating a comfortable working environment in minimally invasive genitourinary 
surgery, the surgeon often relies on gravity and patient positioning for optimal expo- 
sure. Patient positioning, and at times prolonged operative times, predisposes the 
patient to potentially painful and debilitating neuropathies if precautions are not 
taken. The incidence of neuromuscular injuries during laparoscopic urologic proce- 
dures is reported in some series to be 2.7%. Clinical rhabdomyolysis may be present 
in 0.4% of patients, the risk factors being obese patients, longer operative time (>5 
h), and elderly patients [13]. 


Methods to Avoid Neuromuscular Complications 
Renal Surgery: 


e Careful positioning and padding 

e Gel pad and bean bag (“cocoon effect”) 
e Avoid excessive flexion of table 

e Use axillary roll 


Prostate Surgery: 


e Arms and hands well padded 

e Legs abducted on split leg operating room table 
e Avoid lithotomy position; avoid table flexion 

e Avoid shoulder brace 


Retroperitoneal Laparoscopy 


Urologists initially preferred the retroperitoneal approach because it has a direct 
access to a familiar space. However, the larger working space and readily identifi- 
able landmarks have since made the transperitoneal approach more widespread. 
Multiple series have demonstrated its advantages [14]. 
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In a multi-institutional review of 1,043 retroperitoneoscopic/extraperitoneo- 
scopic cases, Gill et al found that major complications occurred in 49 patients, 
related visceral injuries in 26 (2.5%). The most common visceral complications 
were pneumothorax (six patients), pneumomediastinum (four patients), and perfo- 
ration of the urinary bladder (four patients). Vascular injuries occurred in 2.2% of 
cases; the most frequent blood vessels affected were the renal vein (six patients) and 
the inferior cava vein (four patients). The percentage of conversion to transperito- 
neal laparoscopy was 5.4% and to open surgery was 6.6% [15]. Meraney et al. 
described vascular injuries in 1.7% and bowel injuries in 0.75% in a 404 patient 
series [16]. 

In 2006, Demey et al. presented a series of 500 patients of retroperitoneal lapa- 
roscopic procedures in the upper urinary tract with a 23% conversion due to: retro- 
peritoneal adhesions (five patients), intraoperative bleeding (11 patients), and 
technical difficulties (seven patients). Revision was done in 14 patients because of: 
urinoma (five patients), urocutaneous fistula (two patients), deep abscesses (two 
patients), secondary bleeding (two patients), colostomies for gastrointestinal fistula 
after colonic injury (two patients), and incisional hernia (one patient) [17]. 

Liapis et al. presented a 10-year study on laparoscopic cases. Conversion to 
open surgery occurred in 4.6% of cases (28 patients) due to technical problems 
during dissection. Complications occurred in 5.3% (32 patients), including bleed- 
ing (12 patients) and urinomas (eight patients). Wound or deep abscesses occurred 
in four patients, urinary fistula in one patient and pancreatic fistula in another 
patient. Evisceration occurred in three patients. Postoperative complications like 
hyperthermia, deep venous thrombosis, pyelonephritis, pulmonary infections, pul- 
monary atelectasis, and transient vascular ischemic accident occurred in 4.6% of 
patients [18]. 

In a series of 316 patients, Kumar et al. reported that minor complications 
occurred in 15.8% of cases; (peritoneal rent, emphysema, kidney puncture, pleural 
effusion, retroperitoneal collection, persistent drainage, ileus, port site infection, 
fever, etc.) major complications occurred in 3.5% (vascular 2.2%, visceral 0.3%, 
collection 0.6%, and hernia 0.3%) [19]. 

In a separate review of 185 cases of retroperitoneoscopic nephrectomy and 
nephroureterectomy for benign diseases, Hemal et al. reported conversion to open 
surgery in 18 cases. Complications occurred in 37 cases (16.2% were minor and 
3.8% were major), and reintervention was needed in only one patient [20]. With 
respect to retroperitoneoscopic ureterolithotomy, Hemal et al. have reported injury 
to the external iliac artery in one patient [21]. 


Laparoscopic Adrenalectomy 


Laparoscopy has become the technique of choice for surgery of the adrenal gland. 
Several studies have retrospectively compared laparoscopic adrenalectomy and tra- 
ditional open access, and found that the laparoscopic approach was associated with 
early oral intake, shorter hospitalization, less postoperative pain, and shorter conva- 
lescence [4, 22, 23]. 
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Generally, the rate of complications reported in laparoscopic adrenalectomy 
is low [24]. In a study of 2,407 patients by Fahlenkamp et al., 44 adrenalecto- 
mies were performed with six complications [10]. In the 350 patient series of 
Soulié et al., 54 underwent laparoscopic adrenalectomy, and two cases sus- 
tained vascular injury during dissection of a left renal polar artery and on the 
vena cava [25]. 

In 2000, Terachi et al. reported on a total of 370 laparoscopic adrenalectomies, 
311 procedures performed with a transperitoneal approach and 59 with a retroperi- 
toneal approach. The intraoperative complication rate was 9% (33 patients) in total: 
26/311 (8%) in the transperitoneal procedures and 7/59 (12%) in the retroperitoneo- 
scope procedures. The postoperative complication rate was 6% in total. Open con- 
version occurred in 3.5% of cases [26]. 

In 2006, Castillo et al. presented a series of 205 laparoscopic adrenalecto- 
mies with nine complications (4.5%). Complications were divided into intraop- 
erative and postoperative events. Intraoperative events included vascular 
injuries (1.5%), pancreatic fistula (1%), retroperitoneal hematoma (1%), dia- 
phragmatic injury (0.5%) (Fig. 34.6), and splenic injury (0.5%). A postopera- 
tive complication was trocar hernia (1.5%) [4]. Conversion rate to open surgery 
was 0.9% [27]. 


Advice to Avoid Complications 

e Avoid moving the patient when ports are already in place, especially the subcos- 
tal port since it can injure the liver. Also, care must be taken during placement of 
the grasper for liver retraction. Use broad instrument surfaces rather than instru- 
ment tips along the liver to prevent laceration. 

e On the left side, make sure that the spleen is completely mobilized and free. 
Confusion between the tail of the pancreas and adrenal tumor can be problem- 
atic, so splenic mobilization is helpful in clarifying the anatomy. 


Fig. 34.6 Left diaphragmatic injury 
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e Adrenal lesions larger than 5 cm should be approached laparoscopically only 
when significant expertise exists [14]. 

e Keep in mind the tail of the pancreas can be confused with an adrenal tumor on 
the left side. 


Laparoscopic Renal Cyst Ablation 


Laparoscopic management of renal cystic disease is considered highly effective and 
safe. Simple renal cysts can be accessed either transperitoneally or retroperitone- 
ally. Most kidney cysts are asymptomatic and do not require treatment. The indica- 
tions for treatment are limited to cysts that obstruct the collecting system and 
compress the renal parenchyma, or cysts that bleed spontaneously, producing pain 
and hematuria. In addition, cysts that cause hypertension, obstructive uropathy, or 
are infected require intervention. 

Almost all studies have demonstrated superior efficacy of the laparoscopic 
approach in renal cyst ablation. This is due to significant advantages, such as mini- 
mal intraoperative blood loss and minimal morbidity, short operative time and hos- 
pital stay, rapid convalescence and superior cosmesis in comparison to open surgery. 
[28, 29]. Rubenstein et al. reported on the laparoscopic approach for drainage and 
ablation of symptomatic simple renal cysts. Ten patients with chronic pain (six of 
whom failed primary aspiration) underwent laparoscopic cyst ablation; six patients 
had solitary renal cysts, three patients had multiple cysts, and one patient had a 
peripelvic cyst. The approach was transperitoneal in nine patients and extraperito- 
neal in one patient. The only complication was a postoperative retroperitoneal 
hematoma, which was managed conservatively [30]. 


Laparoscopic Radical Nephrectomy 


Complications may occur in any stage of this surgery. Vascular injury during lapa- 
roscopic radical nephrectomy can be life-threatening and emergent open conversion 
may be needed, and so the surgeon should always confirm that the open set is avail- 
able and ready. 

The rate of major complications varies from 3% to 15% [31]. In a series of 
213 transperitoneal laparoscopic nephrectomies, the rate of conversion was 
6% [32]. 

Vascular injuries may include injury to the renal or gonadal vessels, inferior vena 
cava or lumbar vessels, adrenal vessels, splenic artery, and superior mesenteric 
artery. Visceral injuries may occur due to fan retractors used in laparoscopic trans- 
peritoneal approaches. Injury may occur in all adjacent organs such as the kidney, 
ureter, adrenal, liver, spleen, duodenum, pancreas, colon, diaphragm, or pleura. 
Injury can occur during the processes of dissection at the beginning, during hilar 
dissection, or at the completion of the case. The experienced laparoscopic surgeon 
should attempt to manage visceral or vascular complications laparoscopically, given 
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Fig. 34.7 Inferior vena cava transected in a right retroperitoneal nephrectomy 


that the patient’s life and safety is not threatened and that the injury can be repaired — 
otherwise, open conversion should be done (Fig. 34.7). 


Advice to Avoid Complications 


Always lift the kidney to dissect the renal pedicle. This stretches the pedicle and 
facilitates dissection. 

Be careful of thermal injuries to the vessels during dissection with monopolar 
coagulation instruments. 

Use delicate retraction during pedicle dissection and try to completely dissect the 
renal hilum. Separately ligate the artery and vein, dissecting its entire circumfer- 
ence before applying clips or the stapler. Always ligate the renal artery before the 
vein. In difficult situations, en bloc stapling of artery and vein can be performed, 
as the safety of this maneuver has been reported. 

During right laparoscopic retroperitoneal nephrectomy, always keep the psoas 
muscle as your horizontal line. When identifying the renal vein, verify it’s direc- 
tion (heading to kidney), and caliber (anticipated renal vein caliber versus larger 
vena cava. 

During right laparoscopic transperitoneal nephrectomy, verify that the duode- 
num is seen first. After the duodenum is mobilized, the cava should be visible. 
Make sure to dissect the upper pole of the kidney and obtain adequate retraction 
of the liver to have a good view of the adrenal and cava. 

In case of bleeding, increase pneumoperitoneum to 20 mmHg and try to com- 
press using any grasper or with the suction device. If rolled gauze has been previ- 
ously inserted, use it for compression. If rolled gauze has not been inserted, 
consider introducing it and decide if clips or sutures need to be applied. 

In case of disruption of a small branch of the cava, try small metal clips, if these 
are unsuccessful, use suture. Do not use bipolar or any other kind of electrical 
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device as it will make it worse. One good trick to suture holes in this important 
vessel is use a big needle (the tip of a small needle will be difficult to see in a pool 
of blood) with a Hem-o-lok® or Lapra-Ty clip at its end. After the needle is 
passed, the gentle traction of the suture will decrease the bleeding, facilitating 
the next pass and obviating the first knot as previously described. If bleeding 
cannot be controlled as described, then open conversion is needed. 

e During left laparoscopic transperitoneal nephrectomy, be careful if a big artery is 
found first as this could be the superior mesenteric artery (generally the renal 
vein is found first in transperitoneal approach). It is essential to mobilize the 
spleen with the colon; this maneuver will move the tail of the pancreas away. 

e If it is decided that staples will be used for large vessels, the surgeon should 
double-check that the white vascular cartilage is being used and also should be 
prepared for malfunctions. The stapler should always be applied few millimeters 
distally to leave a stump in case it needs to be grasped and secured again. 

e Keep in mind that an accessory renal artery may be present. If the renal vein is 
still full after clipping the main artery, look for an accessory renal artery and clip 
it before the vein. 

e Never remove the specimen without placing it in a bag as this avoids tumor spill- 
age during specimen removal. 

e The authors do not recommend kidney morcellation in malignant pathology as 
this minimizes the risk of tumor spillage and helps the pathologist to accurately 
stage and grade the tumor. 

e Close the extraction incision in two layers. 

e It is safer to close the fascia at trocar sites larger than 10 mm with a Carter- 
Thomason suture passer. 

e In some high-risk obese patients, it may be safer to close the specimen extraction 
incision with mesh to avoid hernias. 


Laparoscopic Simple Nephrectomy 


The major intraoperative complications in laparoscopic simple nephrectomy are 
bleeding (usually from the renal vein, adrenal vein, or accessory branches), visceral 
injury (spleen, liver, bowel, or omentum), and vascular injury (superior mesenteric 
artery, aorta, and inferior cava) [32, 33]. It is worth mentioning that laparoscopic 
simple nephrectomy can generally be more difficult than radical nephrectomy due 
to the degree of inflammation and fibrosis of predisposing conditions like stones, 
infections, and obstruction. In addition, some cases may have had previous opera- 
tions which cause the formation of perinephric adhesions. Postoperative complica- 
tions are unusual but can occur in patients with severe inflammation of the kidney 
and surrounding tissue; complications are hematoma, intrabdominal abscess, pneu- 
mothorax, wound infection, and incisional hernia [34]. 

Extreme care should be taken in the release of adhesions since there may be 
injuries to the colon and duodenum during hilar dissection. As in open surgery, the 
dissection may be subcapsular, which provides an easy plane. If significant 
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difficulty is encountered and surgery is not progressing safely, then open conversion 
should be considered. 


Laparoscopic Partial Nephrectomy 


The main complication in laparoscopic partial nephrectomy is bleeding (1.3—4.3%) 
[35]. As the hilum is dissected and prepared for clamping, tearing of a small col- 
lateral vessel may occur, so the surgeon must be very careful with the dissection and 
also be alert to the possibility that more than one vessel may need to be clamped. 
One of the postoperative complications is bleeding from area of resection or hema- 
turia. This can be mild to moderate and is rarely severe. If the patient is hemody- 
namically stable, then a conservative approach with blood transfusion and close 
monitoring can be implemented. Otherwise, reoperation can be done laparoscopi- 
cally if the patient is stable, or open if the patient is unstable. During reoperation, 
bleeding points can be sutured with application of hemostatic agents, otherwise 
radical nephrectomy is an option. In one series, reoperation was done in 2% of cases 
and elective laparoscopic radical nephrectomy was performed in 0.5% [36]. Vascular 
arterial-venous fistulas can also occur, which can be managed with endovascular 
embolization. 

To decrease positive margin, it is important to have adequate evaluation of the 
preoperative images, and to use intraoperative ultrasound. In order to have appropri- 
ate vascular control for better visibility, it is important to use adequate scissors. The 
authors employ reusable laparoscopic scissors that have a wider opening angle but 
are sharp. In special situations, the authors use a laparoscopic scalpel for precise and 
fast resection. Spaliviero and Gill have reported their series on laparoscopic partial 
nephrectomy and described their technique of suturing the renal bed in order to 
minimize warm ischemia time. First, deep sutures of Vicryl™ on a CT-1 needle are 
quickly inserted in the parenchyma. Early unclamping is performed and necessary 
sutures are completed. Vicryl™ sutures prepared with Hem-o-lok® clips on the side 
are used with bolsters of Surgicel®, put into the renal bed, and closed with traction 
and other Hem-o-lok® clips with the addition of a hemostatic agent (FloSeal™, 
Baxter International Inc., Deerfield, IL). 

Another complication is urine leakage which may occur in 2.1-17.4% of cases 
[35]. The use of an intraoperative ureteral catheter and retrograde instillation of 
diluted methylene blue to ensure appropriate closure of the collecting system is 
recommended, especially in deep tumor resections. In some difficult cases, leaving 
a double J stent may be necessary. The urethral catheter should be removed when 
the drainage is less than 30 cc in the last 12 h, then if the drainage does not increase 
remove it 2 or 3 days later. 

A total of 592 laparoscopic nephron-sparing surgery procedures were col- 
lected from 12 centers in a report by Celia et al.; the intraoperative open conver- 
sion rate was 3.5% (21/592). Postoperative complications included bleeding in 
15/592 (2.5%) and urine leakage in 13/592 (2.1%); no tumor seeding was 
reported [37]. 
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The surgical experience of Pyo et al. with 110 consecutive patients who under- 
went retroperitoneal laparoscopic partial nephrectomy revealed major complica- 
tions in 4.5% of cases. Conversion to open surgery occurred in two cases and 
laparoscopic radical nephrectomy was performed in four cases. There was one inci- 
dence of local recurrence at | year [38]. 


Laparoscopic Pyeloplasty 


Laparoscopic pyeloplasty has demonstrated functional results comparable to con- 
ventional open surgery and has become, in many centers, the procedure of choice in 
the management of ureteropelvic junction obstruction [4]. There are reported series 
of laparoscopic pyeloplasty for primary and secondary ureteropelvic junction 
obstruction, both transperitoneal and extraperitoneal, with complication rates 
between 3.6% and 9.1% [39, 40]. Complications include bleeding, mechanical 
ileus, volvulus of the cecum, and paralytic ileus. 

The management of complications of pyeloplasty is fairly simple in most cases; 
urinary tract fistulas are managed with double J catheter and infections are treated 
with antibiotic therapy and conservative measures. In the event of stent migration, 
the stent must be repositioned under fluoroscopy. The authors prefer to remove the 
urethral catheter first when the drainage in 12 h is less than 30 cc, and if the drainage 
does not increase 3 days later, it is removed. 

The incidence of restenosis is 4%. The management of these cases depends on 
anatomical factors (e.g., extent of stenosis) and surgeon’s preference. Most urolo- 
gists choose endopyelotomy management with retrograde or antegrade endopyelot- 
omy with success rates up to 70%. Another option is a second open or laparoscopic 
pyeloplasty [14]. 


Advice to Avoid Complications 
To counteract these complications, the surgeon should improve these technical 
aspects: 


e Appropriate and careful dissection; the ureter should be handled without exten- 
sive devascularization or thermal injury. Adequate spatulation of the ureter is 
essential. 

e Careful dissection of the crossing vessels. 

e Precise and meticulous suture line — no tension, no eversion. 


Laparoscopic Simple Prostatectomy 


Laparoscopic simple prostatectomy is an alternative for patients with benign pros- 
tatic hyperplasia. Mariano et al. reported in a series of 60 patients; 41 patients devel- 
oped retrograde ejaculation (68.3%), three patients developed prolonged ileus (5%), 
three patients developed urinary infection (5%), one patient had clot retention 


488 R.J.S. Noguera et al. 


(1.7%), one patient prolonged bladder catheterization (1.7%), and one patient devel- 
oped septicemia (1.7%) [41]. Sotelo et al. reported on a series of 17 patients where 
complications occurred in three cases. One patient had an intraoperative blood loss 
of 2,500 cc during adenoma enucleation and needed transfusion. One patient had an 
increased drainage output due to clot obstruction of the urethral catheter, which was 
promptly resolved by catheter irrigation. One patient was readmitted | week after 
discharge home for upper digestive tract hemorrhage from a preexisting duodenal 
ulcer, and was managed conservatively [42]. 


Advice to Avoid Complications 

e Traction stitch in the median lobe to facilitate retraction and dissection of the 
adenoma; this suture can be exteriorized with a fascia closure device and kept 
under adequate traction by applying a grasper parallel to the skin. 

e For traction of the adenoma, use a traction stitch with a big needle (CT-1) and 
monofilament, replacing this stitch as the dissection advances. Do not attempt to 
retract the adenoma with any kind of grasper since the grasper may tear the 
adenoma and cause difficulty in enucleation. With large adenoma more than 150 
g, the prostate should be separated into two lobes; avoid separating the median 
lobe as it is helpful in the retraction of the lateral lobes. 

e Verify hemostasis in areas with increased risk of bleeding, including the capsule 
in the following locations from the 4-5 o’ clock positions, and through the 7-8 
o'clock positions. Trigonization of the posterior prostatic fossa is crucial. 

e The capsulotomy closure can be made with a running suture. Before finishing the 
closure, introduce the urethral catheter inside the bladder, confirm that the clo- 
sure is watertight, and insert a drain. 

e Postoperative saline bladder irrigation is commonly used at least in the first 
12h [14]. 


Laparoscopic Radical Prostatectomy 


The average reported complications for laparoscopic radical prostatectomy in some 
series were 12.5% and reoperation rates 3.7%. Access-related and postoperative 
complications are similar to other transabdominal urologic laparoscopic proce- 
dures. Thromboembolic events occur in 1.35% of cases; pulmonary infections and 
urinary or gastrointestinal complications are less common. Intraoperative specific 
complications are vascular (0O—0.3%) in general, which may include bleeding from 
epigastric vessels, and/or bleeding from the dorsal venous complex. 


Rectal Injury 

Rectal injury occurs in 0.7—2.4% of cases, and may occur when the Denonvilliers’ 
fascia is incised at the posterior aspect rather than at the base of the bladder or dur- 
ing the dissection of the lateral margins of the prostate. Bowel preparation for this 
procedure is an important point, so that it will only require primary repair at the time 
of injury (Fig. 34.8) [43, 44]. 
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Fig. 34.8 Rectal injury 


Predisposing factors for rectal injuries: 


e Periprostatic fibrosis 

e Previous prostate or rectal surgery 

e Radiotherapy 

e Locally advanced tumors 

e Previous hormonal therapy 

e Prostatic infection, blunt dissection 

e Non-nerve-sparing radical prostatectomy (dissection close to the rectum, self- 
confidence in a “simpler” procedure) 


Intraoperative diagnosis of rectal injury can be made with transrectal air injec- 
tion in water-filled pelvis (bubbled air), transrectal balloon placement, or digital 
rectal examination. 


Management of Rectal Injury 


Close the defect in three layers (one for rectal imbrication). Check the integrity of 
the repair by filling the rectum with air. Air should be instilled via a rectal catheter 
to distend the rectal lumen and the pelvis should be filled with sterile saline to help 
identify air bubbles. 


e Tack the rectum to the levator muscle (pulling the rectum away from 
anastomosis) 

e Bring in a flap of omental to interpose between rectal closure and bladder/ 
anastomosis 
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e A drain is placed posterior to the bladder closure, and a second drain is placed 
anteriorly in the space of Retzius 

e Diverting colostomy (in case of tense suture line, massive fecal spillage, previ- 
ous radiotherapy, or delayed diagnosis) 

e Stool softeners 

e Seven days of broad-spectrum antibiotics 

e Cystourethrogram before catheter removal 


Rectal injury may be complicated by pelvic abscess (0.1%) or by rectourinary 
fistula (0.1—-1%) [45]. 


Ureteral Injury 

Ureteral injury during laparoscopic radical prostatectomy was reported to occur at 
an incidence of 0.8% [44, 46]. This was initially described during intentional dis- 
section of the seminal vesicles from the cul de sac (Montsouris approach). In these 
cases, the ureter was mistaken for the vas deferens. The other area of possible injury 
is the trigone, so care must be taken during the division of the posterior bladder 
neck. Ureteral orifices should always be identified during the dissection and during 
the anastomosis (Figs. 34.9 and 34.10). 


Fig. 34.9 Ureteral injury 


Fig. 34.10 Ureteral injury 
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Delay in diagnosis of ureteral injury takes place most often with fever and flank 
pain at presentation. Diagnosis is confirmed with: 


e Ultrasound and/or CT scan to identify collection or hydronephrosis 
e IVU-retropyelogram to see extravasation and/or obstruction 


e Although rarely needed, ureteroscopy can be used to show perforation 
(Figs. 34.11 and 34.12) 


Fig. 34.11 IV Pyelogram 
and CT scan. Note the 
presence of disruption and 
extravasation 


Fig. 34.12 Urinoma on CT scan from ureteral injury, with extravasation of contrast on delayed 
image 
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Management of Ureteral Injury 


Intraoperative Diagnosis 

e Small perforation: placement of a double J catheter 

e For partial injury: suturing 

e Complete transection: typically when injury occurs in the lower ureter, ureteral 
reimplantation is performed. 


Delayed detection typically results in ureteral obstruction; in the event of short, 
nonobliterated strictures of less than 1 cm, these can be managed with endoureterot- 
omy and double-J stenting. Otherwise, open or laparoscopic reconstruction of the ure- 
ter is required, including reimplantation with or without psoas hitch, or Boari flap. In 
longer and higher strictures, ileal interposition is an option. Kidney function is rarely 
compromised, however, if this complication occurs, nephrectomy may be required. 


Urinary Leak 

A persistent vesicourethral anastomotic leak after laparoscopic radical prostatec- 
tomy is an uncommon complication with an unclear incidence. Some series report 
an incidence of prolonged urethrovesical anastomotic leakage after laparoscopic 
radical prostatectomy to be estimated at 10%, requiring reoperation in 0.9%-2.5% 
of cases [43]. 

Classifying the degree of leakage is based on the cystogram. If the contrast 
extends more than 6 cm around the anastomosis, then the leakage is considered 
grade 2. If the contrast extends freely into the peritoneal cavity, the leakage is con- 
sidered grade 3. In grades 4 and 5, which are more severe, there was a higher inci- 
dence of anastomotic strictures. 

Most urinary leaks occur in the immediate postoperative period and are usually 
self-limiting with prolonged retropubic drainage. Surgeons rarely encounter an anas- 
tomotic leak that does not resolve in the first 5-7 days [47]. Usually leaks close with 
conservative treatment, but if a leak causes irritative peritoneal symptoms, pain, and 
persistent ileus with significant drainage (over 1.5 L in 24 h) beyond postoperative 
day 6, then the surgeon should consider some of the maneuvers described below. 

Several conservative treatment methods are available, including prolonged retro- 
pubic and bladder drainage, passive (rather than active) drainage, adjustment of the 
drain position, bladder catheter traction, and delayed bladder catheter removal. 
When these techniques fail, invasive techniques should be performed, including: 
placement of double J stent, indigo carmine to help identify the ureteral orifice for 
intubation, simple externalized ureteral catheter with additional side holes cut, and 
tunneling the externalized stent into a foley catheter. In case of ileus, abdominal 
pain, urinoma, or laparoscopic exploration with evacuation of the urine is required. 
The surgeon should irrigate and suction the bladder and replace the drain in the 
Retzius space; usually this last maneuver resolves the problem. 

Cystoscopy will identify the dehiscence in the anastomosis and facilitate further 
decision-making. One possibility is laparoscopic reexploration, in which the sur- 
geon attempts to place additional sutures in the anastomosis; this can be a 
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challenging even with robot assistance. Some authors have reported successful out- 
comes with the placement of the bladder catheter and application of traction and 
adequate drainage (Figs. 34.13 and 34.14). 


Symptomatic Lymphocele 

The incidence of symptomatic lymphocele with laparoscopic technique is between 
1.5% and 3.8% [44, 46]. The management of symptomatic lymphocele includes 
percutaneous drainage or laparoscopic fenestration (with a transperitoneal approach) 
(Fig. 34.15). 


Obturator Nerve Injury and Nerve Apraxia 

The incidence of obturator nerve injury and nerve apraxia has been reported to be 
0.1-1% in open procedures and 0-0.3% in laparoscopic and robotic procedures 
[48]. Given that the obturator nerve is fixed at either end, nerve mobilization to gain 
additional length is not feasible. As such, in the case of nerve loss, an interposition 
nerve graft may be necessary. 


Fig. 34.13 Anastomotic 
dehiscence 


Fig. 34.14 Ureteral catheter for urine leak 
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Fig. 34.15 Pelvic lymphocele 


Advice to Avoid Complications 

e The first measure is the correction selection of patients for this surgery. 
Preoperative studies are fundamental to the adequate staging of prostate cancer 
that is organ confined. It is recommended for surgeons at the beginning of the 
learning curve to choose thin patients without previous surgery, with prostate 
volumes greater than 20 g and less than 50 g and preferably patients who do not 
wish to preserve erectile function. 

e Maintain proper traction and countertraction during the opening and dissection 
of the Denonvilliers’ fascia to avoid injury to the rectum, thus avoiding the use of 
thermal energy at this level. 

e During the division of the urethra, keep a clear view of the prostatic apex, the 
neurovascular bundles, and the rhabdosphincter, and avoid unnecessary 
traction. 

e While performing the anastomosis, verify the integrity of ureteric orifices [14]. 


Laparoscopic Radical Cystectomy 


Significant efforts and many contributions have been made in the execution of and 
research for a totally laparoscopic cystectomy. However, significant operative dif- 
ficulty and increased operative times have caused many surgeons to move to a small 
abdominal incision where the neobladder is made in an open method with ureteral 
anastomosis, without losing the advantages of minimally invasive surgery. In open 
surgery for radical cystectomy, complications occur in up to 30% of cases. Hemal 
et al. reported on 11 patients undergoing laparoscopic radical cystectomy; three 
intraoperative complications included injury to the external iliac vein in one patient 
and a small rectal tear in two [49]. 

Advances in laparoscopic surgery are reflected most clearly by the establish- 
ment of laparoscopic prostatectomy, with a noteworthy decrease in patient morbid- 
ity and hospital stay [2]. With regard to perioperative complications, a retrospective 


34 Difficulties in Urologic Laparoscopy Complications 495 


analysis of the National Surgical Quality Improvement Program (NSQIP) was per- 
formed on 2,538 patients and identified 774 cases (30.5%) with complications 
[50]. This relatively high frequency of complications is consistent with reported 
figures from experienced high-volume hospitals and surgeons. This retrospective 
analysis revealed that an ileus is the most common complication (32%), followed 
by urinary tract infections (7.8%), wound dehiscence (5.5%), and wound infec- 
tions (5.2%) [50]. 

When comparing these complication rates with those of laparoscopic radical 
cystectomy, which is still in its infancy, it is quite clear that laparoscopic radical 
cystectomy must deal with the same high complication rates. Furthermore, compli- 
cations unique to laparoscopy, such as hypercarbia, intraoperative bowel perfora- 
tion, and subcutaneous emphysema, must be considered as well. Hemal et al. 
reported that three patients had intraoperative complications (rectal tear in two 
patients, external iliac vein injury in one patient) that were managed laparoscopi- 
cally without conversion [49]. 

In a study of ten patients who were candidates for salvage cystectomy or radical 
cystectomy, Denewer et al. found intraoperative complications consisted of one 
case of external iliac artery clipping, which was resected and vascular anastomosis 
during the open part of the procedure [51]. 

The reported intraoperative complications with laparoscopic radical cystectomy 
included bleeding, rectal injury, and ureteral injury were similar and did not occur 
more than in open surgery. The complication rate is not due to the laparoscopic 
aspect of the procedure, since the only stage that is intraabdominal is the excision 
and anastomosis, which is more precise than in open surgery. 


Advice to Avoid Complications 

e Ureteral devascularization should be avoided; it is difficult to estimate adequate 
mobilization of the ureter that allows extracorporeal reimplantation, and is even 
more difficult in the obese patient. 

e The surgeon must create an adequate incision to exteriorize the bowel and create 
an excellent pouch and reimplant the ureters. There are some tricks to help in the 
anastomosis. 

e During the ureteral reimplantation, a double-J catheter should always be placed. 
One trick is to place a 15 cm of silk on the distal edge of the catheter, this suture 
will migrate toward the pouch and allow for easy removal of the catheter after the 
removal of the urethral catheter. 

e In creating the neobladder neck, evert the mucosa as this will make it easier to 
recognize during intracorporeal suturing. Place a catheter in the neobladder neck 
and confirm it is watertight. 

e To decrease the tension in the anastomosis, use the Van Velthoven technique of 
two needles (UR-6), two sutures of different colors, and place the first stitch with 
both needles in the bladder before introducing the pouch in the abdominal cavity. 
Reduce the Trendelenburg, and place the urethral catheter in the neobladder 
before entirely completing the anastomosis. 

¢ Insome situations inflate the Foley catheter and use gentle traction to help release 
the traction on the anastomosis. 
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Exit Complications 


The surgeon should always be aware that getting out safely is as important as getting 
in. The pneumoperitoneal pressure should be lowered to 5 mmHg to check for bleed- 
ing anywhere in the work space, and special care should be taken with trocar removal. 


Port-Site Hernia 

Port-site hernia occurs in 0.66% cases. The most affected sites generally occur in 
port sites >10 mm and is more common at sites of multiple incisions [52]. 
Initially, the surgeon must determine intestinal viability with laparoscopy, and 
then decide if the hernia can repaired laparoscopically or with open surgery 
(Figs. 34.16 and 34.17). 


Advice to Avoid Exit Complications 

e Close all >10 mm port fascial defects 

e Consider non-bladed or dilating trocars 

e Close all ports in pediatric patients 

e Routine use of Carter-Thomason suture passer 


Fig. 34.16 Trocar site hernia 
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Fig. 34.17 Surgical repair at trocar site hernia 


Evaluation in the Recovery Room and First 6 h 


Hypotension 


Quick evaluation in the recovery room is required in order to establish whether 
the patient has low blood pressure because of significant blood loss during sur- 
gery (which needs replacement), or because bleeding is ongoing. 

Some effects of anesthesia cause hypotension, so accurate evaluation between 
the surgeon and anesthetist is essential. 

Evaluation of the drain, in terms of duration of blood filling the drainage bag is 
important. Accurate assessment of drainage content and amount with serial 
hemoglobin tests and vital signs evaluations are also essential. 

Inspect the abdominal wall and scrotum to look for hematomas that present in 
the first hours, which indicate acute and severe bleeding. 

A significantly distended abdomen should alert the surgeon to serious intraab- 
dominal bleeding that usually requires open reexploration. 
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Chain of Actions for Laparoscopic Reexploration Due to Bleeding 


During the anesthesia process and moving forward, connect the gas insufflations 
tube to the previous drainage tube. This maneuver allows pneumoperitonium to 
be restored quickly, provides compression, and helps maintain hemostasis while 
the other trocars are reinserted. 

In deciding to reexplore a laparoscopic bleeding case, first consider if the patient 
is stable and continues to be stable after the anesthesia. Also take into account 
type of previous surgery and whether it will allow safe and useful laparoscopic 
exploration. A useful example would be partial nephrectomy, where the surgeon 
would need to reexplore the complete surgery bed. If the patient is stable, then a 
laparoscopic approach is permitted to explore the area of kidney resection and 
manage the bleeding accordingly. In the case of a previous laparoscopic cystec- 
tomy, it is difficult to laparoscopically reexplore the complete bed since the 
pouch is now connected to the urethra and the mesentery would interfere with a 
safe and efficient laparoscopic approach. In this case, if reexploration is neces- 
sary, then an open approach should be used. 
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Laparoscopy is a surgical technique that requires special knowledge, training, and 
skills. With the introduction of more complex cases (both extirpative and recon- 
structive), training is essential to enable the surgeon to do these procedures effi- 
ciently. Worldwide spread of laparoscopic urologic surgery has occurred over the 
years with different efforts by surgeons and their institutions. 

According to one study, laparoscopic urologic surgery (LUS) is one of the fastest 
growing subspecialties in the surgical world. The procedures require technical 
expertise and finesse; unlike their open counterparts, there is significant limitation 
in the margin of error. Various ethical, medicolegal, and health economy demands 
have made training in laparoscopic urologic surgery challenging: to date, no study 
has documented a global consensus on optimal LUS training programs. The authors’ 
search identified several models, some of which were applied successfully in the 
form of mini-fellowships. There remain no clear guidelines on the optimum LUS 
training program. The optimal program may need to be tailored to individual units 
based on resources (this includes country-specific health economics), mentor avail- 
ability, and caseload [1]. Furthermore, some Spanish urology units have been devel- 
oping special experimental training programs on laparoscopic radical prostatectomy, 
partial nephrectomy, or laparoscopic dismembered pyeloplasty with the Anderson- 
Hynes technique. It has been previously described that laparoscopic modular learn- 
ing constitutes a very useful concept to avoid problems related to an incomplete and 
incorrect learning process. Also, it seems clear that laparoscopic training reduces 
the learning curve in laparoscopic urologic techniques [2]. Laparoscopic surgery is 
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well known as having a long and variable learning curve. In fact, successive genera- 
tions of surgeons were able to reduce their operative times and plateau their learning 
curves. The preliminary data suggests that younger trainees are faster to acquire 
new laparoscopic skills than older persons. This finding suggests a potential benefit 
from earlier integration of laparoscopic skills in medical education [3]. 

Significant variation in outcomes is explained by factors describing aspects of 
surgical expertise. Variability in the surgical skill set is likely greatest during the 
laparoscopic learning curve, which raises quality-of-care concerns during the initial 
implementation of the technique. Policies attempting to smooth the laparoscopic 
learning curve, such as mentoring and skill measurement prior to attainment of 
credentials, could improve the quality of care [4]. 


Laparoscopic Urologic Training 


There are several different ways of learning laparoscopic urologic surgery, includ- 
ing the following scenarios outlined in the following section. 


Training During Residency 


More programs worldwide have adopted laparoscopic urologic procedures, so resi- 
dents typically have opportunities to assist during these procedures. But it is impor- 
tant to examine the difficulties that can occur during in this scenario: 


Problem 

Some staff, especially those who have recently completely their fellowships, prefer 
to oversee cases entirely by themselves, which leaves the residents with fewer 
chances to completely master laparoscopic procedures. 


Solutions 

1. Program directors should get feedback from their residents and take action to 
establish training tasks for residents when they assist staff during laparoscopic 
urologic surgery. 

2. Residents should have opportunities for dry laparoscopic training on specific 
cases. 

3. Animal laboratory facilities can be very helpful as residents can practice differ- 
ent laparoscopic techniques and become familiar with the different disposables 
and instruments. 


Problem 
Lack of strict follow-up of resident operative log books, especially in laparoscopic 
surgery. 
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Solutions 

1. The program director and chairman should examine training issues and resi- 
dents’ log books to ensure solid training in laparoscopy. 

2. Careful follow-up of each resident’s performance is required to ensure that the 
resident has completed enough training suitable to his or her level. 

3. Careful operative work division between residents in their senior year and in 
their fellowships is important to ensure that everyone gets a chance. 


Training During Fellowships 


There are worldwide laparoscopic urologic fellowship training programs. Most of 
these programs are recognized by the Endourological Society. An example is the 
Memorial Sloan-Kettering Cancer Center Urologic Oncologic Laparoscopic 
Program. It lasts 2 years and trains fellows and faculty. For fellows, the program 
consists of a 6-month, high-volume laparoscopic oncology rotation, during which 
dry lab, animal lab, video review, and operating room experience are required. For 
faculty, the program consists of one accredited continuing medical education course, 
20 h of dry lab, one session animal lab, observation of laparoscopic cases, first assis- 
tant in a minimum of 15 laparoscopic cases, and performing laparoscopic cases 
under mentorship. The goals of a surgical education program should be the stan- 
dardization of the acquisition of surgical skills and assessment of the performance 
in a uniform setting to ensure the maintenance of the acquisition of skills and to 
develop programs to teach new skills [5]. 

These programs are an excellent opportunity for training, and many programs 
have structured training plans and close mentoring that help fellows progress 
through their training. However, there are some difficulties encountered in this sce- 
nario that may affect the outcome of fellowship training: 


Problem 
Staff who do not teach operative steps to fellows either because they are new or they 
prefer to do their cases by themselves. 


Solutions 

1. A structured, detailed training program for fellows is important to ensure that 
they receive the necessary training. 

2. Feedback from the fellows about their training progress in periodic intervals is 
important to ensure adequate assessment of their training. 

3. Accurate operative work division between senior residents and fellows is impor- 
tant to ensure adequate training for all trainees. 

4. Staff who do not teach the operative steps to trainees should be instructed to par- 
ticipate in training. If a staff member does not improve or resolve this issue, then 
he or she should be denied resident and fellow support as this is important in train- 
ing programs. This should be applied for both for senior residents and fellows. 
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Self-Training 


In many instances, especially in age of post-residency, a urologist will decide to 
learn laparoscopy on his or her own. The several different methods to achieve this 
goal will be discussed in the following section, along with some of the difficulties 
that may be encountered. 


Attending Laparoscopic Courses and Workshops 
Basic Laparoscopic Courses 


Before beginning laparoscopy, one should know the basics, including instruments, 
access, positioning, technique, etc. There are worldwide courses that discuss these 
issues for urologists (as well as for other specialties), which are very useful. Some 
commercial companies (e.g., Ethicon, Storz) provide support for these courses, 
which is very helpful. 


Problem 
Some of the courses may not be very useful if practical issues are not involved. 


Solutions 

1. Obtain disposable instruments and practice with them on dry objects. 

2. An animal model can be used to practice the techniques that were learned. 

3. Regular practice of some techniques, especially intracorporeal suturing, is help- 
ful in obtain the benefits of taking a laparoscopic course and also helps to 
improve and master techniques. 


Technical Operative Courses and Advanced Courses 


More centers and universities are conducting occasional, and sometimes annual, 
specialized and advanced courses that are very useful in attracting interest in lapa- 
roscopic surgery. An example of such is the Institut de Recherche contre les Cancers 
de l’ Appareil Digestif (IRCAD) courses offered in Strasbourg, France. 


Problems 

1. These courses are very helpful, but may be costly and require travel. 

2. Sometimes the animal laboratory part of the course does not allow for sufficient 
training, since a large number of candidates on one animal does not allow for 
adequate practice. 
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Solutions 

1. The industry should increase participation in propagating laparoscopic surgery 
by establishing training centers worldwide. Offering support for doctors to attend 
will reduce costs and encourage more people to participate. 

2. The industry should also provide more animals with more trainers to improve the 
utilization of animal laboratory to the best possible level. 


Visiting Experts in Laparoscopic Urologic Surgery 


Visiting experts in laparoscopy and observing them operate is a very helpful tool in 
improving training experience. Nowadays worldwide distribution of centers for 
laparoscopic urology is available, so one should consider preference, budget, and 
travel issues (Figs. 35.1 and 35.2). 


Problem 
1. Lack of benefits for the visiting program 


Fig. 35.1 Dr. Ahmed Al-Kandari visiting Dr. Mahesh Desai in India for a laparoscopic course 
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Fig. 35.2 International visitors observing laparoscopic surgery 


Solutions 
To make the best of the visiting program, one should try to do the following: 


1. Plan the visit with enough time for notification, and ask if it is possible for the 
center to line up more cases of your interest during your visit. 

2. Avoid periods where there are many other visitors. Do this in order to take 
advantage of personal communication with the operating surgeon who can be 
more attentive and can answer questions easily. 

3. Try to line up a visit before or after one of the annual meetings (i.e., the American 
Urological Association annual meeting), to help in time and cost management, 
especially when the meeting and the center are in the same country. 

4. Extending a stay after a course or a workshop can be beneficial, especially when 
arrangements have been made for more opportunities to observe. 


Inviting Experts to Your Center 


One of the most important training opportunities is inviting world experts in lapa- 
roscopy to your center (Figs. 35.3, 35.4 and 35.5). This leads to a tremendously 
valuable training opportunity, which allows one to be the first assistant during sur- 
gery, careful observation of the operative steps, and the ability to ask questions 
according to one’s learning needs. 
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Fig. 35.4 Drs. Arthur Smith, Michael Grasso, Rene Sotello and Dr. Al-Kandari in the operating 
room during an Endourology and Laparoscopy Conference in Kuwait 
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Fig. 35.5 Dr. Gill and Dr. Al-Kandari in the operating room during a laparoscopic workshop in 
Kuwait 


Problem 
Conditions that make the visit less efficient occur, such as: 


. Suboptimal case types due to medical status, such as a patient with high-risk 


medical problems that are not well controlled before surgery and may lead to 
case cancelation. 

Suboptimal laparoscopic cases, such as cases with multiple open surgeries or 
very large masses that may not be suitable for learning demonstrations. 


. Lack of adequate laparoscopic instruments may lead to technical difficulties or 


surgeon discomfort. 
Lack of an experienced camera person, assistant, anesthetist, and scrub nurse, 
which may cause the procedure to be very difficult and uncomfortable. 


5. Absence of audiovisual recording equipment, which leads to loss of a valuable 
educational material. 

Solutions 

1. Proper case selection from all aspects is essential to ensure that the cases are 


done properly and a surgeon and his or her team can benefit from the visiting 
expert who will illustrate the steps properly. 

Careful and detailed knowledge of all the important instruments and disposables 
that the visiting expert uses is essential ahead of time. If the instruments are not 
available, or will take a long time to procure, then one can ask the expert to bring 
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with as many instruments as possible to facilitate the procedure. One can also 
consider buying these instruments (if time allows) and keeping them for such 
cases after the visit. 

3. It is essential for successful laparoscopic surgery that one has to have a complete, 
helpful, and experienced team that can support the laparoscopic experience and 
the learning process. 

4. Recording the laparoscopic procedure performed by the visiting expert creates 
important educational material that helps (when reviewed accurately) teach the 
important surgical steps. 


Using a Pelvic Trainer 


Laparoscopic surgery is one of the surgical skills that requires adequate training and 
practice so that skills can be mastered when means of practice are utilized. One 
example is the pelvic trainer, where one can practice laparoscopic skills and improve 
technical skills. Repetitive practice of laparoscopic suturing and knot tying can 
facilitate surgeon proficiency in performing this reconstructive technique. There is 
no significant difference in proficiency between the students trained on a pelvic 
trainer and virtual reality trained medical students in performing laparoscopic cys- 
torrhaphy in a pig model, although both groups require considerably more training 
before performing this procedure clinically. The pelvic trainer training may be more 
user-friendly for the novice surgeon to begin learning these challenging laparo- 
scopic skills [6]. 

The principle of a mechanical simulator (i.e., a box with the possibility of 
trocar insertion) has not changed during the last decade. However, the types of 
pelvic trainers and the models used inside of them have been improved signifi- 
cantly. For simulation purposes, various sophisticated models have been devel- 
oped, including standardized phantoms, animal organs, and even perfused 
segments of porcine organs. For laparoscopic suturing, various step-by-step 
training concepts have been presented. These can be used for determination of 
the ability of a physician with an interest in laparoscopic surgery, but also to 
classify the training status of a laparoscopic surgeon. Training in laparoscopic 
surgery has become an important topic, not only in learning a procedure, but 
also in maintaining skills and preparing for the management of complications. 
For these purposes, mechanical simulators will definitely play an important role 
in the future [7]. 

Different companies have produced different trainers (Fig. 35.6). To best utilize 
the pelvic trainer, some of difficulties in its use must be discussed: 


Problems 

1. Some pelvic trainers are expensive. 

2. The instruments that used for laparoscopic training can be expensive. 

3. Some pelvic trainers require a camera person, which can be difficult to find and 
makes learning and practicing difficult. 
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Fig. 35.6 A laparoscopic pelvic trainer (ProMIS computer-enhanced simulator, Haptica Ltd, 
Dublin, Ireland) (Reprinted from JSLS, Journal of the Society of Laparoendoscopic Surgeons. 
2008; 12(3):219-26) 


Solutions 

1. If budget is an important limiting factor, some authors have described simpler 
homemade pelvic trainers that one may consider using. 

2. In regard to the instruments needed for training and their cost, consider buying 
good quality used instruments that are often less costly. Also for suture practice, 
one may use only one needle holder—the other instrument can be any disposable 
forceps in good condition, which leads to cost reduction. 

3. In regards to the need of a camera person (which may or may not be available), 
some companies have made pelvic trainers that do not require an assistant 
(Fig. 35.7). Others also have used special camera holder to obviate the need for 
an assistant. 


Mentoring 


Mentoring is one of the best ways to learn laparoscopic surgery. However, the avail- 
ability of an experienced mentor to observe a surgeon who is operating and learning 
laparoscopy is limited. So if one has a chance to practice laparoscopy under mentor 
supervision then the following principles should be considered in order to reap the 
full benefits: 


35 Difficulties in Laparoscopic Training, Mentoring, and Medico-Legal Issues 511 


Fig. 35.7 Another type 
of pelvic trainer 
(Standard MITS with 
Joystick SimScope™, 
3-Dmed®, Franklin, 
OH) used by Dr. 
Ahmed Al-Kandari 


Select straightforward cases with minimal comorbid conditions. 

. Line up the largest possible number of cases to take full advantage of the oppor- 
tunity to train. 

3. Record these cases on video as they can can be a useful reference in future 

training. 


aia 


Mutual Mentoring 

Mutual mentoring allows for a greater output of cases, a high level of assistance, 
advice in intraoperative decisions, and the potential to “share” cases, reducing 
fatigue and increasing experience. It provides significant moral support in the dif- 
ficult early days of starting the service. Its disadvantages are that it is time consum- 
ing and geographically restrictive. Mutual mentoring has allowed that authors to 
introduce a laparoscopic service at our respective hospitals with acceptable, high 
caseload complication rates [8]. 


Video Mentoring 
A number of studies have demonstrated that laparoscopic skills can be measured on 
a videotrainer and that ability improves with repetitive performance. Ultimately, 
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preoperative images and data may be interfaced with robotic simulation software to 
allow practice of virtual operations with realistic tissue photo-representation prior 
to performing them on patients. Improvements in laparoscopic surgical simulation 
and application of these newly acquired skills on a simulated patient will ultimately 
eliminate the learning curve on actual patients and provide a useful means of estab- 
lishing competence [9]. 

Mentoring provides a useful adjunct to postgraduate urological training and the 
integration of laparoscopic techniques into the community based practice of urol- 


ogy [10]. 


Telementoring 

Telementoring is an interesting idea that facilitates mentoring through variable dis- 
tances in which an experienced surgeon guides and teaches a less experienced sur- 
geon how to do a procedure safely and efficiently. This is commonly done by the 
means of telecommunications, and lately through communication via the broadband 
Internet. Different centers have reported their experiences with such a teaching 
approach (Fig. 35.8). 


Fig. 35.8 Professor J. Marescaux of Institut de Recherche contre les Cancers de L‘Appareil 
Digestif (IRCAD) performs the first transatlantic robotic assisted remote telepresence laparoscopic 
chole-cystectomy (From Anvari M. Remote telepresence surgery: separation of surgeon from 
patient. http://www.laparoscopytoday.com/2005/01/remote_telepres.html. Accessed May 1, 2010. 
Reprinted with permission from the author) 
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To assess the feasibility of telementoring, a clinical telepresence system was 
developed. Telementoring was attempted in 14 advanced and nine basic urologic 
laparoscopic procedures. The remote surgeon was located in a control room 
(>1000 ft from operating room) while supervising an inexperienced surgeon. 
Mentoring was accomplished with real-time video images, two-way audio commu- 
nication, a robotic arm used to control the videoendoscope, and a telestrator. The 
patient outcome, complications, and operative time were assessed and compared 
with patients undergoing matched procedures in which the experienced surgeon was 
working side by side with the primary surgeon. The overall telementoring success 
rate was 95.6% (22/23 cases) with no increase in complications. Telementoring of a 
laparoscopic radical nephrectomy failed secondary to improper positioning of the 
robotic arm. Operative times compared between telementored and traditionally 
mentored procedures were not statistically different for basic procedures, but were 
longer for advanced cases. Telementoring of laparoscopic procedures is safe and 
feasible. Further clinical studies are needed prior to implementing telementoring in 
surgical training [11]. 

A laparoscopic adrenalectomy was telementored between Innsbruck, Austria, 
and Baltimore, Maryland (5083 miles apart). A laparoscopic varicocelectomy was 
telementored between Bangkok, Thailand, and Baltimore, Maryland (10,880 miles 
apart) as well. Both procedures were performed over three integrated digital service 
network (ISDN) lines (384 kbps) with an approximate 1 s delay. Both procedures 
were successfully accomplished with an uneventful postoperative course. 
International telementoring is a viable method of instructing less experienced lapa- 
roscopic surgeons through potentially complex laparoscopic procedures, as well as 
potentially improving patient access to specialty care [12]. 

Over a period of 3 months, two laparoscopic left spermatic vein ligations, one 
retroperitoneal renal biopsy, one laparoscopic nephrectomy, and one percutaneous 
access to the kidney were telementored. International telementoring is a feasible 
technique that can enhance surgeon education and decrease the likelihood of com- 
plications attributable to inexperience with new operative techniques [13]. 

The Center for Research in Education and Simulation Technologies (CREST) 
has developed a team and a methodology to facilitate this development process 
including endourologic training like laparoscopy. 

Nine endourology-relevant training systems were created by CREST with this 
approach. Systems include basic laparoscopic skills (BLUS), vesicourethral anasto- 
mosis, pyeloplasty, cystoscopic procedures, stent placement, rigid and flexible ure- 
teroscopy, GreenLight PVP (GL Sim), Percutaneous access with C-arm (CAT), 
Nephrolithotomy (NLM), and a vascular injury model. Mixed modalities have been 
used, including “smart” physical models, virtual reality, augmented reality, and 
video. Substantial validity evidence for training and assessment has been collected 
on systems. An open source manikin-based modular platform is under development 
by CREST with the Department of Defense that will unify these and other commer- 
cial task trainers through the common physiology engine, learning management 
system, standard data connectors, and standards. Using the CREST process has and 
will ensure that the systems we create meet the needs of training and assessing 
endourologic skills [14]. 
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Medicolegal Issues with Laparoscopic Urologic Surgeries 


Medicolegal issues in different surgical specialties have become a serious problem 
that may affect the outcome of different operations. To understand the important 
aspects in laparoscopy, the frequently possible scenarios will be listed and then the 
best ways of dealing with them will be discussed. 


1. Vascular injury during access performance: Reports of major vascular accidents 
during access performance in laparoscopic urologic procedures have been 
reported and luckily are rare. This complication can lead to serious morbidity 
and even mortality; it can typically be a cause for litigation. The following are 
some important points to remember: The solution: 

e Be extremely careful, especially at the beginning of practice and in thin 
patients. Consider either an open approach to obtain access or carefully insert- 
ing a Visiport™ (Covidien, Mansfield, MA) 

e Immediate conversion, with the request of vascular surgeon, can help salvage 
the situation and avoid the serious medical and legal issues 

2. Bowel injury: Bowel injury during laparoscopic urologic surgery is possible and 
can be serious if unrecognized. If this occurs, the potential for litigation is high. 
Prevent bowel injury by doing the following: 

e Confirm the safety of all laparoscopic instruments, especially the ones 
attached to the monopolar cautery; if the insulation is broken (especially in 
reusable instruments) this can lead to bowel injury. 

e A safety margin of at least 2 cm from the bowel should be observed when 
dissecting adhesions or mobilizing the colon, especially with monopolar cur- 
rent since it has a widely spreading thermal effect. 

e Use other thermal energy dissecting instruments with less widespread effects 
such as ultrasound activated or bipolar activated sources. 

e Avoid cases with previous abdominal surgeries when beginning laparoscopy 
to avoid bowel injury. 

e Once the surgeon is comfortable with more cases, then he or she can try 
obtaining access either by the open technique or through an abdominal 
quadrant. 


Prior reports of bowel injury during laparoscopic gynecologic surgery under liti- 
gation have illustrated important facts: The initial laparoscopic entry into the peri- 
toneal cavity remains the major contributor to bowel injury in laparoscopic surgery. 
The open (Hasson) technique does not prevent bowel injuries. Delayed recognition 
was a major factor in assessment of liability [15]. 


3. Missed needles, gauze, or equipment: It is very rare nowadays, with the strict 
responsibilities of operating theater nurses, that needles or broken instrument frag- 
ments are missed. It is essential that the count be correct when surgeons use intra- 
peritoneal gauze since it can easily be missed, especially when bleeding occurs. 
These cases are definitely a cause for legal litigation that should be avoided. 
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General Points to Remember Regarding the Importance 
of Legal Issues in Laparoscopic Surgery 


1. Obtaining patient informed consent: A full and detailed consent—which should 
be written and properly explained to the patient with emphasis related to poten- 
tial complications tailored according to patient disease and surgical anatomy—is 
essential to avoid litigation when complications occur. Obtaining a detailed and 
clear informed consent is of key importance. In case of patient injury or death, 
the medicolegal aspects of the intraoperative complications and the liability of 
the surgical team are examined. However, it is always necessary to consider if 
the potential complications are predictable and/or preventable in accordance to 
the parameters of negligence, imprudence, and lack of knowledge. The same 
criteria have to be applied to assure compliance with preventive sanitary rules 
and that the conversion to laparotomy has been promptly carried out [16]. 

The requirement for patient informed consent has been confirmed by several 
decisions of the Appeals Court and is stated in the code of deontology. The value 
of classical oral information has been recently questioned in certain court cases. 
The authors have analyzed the current legal situation in France and have tried to 
define the informational content required in the case of laparoscopic surgery, in 
addition to the way this information is provided and the means of obtaining 
informed consent: 


e The information provided must be personalized. 

e The patient must be informed that laparoscopy remains a surgical operation. 
It is licit to warn the patient of predictable risks according to statistical prob- 
abilities, of the team’s experience, and of the patient’s own status, including 
past history and psychological factors. 

e A written statement may be prepared but must remain a document comple- 
mentary to personalized oral information. 

e The surgeon must obtain and assure good patient comprehension. 

e The surgical community should publish risk rates in order for surgeons to 
have reliable references that can be used to define the notion of exceptional 
risk [17]. 


2. Obtaining consent for problem-solving laparoscopic surgery or open conver- 
sion: In this situation, it is important to emphasize the risks to the patient. A good 
example would be a laparoscopic partial nephrectomy, especially for a larger 
mass (less than 7 cm), which is commonly performed nowadays. Since there is 
the possibility of s laparoscopic radical nephrectomy or an open conversion, this 
should be explained to the patient and included in the consent form to help in 
post operative patient satisfaction and to avoid medicolegal issues. 

3. Number requirement for proficiency in laparoscopic surgery (and avoiding legal 
problems when complications arise): There is no absolute number of cases that 
assures one competence in laparoscopic urologic surgery. The surgeon has to know 
his or her ability, recognize difficulties, deal with possible intraoperative complica- 
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tions, and consider all the options—even open conversion—to correct problems. It 
is well known that, before competence is achieved, a number of cases are needed 
to overcome the learning curve—a similar observation was made in a study by 
Dagash et al. on pediatric laparoscopic urologic procedures [18]. 

4. Use of reusable instruments: Reusing instruments can be a source of medicole- 
gal problems due to different factors, including: 


e Loss of insulation, which can lead to bowel injury during usage of the mono- 
polar cautery. 

e Incomplete sterilization can be an issue, as reported by some authors. The use 
of such inadequately reprocessed single-use instruments increases the risk for 
the patient, and can lead to nosocomial infection and to legal consequences 
for the healthcare facility [19]. 


5. Robotic-assisted laparoscopic procedures: It is recognized by world experts that 
robotic-assisted surgery requires basic training and teamwork to complete a pro- 
cedure safely and efficiently. Subsequently proctoring, mentoring, and taking 
courses are essential aspects of being safe with the technique and avoiding medi- 
colegal problems. A report has been published from the Society of Urologic 
Robotic Surgeons regarding the training, credentialing, proctoring, and medico- 
legal risks of robotic urological surgery; especially focusing on robotic-assisted 
radical prostatectomy. 


The implementation of guidelines and proctoring recommendations is necessary 
to protect surgeons, proctors, institutions and, above all, the patients who are associ- 
ated with the institutional introduction of a robot-assisted radical prostatectomy 
program [20]. 


Conclusion 


Laparoscopic urologic surgery requires adequate training to facilitate surgery 
and to minimize or possibly avoid complications. The surgeon who plans to 
adopt laparoscopic surgery must spend the essential effort in training—including 
courses, mini-fellowships, inviting and learning from experts, and, occasionally, 
telementoring. It is always important to have all the adequate instruments and to 
utilize teamwork to accomplish procedures. Knowledge of the different compli- 
cations and a careful, detailed consent will hopefully prevent medicolegal litiga- 
tions related to laparoscopy. 
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Abdominal cavity, 325, 328 
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Adhesiolysis, 427 
ADPKD, See Autosomal dominant polycystic 
kidney disease 

Adrenalectomy, 481-483 

ACC, 148 

adrenal gland, exposure of, 146 

adrenal metastasis, 149 

adrenal vein, dissection of, 147 
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large tumors and malignancy, 148 

in obese patients, 147—148 

patient, preoperative preparation of, 145-146 

pediatric patients, 148-149 

port placement and patient positioning, 

146-147 

postoperative management, 149 
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surgical anatomy, 140 

surgical procedure 

retroperitoneal approach, 145 
transperitoneal approach, 140-145 

Adrenal gland, exposure of, 146 
Adrenal metastasis, adrenalectomy, 149 
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Adrenocortical carcinoma (ACC), 148 
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absorbable monofilament, 205 
instruments, 204—205 
suturing tips, 204-205 
two separate sutures with continuous 
stitches, 206-209 
type of, 205-206 
vesicourethral, 227—229, 254, 255 


Anatomic restoration technique 


(ART), 256 


Anderson-Hynes pyeloplasty, 134 
Anesthesia 


cardiac patients, challenges in 
agents, 27—28 
functional capacity, 25 
intraoperative management, 26 
intraoperative monitoring, 26 
preoperative therapy, 25-26 
risk assessment, 24, 25 
surgical risk factors, 25 
cardiovascular changes in, 20-22 
cerebral circulation, 23 
contraindications for, 29 
difficulties in, 2 
intra-operative complications, 23-24 
neurohumoral response, 22 
patient positioning, 23 
perioperative renal dysfunction and renal 
failure, 28—29 
postoperative pain management in 
central neuraxial blockade, 31 
ketamine, 31 
PCA, 30 
pharmacological options for, 30 
pulmonary changes in, 20 
pulmonary disease, 28 
renal system, 23 
splanchnic circulation, 23 
urologic laparoscopic surgery, 24 
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Anomalous kidneys 
cross-fused kidney, 367 
horseshoe kidney, 367, 368 
pelvic kidney, 367, 369 
retrocaval ureter, 369 
UPJO and stones, 366-367 
Antegrade ejaculation preservation, 317 
Antegrade stent, 278 
Anterior axillary line (AAL) port, 115 
Anterior peritoneal reflection, 324 
Anterior superior iliac spine 
(ASIS), 267 
Appendicovesicostomy, 456—457 
ART, See Anatomic restoration technique 
ASC TriPort, 469 
Assistant ergonomics, 38 
Assistant ports, robotic transplants, 267 
Atlas LigaSure™ device, 44 
Augmentation cystoplasty 
positioning and port placement, 402 
prerequisites, 405 
procedure, 402-405 
ureteral and bladder reconstruction 
contraindications, 333 
indications, 333 
post operative care, 334 
technique, 334, 335 
Autosomal dominant polycystic kidney 
disease (ADPKD), 152, 159 


B 
Bailez technique, 11—12 
Balloon trocar system, 155 
Bentson guidewire, 108 
Black Diamond micro forceps, 268 
Bladder augmentation, 455—456 
Bladder cuff, preparation of, 108 
Bladder neck dissection 
enlarged prostate, 218-220 
posterior bladder neck 
dissection, 218, 219 
post-transurethral resection of prostate, 
222-223 
prominent median lobe, 220-221 
RALP, 218 
Bladder-prostate junction, 172, 173 
Bladder reconstruction 
antiplatelet and anticoagulant 
medications, 322 
augmentation cystoplasty 
contraindications, 333 
indications, 333 
post operative care, 334 
technique, 334, 335 


Boari flap, 326 
complications, 329-330 
mean drainage time, 329 
positioning and port placement, 327 
post operative care, 329 
technique, 327-329 
instrumentation and equipment list, 322 
MIS, 321 
psoas hitch 
complications, 326 
contraindications, 323 
indications, 322 
positioning and port placement, 323 
post operative care, 325 
reimplantation, indications for, 326 
technique, 323-325 
robotic ileal ureter, 330 
complication, 333 
four arm robotic approach, 333 
positioning and port placement, 330 
post operative care, 332 
technique, 330-332 
Bleeding 
LPN, 127 
RPLND, 417 
Boari flap 
positioning and port placement, 386 
preoperative imaging, 386 
procedure 
non refluxing anastomosis, 389-390 
ureter, 386-390 
ureteral and bladder reconstruction, 326 
complications, 329-330 
mean drainage time, 329 
positioning and port placement, 327 
post operative care, 329 
technique, 327-329 
Bolster renorrhaphy, 128 
Bowel injury, 514 
Box stich, 279 


C 
Camera port 
robotic transplants, 267 


urologic laparoscopic instrumentation, 36-37 


Carbon dioxide insufflation, 20 
Cardiac patients, anesthesia, 24—28 


Cardiovascular changes, in laparoscopy, 20-22 


Cautery equipment 
retrieval bags, 45 
urologic laparoscopic instrumentation, 
difficulties 
hock, 42—43 
scissors, 43 
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Center for Research in Education and Simulation 
Technologies (CREST), 513 
Centrally located renal masses, 129 
Central neuraxial blockade, 31 
Chylous ascites, 418—419 
Colin knife resectoscope, 110 
Colonic and bowel injury, 247 
Compromised renal function, 129-131 
Computed tomography (CT) 
of kidneys, 375 
laparoscopic adrenalectomy, 146 
laparoscopic renal cyst, 151 
renal cystic disease, 152 
vesicovaginal fistula, laparoscopic 
management of, 424 
Continuous ambulatory peritoneal dialysis 
(CAPD) catheter, 291-292 
Cost-reductive measures, in laparoscopy 
homemade balloon, 48—49 
reusable instrumentation, 48 
robotic technology, 53 
specimen retrieval, 51-52 
training alternatives, 52-53 
vascular control, 50-51 
Cross-fused kidney 
stone disease, 242 
urinary stones, laparoscopic surgery for, 367 
Cystectomy 
LRC 
anterior abdominal wall, 341 
bladder masses, 341 
camera ports, 338, 339 
gross lymphadenopapathy, 342 
omental/bowel adhesions, 
appendectomy, 338, 339 
right subcostal access, 338 
stenting, 343-344 
thick wall, 342 
tumor size, 340 
urethroileal anastomosis, 343 
urinary diversion, 342-343 
vascular injuries during access, 339-340 
visceral injuries during access, 340 
ORC, 337, 342 
radical, 494-495 
Cystic lesions, LPN in, 133-134 
Cystogram, 332 


D 
da Vinci® system, 53, 334, 377 
Diaphragmatic injury, 131 
Disposable visual entry system, 13 
Dissection, 76-78 

bladder neck 


enlarged prostate, 218—220 
posterior bladder neck dissection, 218, 219 
post-transurethral resection of prostate, 
222-223 
prominent median lobe, 220-221 
RALP, 218 
hilar, 76-78 
presacral, sacrocolpopexy, 438, 439 
radical prostatectomy 
anterior wall of, 190-191 
denonvillier’s fascia, 202 
direction of, 189-190 
posterior bladder neck, 197—200 
prostatic apex, retrograde, 191, 192 
vas deferens and seminal vesicles, 
201-202 
rectovaginal space 
intraoperative site, 440 
technical caveats, 447-448 
USL, 439 
vaginal retractor, 439-441 
RPLND 
bleeding, 417-418 
chylous ascites, 418-419 
ejaculatory dysfunction, 418 
exposure and port placement, 417 
indications, 413 
mechanical bowel preparation, 
414-415 
organ injury, 418 
postchemotherap, 413 
retrocaval dissection, 418 
small bowel obstruction, 419 
spermatic cord dissection, 413—414 
vesicovaginal space 
bladder neck, 444 
mesh passage, 444-446 
mesosalpinx, 442—445 
technical caveats, 447-448 
Dorsal venous complex (DVC), 224-227 


E 

Electric thermal instrument, 43—45 

Endo Catch™ bag, 45, 86, 87, 115 

Endoeye camera, 36-37 

EndoEYE system, 464 

Endo-GIA stapler, 331 

Endoscopic Threaded Imaging Port, 13 

EndoTIP™, 13 

Endovascular gastrointestinal anastomosis 
(endo-GIA) stapler, 39-40 

Endovascular gastrointestinal stapler 
malfunction, 89-90 

End stage renal disease (ESRD), 28, 373 
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Engraftment incision, 268 
ePTFE suture, 268 
Ergonomics, 36-37 
Esmolol, 27 
Exposure 
laparoscopic live donor nephrectomy, 
difficulties in 
atraumatic small bowel grasper, 377 
fine fibrous dissection, 379 
investments, 378 
kidney, posterior and lateral 
attachments of, 379 
methodical preoperative evaluation, 376 
patient positioning and relevant 
landmarks, 376, 377 
port position, 377 
robotic approach and, 377 
technical qualifications, 380 
ureter and gonadal vein identification, 378 
pedicle stump, 61 
vena cava, 61 
Extraperitoneal approaches, 185-186 
Extraperitoneal trocar placement, 186-187 


F 
Female genital prolapse 
defects and resulting dysfunction 
anterior zone, 434 
middle zone, 434 
posterior zone, 434—435 
laparoscopic sacrocolpopexy 
access and trocar position, 437 
disadvantage, 436 
instruments, 437 
mesosalpinx, 442 
objective, 435 
operative setup, 436-437 
peritoneal incision, 447 
post hysterectomy, 448 
presacral dissection, 438 
rectovaginal space dissection, 
439-442, 447 
sacral promontory, 445—446 
USL, 447 
vaginal retractor, 447 
vesicovaginal space dissection, 442-447 
mesosalpinx, 441-442 
pelvic anatomy, 433 
symptoms, 435 
Female pelvic organ prolapse, 5 
Femoral nerve, 326 
Femoral neuropathy, 326 
Fenoldopam mesylate, 27 


First disposable visual entry system, 13 
First-generation conventional entry method, 9 
Flexible cystoscopy, 326 

FloSeal™, 127 

Foley catheter, 108, 177-178 


G 
Gaur balloon technique, 155 
GelPOINT device, 273 
Gerota’s fascia, 75, 83, 84, 156, 377-378 
Giant hydronephrosis 
evaluation of, 153, 154 
laparoscopic nephrectomy techniques, 
156-158 
miscellaneous issues, 159-160 
nephrectomy, 69-70 
operative techniques, 154 
Glomerular filtration rate (GFR), 374 
Graft hypothermia jacket, 266-267 


H 
Hand-assisted laparoscopic 
nephroureterectomy (HAL-RNU), 
106, 114 
Harmonic Scalpel®, 121 
Hasson technique, 11 
Hemodynamic changes, 21, 22 
Hem-o-lok® polymer clip, 3, 39-42, 50, 51, 
62, 76, 100, 379, 380, 381 
Hemorrhage, 135 
Hemostasis 
retroperitoneal radical nephrectomy, 88, 89 
transperitoneal laparoscopic renal cyst 
decortication, 159 
Hilar dissection, 76-78, 122-123 
HLA crossmatching, 374 
Hock, 42-43 
Homemade balloon technique, 48-49 
Horseshoe kidney, 367, 368 
LPN in, 134 
stone disease, 240, 241 
Hypothermia, 266-267, 274-275 


I 
Ileal ureter 
positioning 
interposition, 396 
pneumoperitoneum, 397 
port placement, 396-398 
procedure, 398—400 
robotic, 330 
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complication, 333 
four arm robotic approach, 333 
positioning and port placement, 330 
post operative care, 332 
technique, 330-332 
Inflammatory renal conditions, nephrectomy, 
67-68 
Insufflations, 36 
Insuflow®, 37 
Intraabdominal pressure (IAP), 278 
Intramural ureter, 108, 109 
Intravenous urogram (IVU), 424 
Intravesical tumor recurrence (IVR), 116 


J 
Jackson-Pratt drain, 328, 332, 334 
J-hook electrocautery, 114 


K 

Ketamine, 31 

Kidney extraction, live donor 
nephrectomy, 102 

Kidney transplant patients, preoperative 
evaluation, 285-286 

Kocher clamps, 11 


L 
Labetalol, 27 
Laparoendoscopic single site (LESS) 
surgery, 36 
retroperitoneoscopic nephrectomy, 
159-160 
Laparoscopic access 
anatomical approach 
abdominal scars, 8 
abdominal wall thickness, 8 
abdominal wall vessels, 9 
port design, 9-10 
umbilicus, 8—9 
closed access, using veress needle, 10-11 
difficulties 
anatomical variations, 16 
area of interest, previous surgery in, 
15-16 
obesity, 14-15 
surgeon factors, 16 
metastases, 7—8 
open access 
using Bailez technique, 11—12 
using Hasson technique, 11 
optical access 


first disposable visual entry system, 13 
retroperitoneoscopic approach, 14 
second reusable visual entry system, 13 
visual entry systems, 12-13 
port insertion techniques, transperitoneal 
approach, 10 
technical modifications, 7 
Laparoscopic adrenalectomy, 3, 513 
Laparoscopic anatrophic nephrolithotomy 
(LAN), 364 
surgical technique, 238-239 
urinary stones, laparoscopic surgery for, 
237-238 
Laparoscopic live donor 
nephrectomy, 2-3 
avoidance through preparation, 
374-376 
exposure, 376-380 
kidney extraction, 381-382 
robotic assistance, 382-383 
vascular control, 380-381 
Laparoscopic nephrectomy techniques, 
154-158 
Laparoscopic nephrolithotomy, 364—366 
Laparoscopic nephroureterectomy (LNU) 
advantages of, 106 
indications, 106 
intraoperative difficulties 
peritoneal rent, 115 
persistent renal hilar bleeding, 116 
pneumoperitoneum prolongation and 
IVR, 116 
PSR, 116 
renal hilum, identification of, 115—116 
preoperative evaluation and preparation, 107 
surgical techniques 
bladder cuff and intramural ureter, 
preparation of, 108 
hand-assisted nephroureterectomy, 114 
patient positioning, 107 
Pluck procedure, 109 
retroperitoneal nephroureterectomy, 114 
sealed laparoscopic 
nephroureterectomy, 112-113 
specimen entrapment and delivery, 115 
transperitoneal nephroureterectomy, 
109-112 
transvesical laparoscopic ureteral 
dissection, 109 
ureteral stent placement without 
ureteral unroofing, 108 
ureteral stent placement with ureteral 
unroofing, 108 
UUT-UC, 105 
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Laparoscopic partial nephrectomy (LPN), 


119-120 
case preparation, 120 
decreasing complications, 135-136 
difficulties 
after targeted therapy, 134-135 
bleeding, 127 
centrally located renal masses, 129 
in cystic lesions, 133-134 
diaphragmatic injury during, 131 
in horseshoe kidney, 134 
in multiple renal arteries presence, 131—132 
nephrolithiasis, presence of, 134 
in obese patients, 133 
opening the pelvicaliceal system, 
127-128 
in previously operated kidney, 132 
renal mass, near hilum, 128, 129 
solitary kidney and compromised renal 
function cases, 129-131 
vena caval/abdominal aortic pathology, 
presence of, 131 
intraoperative laparoscopic ultrasound, 
123, 124 
overcome difficulties, 136 
positioning, 120, 121 
standard essential equipment, 121 
surgeon preparation, 120 
technique 
coagulating agent, 125 
collecting system, first layer closure of, 125 
FloSeal™ application, 127 
Hilar dissection, 122—123 
intraoperative laparoscopic ultrasound, 
123, 124 
methylene blue leakage, 125 
pre-made Surgicel® bolster, 124 
renal mobilization, 122 
second layer closure, 126 
Surgicel® bolster, 126 
tumor, cold scissor cutting of, 125 


Laparoscopic pediatric urologic surgery, 5 
Laparoscopic pyelolithotomy (LP) 


difficulties and management, 235 

pyelotomy and stone removal, 
236-237, 362, 364 

pyelotomy closure, 237 
renal pelvis dissection, 235-236 
stone migration, 237 

renal pelvis, 362, 363 

stone migration, 362, 364 


Laparoscopic pyeloplasty, 4 
Laparoscopic radical cystectomy (LRC) 


anterior abdominal wall, 341 
bladder masses, 341 
camera ports, 338, 339 


gross lymphadenopapathy, 342 
omental/bowel adhesions, appendectomy, 
338, 339 
right subcostal access, 338 
stenting, 343-344 
thick wall, 342 
tumor size, 340 
urethroileal anastomosis, 343 
urinary diversion, 342-343 
vascular injuries during access, 339-340 
visceral injuries during access, 340 
Laparoscopic radical nephrectomy, 2 
Laparoscopic retroperitoneal lymph node 
dissection, 4 
Laparoscopic sacrocolpopexy 
access and trocar position, 437 
disadvantage, 436 
instruments, 437 
mesosalpinx, 442 
objective, 435 
operative setup, 436-437 
peritoneal incision, 447 
post hysterectomy, 448 
presacral dissection, 438 
rectovaginal space dissection, 439-442, 447 
sacral promontory, 445—446 
USL, 447 
vaginal retractor, 447 
vesicovaginal space dissection, 442-447 
Laparoscopic simple prostatectomy, 3 
Laparoscopic surgery, 4, 501-502 
Laparoscopic training, 5 
Laparoscopic ureterolithotomy (LU) 
difficulties and management, 232 
lost stone, 234 
mucosa, stone adhering to, 234 
stenting and suturing, 234 
stone localization during, 233 
stone migration during, 232-233 
ureteral stricture, 234-235 
lost stone, 360 
stenting and suturing, 361 
stone adhering, 360 
stone localization, 359 
stone migration, 232-233 
ureteral stricture, 234-235 
ureterolithotomy, 358 
Laparoscopic urologic surgery (LUS), 501 
laparoscopic courses and workshops 
basic laparoscopic courses, 504 
inviting experts, training opportunities, 
506-509 
technical operative courses and 
advanced courses, 504—505 
using pelvic trainer, 509-510 
visiting experts in, 505-506 
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legal issues 
informed consent, 515 
laparoscopic surgery, proficiency in, 
515-516 
reusable instruments, use of, 516 
robotic-assisted laparoscopic 
procedures, 516 
medicolegal issues with, 514 
mentoring 
benefits, 510-511 
mutual, 511 
telementoring, 512-513 
video, 511-512 
training 
during fellowships, 503-504 
during residency, 502-503 
Large median lobes, 248-251 
Lateral pelvic fascia (LPF), 257 
LigaSure Atlas™, 112, 113 
LigaSure™ device, 38, 43-44, 121 
Live donor nephrectomy, 93, 373 
difficulties 
avoidance through preparation, 374-376 
exposure, 376-380 
kidney extraction, 381-382 
robotic assistance, 382-383 
vascular control, 380-381 
exposure 
patient positioning, 96, 97 
port positioning, 97, 98 
ureter and gonadal vein, 98 
vena cava, 99 
kidney extraction, 102 
preparation 
preoperative evaluation, 94 
three-dimensional CT, 95, 96 
vascular control, 99—102 
LNU, See Laparoscopic nephroureterectomy 
LP, See Laparoscopic pyelolithotomy 
LPN, See Laparoscopic partial nephrectomy 
LRC, See Laparoscopic radical cystectomy 
LU, See Laparoscopic ureterolithotomy 
LUS, See Laparoscopic urologic surgery 
Lymphatic tissue 
lymph node package dissection, 306-307 
overlying the aorta, 306 
overlying the IVC, dissection, 306, 307 
ventral and lateral, dissection, 311-312 
Lymphocele formation, 317 


M 

Magnetic resonance imaging (MRI) 
giant hydronephrosis, 153 
laparoscopic adrenalectomy, 146 
orchidopexy, 458 


Malignancy, adrenalectomy, 148 

Maryland forceps, 283 

Metal clips, 39 

Minimally invasive surgery 
(MIS), 1, 321 

Mucosa, stone adhering to, 234 

Multiple renal arteries, 131-132 

Mutual mentoring, 511 


N 
Nephrectomy 
contraindications, 58 
difficulties in 
giant hydronephrosis, 69 
inflammatory renal conditions, 67—68 
obese patients, 70 
previous abdominal surgery, 
68-69 
indications, 57-58 
live donor (see Live donor nephrectomy) 
partial 
pediatric laparoscopic urologic surgery, 
452-454 
urologic laparoscopy complications, 
485-486 
radical, 483-485 
retroperitoneal 
advantages and disadvantages, 66 
operative steps, 65-66 
patient positioning for, 63 
port distribution, 65, 66 
retroperitoneal space, creation of, 
63-65 
retroperitoneal laparoscopic radical 
en bloc specimen, circumferential 
extrafascial mobilization of, 
85-86 
Endocatch II bag, 87, 88 
endovascular GIA stapler malfunction, 
89-90 
hemostasis, 88, 89 
inadverted peritoneotomy, 90 
instrumentation, 82 
operation room setup, 82 
orientation in, 88 
patient positioning, 82 
persistent renal hilar bleeding, 90 
Pfanensteil skin incision, 87 
port placement, 82-84 
preoperative evaluation, 81 
renal hilum, 83-85, 89 
retroperitoneoscopy, in obese patients, 
90-91 
specimens entrapment, 87, 91 
technical difficulties in, 91 
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Nephrectomy (cont.) 
simple, 485-486 
transperitoneal 
line of Toldt, incision of, 60-61 
needle placement, 58 
patient positioning for, 58 
port distribution for, 65, 66 
renal pedicle, control of, 62—63 
room setup for, 58, 59 
ureter dissection, 60, 61 
Nephrolithiasis, 134 
Nephrotomy, 240 
Nephroureterectomy 
hand-assisted, 114 
retroperitoneal, 114 
sealed laparoscopic, 112-113 
transperitoneal, 109-112 
Nonseminomatous germ cell tumors 
(NSGCT), 297 


(0) 
Obese patients, 14-15, 293-294 
adrenalectomy, 147—148 
LPN, 133 
nephrectomy, 70 
retroperitoneoscopy, 90-91 
Obturator nerve injury, 248 
Open laparoscopic access 
using Bailez technique, 11—12 
using Hasson technique, 11 
Open radical cystectomy (ORC), 337, 342. 
See also Laparoscopic radical 
cystectomy (LRC) 
Open radical nephroureterectomy (O-RNU), 105 
Optical laparoscopic access 
first disposable visual entry system, 13 
retroperitoneoscopic approach, 14 
second reusable visual entry system, 13 
visual entry systems, 12-13 
Orandi electrosurgical knife, 108 
ORC, See Open radical cystectomy 
Orchidopexy, 458—459 


P 
Partial nephrectomy 
pediatric laparoscopic urologic surgery, 
452—454 
urologic laparoscopy complications, 
486—487 see also Laparoscopic 
partial nephrectomy 
Patient-controlled analgesia (PCA), 30 
Patient controlled epidural analgesia (PCEA), 31 


PCA, See Patient-controlled analgesia 
PCN, See Percutaneous nephrostomy 
PCNL, See Percutaneous nephrolithotomy 
Pediatric laparoscopic urologic surgery 
counseling and consent, 450 
equipment and staff, 450 
ergonomics, 451 
insufflation, 451 
pneumoperitoneum maintenance, 451—452 
port positioning and insertion, 451 
procedure-specific difficulties 
appendicovesicostomy, 456—457 
bladder augmentation, 455—456 
orchidopexy, 458—459 
partial nephrectomy, 452—454 
peritoneal dialysis catheter, 457—458 
pyeloplasty, 454—455 
Pediatric patients, adrenalectomy, 148-149 
Pelvic kidney, stone disease, 242, 367, 369 
Pelvi-ureteric junction obstruction (PUJO), 
134, 279 
Penetration force (PF), 9 
Percutaneous nephrolithotomy (PCNL), 231, 
235, 361, 364 
Percutaneous nephrostomy (PCN), 157 
Performance shaping factors (PSFs), 9-10 
Perioperative renal dysfunction, anesthesia, 
28-29 
Peritoneal access, 109 
Peritoneal dialysis catheter 
dialysis, 457-458 
nonabsorbable suture, 458 
omentectomy, 457 
Persistent renal hilar bleeding, 116 
Pfanensteil skin incision, 87 
Pfannenstiel incision, 267 
Pluck procedure, 109 
Pneumoperitoneum 
cardiac output, 21, 22 
implications of, 275 
prolongation, 116 
respiratory compliance, 20, 21 
Pneumoretroperitoneum, 114 
Pneumosleeve device, 114 
Polymer clips, 41—42, 50, 51, 59, 60, 76, 100 
Polytetrafluoroethylene (PTFE) sutures, 275 
Port design, 9-10 
Port insertion techniques, laparoscopic access, 10 
Port placement 
adrenalectomy, 145-146 
retroperitoneoscopy radical nephrectomy, 
82-84 
Port-site hernia, 496 
Port Site Recurrence (PSR), 116 
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Posterior bladder neck dissection, 197—200 
Postoperative pain management 
central neuraxial blockade, 31 
ketamine, 31 
PCA, 30 
pharmacological options for, 30 
Post-transplant lymphocoele, laparoscopic 
marsupilisation, 289-291 
Preplaced double J stent, 278 
Pretransplant nephrectomy 
adult polycystic kidney disease, 286-288 
infective conditions and previously 
operated cases, 288-289 
Prostatectomy 
radical 
complications avoidance, 494 
obturator nerve injury and nerve 
apraxia, 493, 494 
rectal injury, 488-489 
symptomatic lymphocele, 493 
ureteral injury, 490-492 
urinary leak, 492-493 


simple, 487-488 see also Robotic-assisted 


nerve-sparing radical 
prostatectomy; Robotic radical 
prostatectomy; Simple 
prostatectomy 
Prostatic adenoma 
anterior face of, 172 
dissection of, 173, 174 
intracapsular prostatic pedicles, 175 
retraction of, 174 
Sotelo Prostatotomo, 175, 176 
Prostatic apical dissection 
accessory pudendal arteries, 223—224 
bladder neck reconstruction, 227 
DVC, 224-227 
vesicourethral anastomosis, 227—229 
Psoas hitch 
positioning and port placement, 392 
procedure 
refluxing and nonrefluxing 
anastomosis, 392 
ureteroneocystostomy, 393-394 
ureteral and bladder reconstruction 
complications, 326 
contraindications, 323 
indications, 322 
positioning and port placement, 323 
post operative care, 325 
reimplantation, indications for, 326 
technique, 323-325 
Pulmonary changes, in laparoscopy, 20 
Pulmonary disease, anesthesia, 28 


Pyeloplasty, 4, 454-455, 487 

abdomen, 355 

anastomosis, 353, 355 

Anderson-Hynes, 134 

approach, 351-352 

operating room setup, 349 

patient selection and indication, 347-348 

port placement, 352 

positioning, 352 

retrograde ureterogram and stenting 
antegrade placement, 350-351 
intraoperative placement, 350 
preoperative placement, 350 
purpose, 349 
ureteral catheter, 350, 351 

retroperitoneum, 352-353 

robotic (see Robotic pyeloplasty) 

training model, 348-349 

ureteropelvic junction, 353-355 

urologic laparoscopy, 487 

Pyelotomy 
closure, 237 
and stone removal, 236-237, 362, 364 


Q 
Quality of life, 254, 317-318 


R 
Radical cystectomy, 494—495 
Radical nephrectomy, 483—485 
Radical prostatectomy 
anterior bladder neck dissection, 195—197 
complications avoidance, 495 
dissection 
anterior wall of, 190-191 
denonvillier’s fascia, 202 
direction of, 189-190 
posterior bladder neck, 197-200 
prostatic apex, retrograde, 191, 192 
vas deferens and seminal vesicles, 
201-202 
dorsal venous complex, ligation and 
division of, 191-193 
drainage, 209, 210 
equipment, 183 
extraperitoneal approaches 
advantages, 185 
disadvantages, 186 
extraperitoneal trocar placement, 186—187 
instruments, 183—184 
obturator nerve injury and nerve apraxia, 
493, 494 
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Radical prostatectomy (cont.) 
patient positioning, 184 
patient preparation, 184 
prostate vascular pedicles, 202-203 
puboprostatic ligament, endopelvic fascia, 
191, 192 
rectal injury, 488—490 
specimen extraction, 204 
surgical setup, 185 
symptomatic lymphocele, 493 
transperitoneal approaches, 186 
transperitoneal trocar placement, 187-189 
ureteral injury, 490-492 
urethra, apical dissection and division, 
193, 195, 196 
urethrovesical anastomosis 
(see Urethrovesical anastomosis) 
urinary leak, 492-493 
RARP, See Robotic-assisted nerve-sparing 
radical prostatectomy 
Rectovaginal space dissection 
intraoperative site, 440 
technical caveats, 447-448 
USL, 439 
vaginal retractor, 439-440 
Renal artery, robotic renal transplant, 266 
Renal cyst ablation, 483 
Renal cystic disease, 151 
evaluation of, 152—153 
indications, 153 
transperitoneal approach 
laparoscopic nephrectomy techniques, 
156-158 
transperitoneal laparoscopic renal cyst 
decortication, 158-159 
Renal failure, anesthesia, 28—29 
Renal hilum, 84-85, 115-116 
Renal impairment, 136 
Renal mobilization, 122 
Renal pelvis, 279, 362, 363, 454 
dissection, 235-236, 362 
Renal system, 23 
Retrieval bags, 45 
Retrocaval dissection, RPLND, 418 
Retrocaval ureter, 242, 367 
Retrograde pyelography, 424 
Retrograde ureteral decompression, 154 
Retrograde ureteropyelogram, 278 
Retroperitoneal approach 
adrenalectomy, 145 
renal cystic disease 
laparoscopic management, 156 
laparoscopic nephrectomy technique, 
154-155 


Retroperitoneal fibrosis (RPF) 
bowel injury and internal hernias, 412 
exposure and port placement, 411—412 
indications, 413 
medical management, 409-410 
pyelography, 410 
technique, 410-411 
ureteral injury and stricture formation, 
412-413 
vascular injuries, 412 
Retroperitoneal laparoscopic nephrectomy 
advantages and disadvantages, 66 
operative steps, 65-66 
patient positioning for, 63 
port distribution, 65, 66 
retroperitoneal space, creation of, 63-65 
Retroperitoneal laparoscopic radical 
nephrectomy 
en bloc specimen, circumferential 
extrafascial mobilization of, 85—86 
GIA stapler malfunction, 89—90 
hemostasis, 88, 89 
inadverted peritoneotomy, 90 
instrumentation, 82 
operation room setup, 82 
orientation in, 88 
patient positioning, 82 
persistent renal hilar bleeding, 90 
port placement, 82-84 
preoperative evaluation, 81 
renal hilum, 83-85, 89 
retroperitoneoscopy, in obese patients, 
90-91 
specimen extraction 
Endocatch II bag, 87, 88 
Pfanensteil skin incision, 87 
specimens entrapment, 87, 91 
technical difficulties in, 91 
Retroperitoneal laparoscopy, 480-481 
Retroperitoneal lymph node dissection 
(RPLND) 
adjuvant chemotherapy, 318 
antegrade ejaculation, 318 
bleeding, 417-418 
chylous ascites, 418-419 
contraindications, 299 
cost effectiveness, 318 
ejaculatory dysfunction, 418 
equipment, 301 
exposure and port placement, 417 
indications and therapeutic concepts, 
297-299 
NSGCT, 297 
operative technique 
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initial access and trocars, 302 
lymphatic tissue dissection, template 
and incision lines, 33—307 
lymph node package, 311, 312 
nodal package and drainage removal, 307 
patient position, 302, 307 
peritoneum, 303, 307 
retroperitoneum, 302-303, 310 
splenocolic ligament, 309 
stage II after chemotherapy, 312, 314 
trocar arrangement, 307 
organ injury, 418 
overcome difficulties 
antegrade ejaculation preservation, 317 
dissection and hemostasis technique, 
314-317 
exposure, 313-314 
split and roll technique, 313 
pathologic stage II after chemotherapy, 
318-319 
postchemotherapy, 413 
preoperative measures, 299-300 
quality of life, 317-318 
small bowel obstruction, 419 
techniques 
mechanical bowel preparation, 
413-414 
retrocaval dissection, 418 
spermatic cord dissection, 413-414 
template, 300-301 
Retroperitoneal nephroureterectomy, 114 
Reusable Veress needles, 35 
Reusable visual entry system, 13 
Robotic assisted kidney transplantation 
(RAKT), 3 
Robotic-assisted nerve-sparing radical 
prostatectomy (RARP) 
avoiding perioperative complications 
anastomotic leak and bladder neck 
strictures, 252—253 
lymphocele and lymphedema, 253 
port site hernias, 253—254 
intraoperative complications 
allograft injury, renal transplant patient, 
251-252 
bleeding, vascular injury and 
hematoma, 246-247 
colon and small intestine injury, 247 
large median lobes, 248-251 
obturator nerve injury, 248 
rectal injury, 248 
robot malfunction, 251 
ureteric orifice injury, 248—251 
optimizing functional outcomes 


ART, 256 
da Vinci® system, 260 
nerve fibers, preservation, 258 
postulated biomechanical instability, 
254-255 
robotic nerve-sparing technique, 
258-259 
Robotic assisted radical cystectomy, 4 
Robotic ileal ureter, 330 
complication, 333 
four arm robotic approach, 333 
positioning and port placement, 330 
post operative care, 332 
technique, 330-332 
Robotic nerve-sparing technique, 258-259 
Robotic partial nephrectomy, 2 
Robotic pyeloplasty, 277 
advantages, 282-283 
difficulties and solutions 
antegrade stenting, 278 
preplaced double J stent, 278 
procedure and trouble shooting, 
278-279 
retrograde ureteropyelogram and 
stenting, 278 
technicalities, 279-281 
timing, 278 
difficulties in, 4 
instruments, 282, 283 
positioning, difficulties, 281-282 
Robotic radical prostatectomy 
anesthesia cases, 212 
bladder neck dissection 
enlarged prostate, 218—220 
posterior bladder neck dissection, 218, 219 
post-transurethral resection of prostate, 
222-223 
prominent median lobe, 220-221 
RALP, 218 
difficulties in, 3—4 
obese patient, 213-217 
port placement, 212-213 
prior inguinal hernia repair, 217 
prostatic apical dissection 
accessory pudendal arteries, 223-224 
bladder neck reconstruction, 227 
DVC, 224-227 
vesicourethral anastomosis, 227—229 
Robotic renal transplant (RRT) 
anastamosis, 268—270 
arterial, venous suturing time, 271, 272 
artery and vein dissection, 266 
bed preparation, 267-268 
comparative data, 274 
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Robotic renal transplant (RRT) (cont.) 
creatinine trend, 271, 273 
demographic data, 271 
donor nephrectomy, 265 
engraftment, 268 
exclusion criteria, 271 
feasibility and safety, 273 
GelPOINT device, 273 
graft hypothermia jacket, 266-267 
hypothermia, 274-275 
inclusion criteria, 270 
instruments, 269 
limitation, 275 
in obese and super obese, 275 
parameter, 269 
renal artery, 266 
robotic port positioning and engraftment 

incision, 267 
warm and cold ischemia 
time, 271, 272 
Robotic technology, cost-reductive 
measures, 53 

Robotic trocar, robotic transplants, 267 

RPF, See Retroperitoneal fibrosis 

RPLND, See Retroperitoneal lymph node 

dissection 

RRT, See Robotic renal transplant 


S 
Sacrocolpopexy 
access and trocar position, 437 
disadvantage, 436 
instruments, 437 
mesosalpinx, 442 
objective, 435 
operative setup, 436—437 
peritoneal incision, 447 
post hysterectomy, 448 
presacral dissection, 438—439 
rectovaginal space dissection 
intraoperative site, 440 
technical caveats, 447—448 
USL, 439 
vaginal retractor, 439—440 
sacral promontory, 445—446 
USL, 447 
vaginal retractor, 447 
vesicovaginal space dissection 
bladder neck, 444 
mesh passage, 444—446 
mesosalpinx, 442—445 
technical caveats, 447—448 
Scissors, 43 


Sealed laparoscopic nephroureterectomy, 
112-113 
Second-generation entry method, 9, 10 
Second reusable visual entry system, 13 
Shock wave lithotripsy (SWL), 231, 232, 358, 
360, 364, 367 
Simple nephrectomy, 485—486 
Simple prostatectomy, 487—488 
adenoma, 172 
approaches, 167-168 
bladder, 172-173 
hemostasis, trigonization, and closure 
of, 177-179 
BPH, 163 
drainage, 179 
equipment, 165 
extraperitoneal approaches, 167 
gland volume, 164 
instruments, 165—166 
operatory clamp, extraction of, 179, 180 
patient positioning, 166 
postoperative care, 179-180 
preoperative preparation, 166 
prostatic adenoma 
anterior face of, 172 
dissection and enucleation of, 173—177 
surgical equipment, distribution, 166—167 
transperitoneal approaches 
advantages, 168 
disadvantages, 168 
two lateral peritoneal windows, 168 
trocar placement 
extraperitoneal, 168—170 
lateral transperitoneal windows, 171, 172 
transperitoneal, 170 
Single-port access renal cryoablation 
(SPARC), 465—466 
Single-port laparoscopic pelvic surgery 
advantages, 467 
cystectomy, 468 
prostatectomy, 467 
Single-port laparoscopic surgery 
instrumentation 
EndoEYE system, 464 
Triport trocar, 463 
Uni-X Single Port Trocar, 462 
pelvic organ 
advantages, 466—467 
cystectomy, 467 
prostatectomy, 467, 468 
robotic surgery 
ASC TriPort, 469 
intraoperative image, 470 
SPRAC, 466-469 
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Solitary kidney, 129-131 
Spermatic cord dissection, 
RPLND, 413-414 
Spermatic vessels, identification and 
dissection, 307, 310 
Stone disease, 231 
LAN, 237-239 
laparoscopic management 
cross-fused kidney, 242 
horseshoe kidney, 240, 241 
pelvic kidney, 242 
retrocaval ureter, 242 
UPJO and stone, 240 
LP, difficulties and management, 235 


pyelotomy and stone removal, 236-237 


pyelotomy closure, 237 
renal pelvis dissection, 235-236 
stone migration, 237 
LU, difficulties and management, 232 
lost stone, 234 
mucosa, stone adhering to, 234 
stenting and suturing, 234 
stone localization during, 233 
stone migration during, 232-233 
ureteral stricture, 234-235 
Stone migration 
laparoscopic pyelolithotomy, 237 
laparoscopic ureterolithotomy, 232-233 
Superior vesical artery, 112 
Superior vesical pedicles, 324 
Surgicel® bolster, 126, 127 
SWL, See Shock wave lithotripsy 


T 
Targeted therapy, 134-135 
Tegaderm dressing, 283 
Telementoring, 512-513 
Telescope Stopper (TS), 13 
Thermal instruments 
electric, 43-45 
ultrasonic, 43 
Three dimensional reconstruction (3-D CT), 
375, 376 
3D laparoscopic system, 38 
Transperitoneal approach, 168 
adrenalectomy, 140-145 
laparoscopic access, 10 
radical prostatectomy, 186 
renal cystic disease 
laparoscopic nephrectomy techniques, 
156-158 


transperitoneal laparoscopic renal cyst 


decortication, 158-159 


Transperitoneal laparoscopic nephrectomy 
line of Toldt, incision of, 60-61 
needle placement, 58 
patient positioning for, 58 
port distribution for, 65, 66 
renal pedicle, control of, 62—63 
room setup for, 58, 59 
ureter dissection, 60, 61 

Transperitoneal laparoscopic radical 

nephrectomy 
access, 74 
bowel mobilization, 74-75 
hilar dissection, 76-78 
patient positioning, 73 
specimen retrieval, 79 
upper pole mobilization, 78-79 
ureter, identification of, 75—76 
Transperitoneal laparoscopic renal cyst 
decortication, 158—159 
Transperitoneal nephroureterectomy, 
109-112 

Transperitoneal trocar placement, 168—170 
lateral transperitoneal windows, 171—172 

Transureteroureterostomy (TUU) 
positioning and port placement, 401 
procedure, 401—402 

Transurethral ablation by microwave 

thermotherapy (TUMT), 164 

Transurethral resection of the prostate 

(TURP), 164 
Transverse cistotomy, 172-173 
Transvesical laparoscopic ureteral 

dissection, 109 

Triport trocar, 463 

Trocar placement, 186-189 

Tumors, adrenalectomy, 148 

TUU, See Transureteroureterostomy 


Itracision Harmonic scalpel®, 38 

ltrasonic thermal instruments, 43 

mbilical ligaments, 171 

mbilicus, 8—9 

ni-X Single Port Trocar, 462 

PJO, See Transureteroureterostomy 

pper midaxillary line (UMAL) port, 115 

pper urinary tract urothelial carcinoma 
(UUT-UC), 105 
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reter 
anastamosis, 268 
transperitoneal laparoscopic radical 
nephrectomy, 75-76 
transperitoneal radical nephrectomy, 75—76 
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Ureteral and bladder reconstruction 
antiplatelet and anticoagulant 
medications, 322 
augmentation cystoplasty 
contraindications, 333 
indications, 333 
positioning and port placement, 402 
post operative care, 334 
prerequisites, 405 
procedure, 402—405 
technique, 334, 335 
Boari flap, 326 
complications, 329-330 
mean drainage time, 329 
positioning and port placement, 327, 386 
post operative care, 329 
preoperative imaging, 386 
procedure, 386-390 
technique, 327-329 
ileal ureter 
positioning and port placement, 396-398 
procedure, 398—400 
instrumentation and equipment list, 322 
MIS, 321 
psoas hitch 
complications, 326 
contraindications, 323 
indications, 322 
positioning and port placement, 323, 392 
post operative care, 325 
procedure, 392-395 
reimplantation, indications for, 326 
technique, 323-325 
robotic ileal ureter, 330 
complication, 333 
four arm robotic approach, 333 
positioning and port placement, 330 
post operative care, 332 
technique, 330-332 
TUU 
positioning and port placement, 401 
procedure, 401—402 
Ureteral stricture, 5, 234-235 
Ureteric orifice injury, 248-251 
Ureteric reimplantation, 431 
Ureterolithotomy, 358, 359 
Ureteroneocystostomy, 393-394 
Ureteropelvic junction (UPJ), 4 
anatomy of, 349 
passive dilation, 350 
renal pelvis, 361 see also Pyeloplasty 
Ureteropelvic junction obstruction (UPJO), 
240, 366-367 
Ureteroscopic lithotripsy, 231 


Urethroileal anastomosis, 343 
Urethrovesical anastomosis 
absorbable monofilament, 205 
instruments, 204—205 
suturing tips, 204-205 
two separate sutures with continuous 
stitches, 206-209 
type of, 205-206 
Urinary stones 
anomalous kidneys, 366-369 
laparoscopic nephrolithotomy, 237-239 
laparoscopic pyelolithotomy (LP), 361-364 
laparoscopic surgery for, 4 
laparoscopic ureterolithotomy (LU), 359-361 
Urologic laparoscopic instrumentation, 2 
camera, 36-37 
cautery equipment 
hock, 42—43 
scissors, 43 
common laparoscopic instruments, 38-39 
electric thermal instrument, 43-45 
endo-GIA stapler, 39-40 
instrument and assistant ergonomics, 38 
insufflations, 36 
metal clips, 39 
polymer clips, 41-42 
reusable Veress needles and trocars, 35 
suction device, 42 
3D laparoscopic system, 38 
ultrasonic thermal instruments, 43 
Urologic laparoscopy 
access-related complications, 476, 477 
adrenalectomy, 481—483 
anesthesia, difficulties in, 2 
hypotension, 497 
intraoperative complications 
chain of action, 478-479 
instruments required, 478 
vascular and nonvascular injuries, 478 
neuromuscular complications, 480 
objective, 473-474 
partial nephrectom, 486-487 
port-site hernia, 496 
positioning complications, 480 
preventive measures, 474-475 
pyeloplasty, 487 
radical cystectomy, 494-495 
radical nephrectomy, 483-485 
radical prostatectomy 
complications avoidance, 495 
obturator nerve injury and nerve 
apraxia, 493-494 
rectal injury, 488—490 
symptomatic lymphocele, 493 
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ureteral injury, 490-492 

urinary leak, 492-493 
reexploration, 498 
renal cyst ablation, 483 
retroperitoneal laparoscopy, 480—481 
simple nephrectomy, 485—486 
simple prostatectomy, 487—488 
visceral complications, 479 

Uterosacral ligament (USL), 439, 447 


Vv 
Vascular control, live donor nephrectomy, 
99-102, 380-381 
Vascular injury, 514 
Vas deferens and seminal vesicles, dissection, 
201-202 
Veress needle, 10-11, 14-15, 155 
Vesicourethral anastomosis, 227—229, 254, 255 
Vesicovaginal fistula (VVF) 
anatomy, 421, 422 
classification, 425 
clinical presentation, 423 
complications 
ReVVF repair, 431 
supratrigonal and infratrigonal 
fistula, 429 
ureteric reimplantation, 431 


diagnosis and evaluation, 423 
imaging studies, 424 
incidence, 422 
instruments required, 426 
laparoscopic approach, 426 
physical examination, 423 
postoperative problem, 429 
surgery timing, 425 
surgical 
history, 421 
principles, 426 
techniques, 426-429 
treatment, 424-425 
Vesicovaginal space dissection 
bladder neck, 444 
mesh passage, 444-446 
mesosalpinx, 442—445 
technical caveats, 447-448 
Video mentoring, 511-512 
Visiport™, 13, 514 
VVF, See Vesicovaginal fistula 


X 
Xanthogranulomatous pyelonephritis 
(XGPN) 
approach, 288-289 
hilum, 289 


